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PREFACE TO THE THIRD EDITION 


The death of Dr. William H. Walker makes it necessary for 
an edition of this book to appear without his collaboration and 
guidance. The book was originally the product of his initiative, 
and its whole development was molded by his influence and 
direction. Every efiort will be made to maintain it in the 
tradition which he established. 

The last decade has been characterized by the introduction in 
chemical industry of a large number of new processes and by 
important modification and refinement of old ones. Fortunately, 
this has been parallelled by extensive developments in insight 
into the underlying mechanisms of the fundamental operations 
of chemical engineering, in expansion of the data available for 
the formulation of quantitative relationships, and in the tech- 
nique of using these basic tools in the solution of practical 
problems. It cannot be denied that these changes have made 
the practice of the art of chemical engineering far more complex. 
In consequence, there is more necessity than ever for the utmost 
clarity in presentation of fundamental concepts, for increased 
emphasis upon the dependability of those concepts as guiding 
threads through the mazes of complicated operations and 
processes, and for the development of trustworthy and usable 
correlations and of satisfactory techniques in the solution of prac-* 
tical problems. The major purpose of revision is to meet this 
situation. 

Because the four most important fundamental relationships 
underlying all phases of chemical engineering are material and 
energy balances and the laws of reaction equilibrium and of 
reaction rate, the most extensive changes are in the chapters 
on Flow of Fluids and Flow of Heat, and in those involving diffu- 
sional processes, in which these principles come most directly 
into play. In all these cases, the theoretical development of 
the subject has been clarified, and emphasis laid upon detailed 
derivation of equations incorporated in the text. Thus, in Flow 
of Heat there is careful discussion of the mechanisms of con- 
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vection and of their relation to the important correlations 
developed in recent years. The problem of mean temperature 
dijfference has been expanded and the treatment of radiation 
enlarged- A section on dimensional analysis has been added 
and the utility of consistent units emphasized. 

The chapters on Crushing and Grinding, Sedimentation, and 
Evaporation are revised and brought up to date. The discus- 
sion of Filtration is rewritten in an attempt to present for this 
important hut controversial subject the soundest engineering 
analysis attainable in the light of present knowledge. The 
chapters on Absorption and Extraction, Distillation, and Air 
Conditioning have been modified in the light of the discussion of 
diffusion already referred to. The treatment of psychrometry 
is new and includes humidity charts based on recent data. The 
chapter on Drying not only presents the important new data and 
developments of recent years, but attempts to make them more 
useful in the solution of practical problems. 

The illustrative problems have been revised, and a new, 
enlarged list of unsolved problems is appended. 

Circumstances have unfortunately prevented the cooperation 
of Dr. Lewis in this revision, except to a minor degree in Chapters 
III and IV. As throughout the history of this book, the debt to 
many friends for assistance and advice is very extensive, and to 
them we wish to express our gratitude. 

WlLLIA-M H. McAdAIUS, 
Edwin R. Giuliland. 

Oambridoe, Mass., 

September, 1937. 



PREFACE TO THE FIRST EDITION 

Just as the arts of tanning and dyeing were practiced long 
before the scientific principles upon which they depend were 
known, so also the practice of Chemical Engineering preceded 
any analysis or exposition of the principles upon which such 
practice is based. The unit operations of chemical engineering 
have in some instances been developed to such an extent in 
individual industries that the operation is looked upon as a 
special one adapted to these conditions alone, and is, therefore, 
not freq^uently used by other industries. All important unit 
operations have much in common, and if the underlying principles 
upon which the rational design and operation of basic types of 
engineering equipment depend are understood, their successful 
adaptation to manufacturing processes becomes a matter of good 
management rather than of good fortune. 

In this hook we have attempted to recall to the reader^s mind 
those principles of science upon which chemical engineering 
operations are based, and then to develop methods for applying 
these principles to the solution of such problems as present them- 
selves in chemical engineering practice. We have selected for 
treatment basic Operations common to all chemical industries, 
rather than details of specific processes, and so far as is now 
possible, the treatment is mathematically quantitative as well 
as qualitatively descriptive. We venture to hope that the book 
will stimulate engineers to design apparatus adapted for any 
particular purpose, rather than just to huild it and then to rely 
on large scale experimentation with expensive changes in con- 
struction to effect efficient operation. 

This book may be divided roughly into five parts. 

First, the principles 'of stoichiometry are reviewed, special 
emphasis being laid upon the utility of the pound mol as a unit 
for calculation, and the relative ease with which the units of one 
system may be transformed into those of another system. Experi- 
ence has taught us that practicing engineers as well as students 
fail to realize the vast amount of useful data there is available, 
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largely in cliemical literature, and hence in the metric system. 
There is a lack, also, of an effort to select properly those data to be 
recorded in laboratory experimentation and factory opera- 
tion, in order that any definite information may be obtained. 
Frequently also data are used inadequately, and much desired 
information overlooked because of faulty interpretation. There- 
fore we have introduced illustrative problems and their solution 
throughout the hook, in vrhich we believe the reader may find 
helpful suggestions relative to the plan of an experimental run, 
the data to choose, and the method of solution and interpretation 
to adopt. These problems should not be looked upon as nuts 
for students to crack, but as an integral part of the text vitally 
illustrative of the subject matter considered. 

Second, because of their fundamental importance the phenom- 
ena accompanying the flow of heat and the flow of fluids, together 
with the laws governing these operations, are considered in detail. 
An interchange of heat is a necessary step in almost every chemical 
reaction and must be provided for adequately to insure continuous 
operation. So far as possible we have illustrated the use of the 
more complex equations with problems stated and solved. 

Third, fuels and their efficient combustion are treated at con- 
siderable length in order to render clear the important relation- 
ships here involved. More economical use of fuel will be demanded 
in the future. 

Fourth, processes of crushing and grinding, mechanical 
methods for separating materials, together with filtration in its 
many different forms, are given a descriptive treatment with a 
mathematical analysis when such seems advantageous. 

Fifth, those processes depending upon vaporization are treated 
from the common standpoint of vapor pressure equilibria. With 
drying in its many phases we consider also humidification, 
dehumidification and water cooling. Evaporation and distilla- 
tion are placed in separate chapters. 

The greater part of the text has for some time been in use as 
students' notes at the Massachusetts Institute of Technology, 
and at times has been drawn upon freely by both staff and 
students in their published papers. 

It may seem to the reader that brevity is sometimes sacrificed 
by repetition of ideas, and that the detailed derivation of mathe- 
matical equations is unnecessarily separated from the descriptive 
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matter to which they relate. Experience in teaching this subject 
has proven the desirability of this method of treatment. 

This book is the outgrowth of extensive engineering practice 
in the course of which we have profited by many ideas offered 
in the way of suggestions, criticism or advice. We have assayed 
these ideas in the crucible of experience, and have endeavored 
to incorporate those found to he of value. These contributions 
have come from so many sources that detailed acknowledgment 
here is impossible, hut for this very real help we are deeply 
grateful to our many friends. 

WinuiAM H. Wauicbb, 
Wauben K. Lewis, 
WiELiAM H. McAdams. 

Cambhidge, Ma.ss., 

February, 1923. 
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PKINCIPLES OF CHEMICAL 
ENGINEERING 

CHAPTER I 

EIEMENIS OF IHBtrSTRUl STOICmOMETRlT 

latroduction, — Science makes it possible to predict the future 
through the ability to reason from known facts and coiiditionS| or 
to make a mathematical calculation based upon established data, 
and thus to reach, a rational conclusion in advance of the actual 
realization of the phenomenon. However, the ability to state 
mathematically the relationship between any two or more factors 
frequently calls for a knowledge of methods of analysis which is 
not possessed by the average college student or young man in 
the works. Likewise, the English-speaking chemical engineer 
is accustomed to find his scientific data given in metric units and 
to carry on his laboratory calculations in grams, centimeters 
and liters. Since the calculations arising in the quantitative 
application of scientific data and methods in the field of applied 
chemistry are often in themselves very complicated and involved, 
frequently the confusion occasioned by the necessity for convert- 
ing conceptions and data formulated heretofore in the metric 
system into corresponding English terms is sufficient to deter 
the technical man from making the attempt. 

It is the purpose of this chapter to recall to the reader the 
principles upon which such computations are based, and to point 
oiit certain methods of calculation by which experimental data 
may be more readily interpreted in terms of factory conditions 
and made available for the solution of everyday problems, so 
that the confusion occasioned by handling data in two systems 
may be minimized or eliminated. 

LAWS USED lU INDUSTRIAL STOICHIOMETRY 

Chemical Engineering calculations involve three simple basic 
generalizations of universal usefulness. These are the Law of the 

1 
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Conservation of Elements, the Law of the Conservation of 
Energy, and the Stoichiometric Relationships* as to combining 
weights expressed in chemical formulas and equations. The 
importance of these three laws arises from the fact that they are 
quantitatively applicable under all conditions, and at least the 
first and third of them are used, sometimes implicitly, in the 
course of. every chemical calculation. Faraday’s Law of Elec- 
trolysis is also quantitatively applicable under all conditions, but 
is employed only in the solution of a special type of problem. 

Other laws or principles, such as the Laws of Mass Action, of 
Reaction Rate, of the Vapor Pressure Relations of Solutions, and 
similar generalizations of Physical Chemistry, are of only limited 
applicability, in the present state of our knowledge, owing to the 
wide deviations frorn and nonconformity to these laws in some 
cases, and must be employed quantitatively with intelligent 
caution. 

Use OP English Units 

Whatever the advantages of the metric system of units, 
most readers 'of this book will be compelled to employ English 
units in much of their work. Such units will therefore be freely 
used, and it is hoped to show that the disadvantages of carrying 
put calculations in the English system and the difficulties of 
conversion of calculations from one system to the other are often 
greatly overestimated. 

The Molal Unit and Its Utility 

Chemical reactions occur between atoms, either alone or when 
combined into molecules, and these quantities furnish very con- 
venient units with which to calculate the results of such reactions. 
Thus the equation- 

q_1_02 = CO 2 

. ’ 12 32 44 

states that one atom of carbon unites with one molecule of oxygen 
and produces one molecule of carbon dioxide. It also states that 
12- parts by weight, be they grams, ounces or tons, of carbon, 
combine with 32 parts by weight of the same unit of oxygen to 

* For a statement of these relationships the reader is referred to any of 
the standard works on. inorganic chemistry. 
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furnish 44 parts by weight of CO 2 . It is convenient, therefore, 
to combine these two ideas and speak of. a gram atom of carbon or 
a 'pound atom of carbon, meaning the quantity of carbon in any 
convenient unit of weight which is represented by the symbol C, 
and to realize that it will combine with a gram molecule, or a 
pound molecule or any unit selected, of oxygen* One can then 
speak of a gram molecule or a pound molecule of any material 
and mean thereby the number of grams or pounds which is repre- 
sented by the relative weight of the reacting unit, be it atom or 
molecule. 

But gases are generally measured by volume and analyses are 
given in volume per cent, while solids are usually measured by 
weight and analyses expressed in per cent by weight. In prac- 
tice* therefore, the above equation involves materials usually 
reported in two different ways. It is convenient, then, to be 
able to use a common basis. This is found in the pound molecule, 
or, as contracted, the pound moL^ 

If 20 cu. ft. of O 2 at 1 atmosphere is mixed with 80 cu. ft. 
of N 2 at the same pressure, the volume of the mixture at 1 
atmosphere will be 100 cu. ft. and the mixture is said to contain 
20 per cent O 2 and 80 per cent H 2 by volume. According to the 
accepted hypothesis of Avogadro, equal volumes of all perfect 
gases contain the same number of molecules. Hence this 
gas contains 20 per cent O 2 and 80 per cent 1^2 on the basis of the 
number of molecules present; that is, of every lOO molecules in 
the gas, 20 of them are -02 and 80 are ISq. Furthermore, Avo- 
gadro’s hypothesis implies that the pressure exerted by any 
ideal gas at a given temperature is proportional to the number of 
molecules of that gas per unit volume, while Dalton's law states 
that, in mixtures of gases, the pressure of each individual compo- 
nent is independent of the presence of the others and the partial 
pressures of the components are additive, the total pressures 
!:)eing the sum of all the partial pressures. Consequently, for 
mixtures of gases obeying these two gas laws, the pressure of each 
component, expressed as a percentage of the total pressure, is 
numerically equal to the mol per cent of that component in the 
mixture and also to its volume per cent. 

Since equal volumes of all perfect gases contain the same 
number of molecules, it is evident that a certain volume may be 
chosen, such that under standard conditions of temperature and 
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pressure (0°C. and 760 mm.) it will contain just the number of 
molecules necessary to weigh the number of pounds or grams 
expressed by its molecular weight. This volume is found experi- 
mentally to be 22.4 liters for the gram mol, equivalent to 359 
cu. ft, for the pound mol, and is called the mold volume. Unless 
otherwise noted, throughout this book the pound mol and 'pound. 
atom are used, which may be abbreviated to mol and atom, 
respectively. 

The molecular weight of a perfect gas is defined as the weight in 
pounds of 359 cu. ft. of the gas, measured under standard condi- 
tions (S. C.)* of temperature and pressure. In this sense the 
average molecular weight of a mixture of gases can be spoken of 
as well as that of a single gas. Thus air which is moisture-free 
has the following average analysis :t 


Per Cent by 
Volume 

Oxygen 20,95 

Nitrogen 78.08 

Carbon dioxide . 0.03 

Argon, etc 0.94 


The average molecular weight of air or any other gas mixture 
may be calculated by adding together the weights of each com- 
ponent in one molal volume of the mixture as follows: 


Componeat 

Mols in 

1 mol air 

Molecular 

weight 

Pounds in 

1 molal 
volume air 

O 2 .... 

0.2095 

32.00 

6.70 

Ns 

0.7808 

28.02 

21.88 

002 . . 

O.OOOS 1 

44.00 

0.01 

A. 

0.0094 

40. 

0.38 


Total weight of 1 mol of a.ir is 28. 97 lb., 

which for all practical purposes is 29.0. 


In most chemical processes the nitrogen is inert, and is analyt- 
ically determined by difference, the argon and the traces of other 
noble gases being included with it. The composition of dry air is 

* Throughout the book the abbrewiatioa C.’' is used to designate 
‘‘standard conditions." 

t F. A. Paneth, Bd. /. P,oy. Coll, Sci., 6, 120 (1936). 
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frequently taken, for the purpose of stoichiometric calculations, 
as 21 per cent O 2 , and 79 per cent N 2 . The only va^riable which 
must be determined experimentally in each case is the moisture 
content. 

Gas Laws. — Since gases are seldom if ever measured at standard 
conditions, it becomes necessary to know how to find the molal 
volume at difierent temperatures and pressures. This can, of 
course, be done by the use of the perfect gas equation in the form, 
PY ~ nRT, where n is the number of gram mols of the gas in 
question, while 72 is a single constant applicable to all perfect 
gases, the numerical value of which depends only on the particular 
units of pressure, volume and temperature (P, V, T) employed. 

Obviously similar relationships must obtain in English units. 
For all perfect gases this equation may be written PT ~lS43nT, 
the quantities being given in English Engineering units, where P 
is the total absolute pressure in pounds per square foot, V is 
the total volume in cubic feet, T is in degrees Rankine, * while n 
is the number of pound mols of the gas involved in the calculation. 

Instead of solving this equation for the volume, it is often 
simpler, as will appear in later calculations, to find the volume 
by multiplying the volume of the gas at standard conditions by 
a ratio. If one writes the equation for the gas under any condi- 
tions of temperature and pressure as Py = 1543?zP, and under 
standard conditions as PoFo — lfi43?^To, dividing the first equation 
by the second and solving for Y gives 

F=FoX§X~ 

Since the correction factors applied to Yo in order to get V, Pq/P 
and T JTq are ratios, and therefore contain no units, they may be 
expressed in any absolute units of temperature or pressure, so long 
as the units are the same in any one ratio. 

Instead of memorizing this equation it is well to remember 
only that the volume measured must be multiplied by an abso- 
lute temperature ratio and an absolute pressure ratio, and to 
rely on common sense to determine whether these ratios should 
be greater or less than unity, according to whether the gas is 
passing from a lower to a higher temperature or from a greater to 
a' smaller pressure, or vice versa. 

* Equals degrees Fahrenheit absolute, i.e., deg. F. -f-460. 
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This relatioaship will be made clearer by the following 
examples : 

The volume of H laol of any perfect gas at 60®P. and 780 mm. pressure is 
determined by the equation: 



The volume of 25 lb. of a natural gas containing 85 per cent CH 4 and 
15 per cent C 2 H 6 at 20 °C. and 1 lb. gauge pressure is found as follows: 
Tirst, determine the apparent or average molecular -weight of the gas. 
Since the volume percentage composition based upon lOO units is at the 
same time the molal percentage relationship, 

0 . 85 X 16 . 07 = 13 . 65 lb. of methane 
0.15X30.11- 4.52 Ih. of ethane 


18 . 17 lb. of mixture 


Thus 18.17 is the average molecular weight of this gas mixture. One lb. 
gauge pressure is equivalent to 15.7 lb. absolute pressure since 1 standard 
atmosphere equals 14.7 Ib./sq. in. Then the volume is 



How many pounds of carbon dioxide are in 1000 cu. ft., of dry flue gas con- 
taining 15 per cent CO^at SOO'^F., the barometer being 29.2 in. of mercury? 
(ISTormal barometer in inches of mercury is 29.92 or 29.9 for most 
calculations.) 



1000 

1 492 

\ 29,3 

1 

[0.15 



QQO 

20,9 

1 369 




9.2 Ih. 
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, The gas laws in this form are subject only to those limitations 
with which all are familiar. They -cannot be applied without 
proper modification to gases, the molecules of which associate or 
dissociate, or to any gases at high pressures, especially if near 
their saturation temperatures. * However, the errors involved in 
applying these laws to the so-called permanent gases up to 15 or 
20 atmospheres at or above ordinary temperatures, or even to 
saturated vapors up to 1 or perhaps 2 atmospheres, are negligible 
for most engineering purposes (not over 2 or 3 per cent). Conse- 
quently none of the many rejfinements of the perfect gas equation 
are necessary in many industrial calculations. 

Heat ITnits. — In the metric system heat quantities are meas- 
ured in gram calories, and in the English in B.t.u. (British thermal 
units). Because even in English plants the centigrade scale is 
so extensively used, the pound-centigrade unit,t (P.c.u.) the heat 
required to raise 1 lb. of water 1^0., has certain advantages in 
thermal calculations. One P.c.u. is obviously 118 B.t.u. or 
454 gm. cal. The basic quantities in determining the* energy 
efects in chemical systems are the heats of reaction. In the 
chenoical literature heats of reaction are frequently reported as 
gram calories per gram mol (or kilogram calories per gram mol) . 
Thus the statement that the heat of combustion of C, in the form 
of coke, to CO 2 is accompanied by a positive heat of reaction of 
97,000 cal. means that the combustion of 1 gm. atom of carbon 
(12 gm.) to form 1 gm. mol of CO 2 (44 gm.) liberates enough 
heat to raise 97,000 gm. of water 1°C. Obviously, then, if 1 lb. 
atom of carbon (12 lb.) were burned, forming 1 lb. mol of CO 2 
(44 lb.), the heat evolved would suffice to heat 97,000 lb. of water 
1°C., f.e., would amount to 97,000 P.c.u. In other words, heats 
of reaction in gram calories per gram mol are numerically identical 
with heats of reaction in P.c.u. per pound mol. This means that, 
if a chemical calculation is carried through, expressing the quanti- 
ties of the reacting substances in gram moLs or grain atoms and 
the heat effects in gram calories, the same numerical figures 
apply unchanged to the reaction if the quantities taken were 
pound mols or atoms and the heat effects were P.c.u. By the 
use of this method, the basic data as to heats of reaction can be 

* Correction factors fox the gas lavs axe given by W. K. Lewis, Ind. 
Eng. Chem., 28 , 257-262 (1936). 

t Also called the centigrade heat unit (C.h.n.), ox the 'pound calorie (lb. cal.). 
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taken from metric tables and used directly and conveniently in. 
calculations in English units. 

If it is preferred to know the heats of reaction in B.t.u., these 
quantities expressed in gram calories per gram mol or atom are 
converted to B.t.u. per pound mol or atom by multiplying by 1.8. 

The gas constant R in the gas equation PV=nRT is an energy 
term, wliicli it is frequently convenient to express in heat units, 
as, for example, in estimating the heat equivalent of the external 
■work corresponding to the evolution of a gas against the pres- 
sure of the atmosphere. The value of R in heat units per mol 
per degree is 1.985 in both metric and English units, though 
the heat quantity obtained by multiplying by nT is in gram 
calories in the metric system, while in the English system it is 
in B.t.u. if the Tahrenheit temperature scale is used or in P.c.u. 
if the centigrade is employed. 

Molal Heat Capacities. Gases. — A. further advantage of the 
use of the mol as unit in calculations lies in the fact that many of 
the physical properties of substances have relatively simple molal 
relationships. Thus, while the specific heats at constant pressure 
Cp of the permanent diatomic gases vary widely (from about 0.2 
to over 3.0), their molal heat capacities, MC^, i.e., the heat required 
to raise 1 mol of these gases 1® in temperature, are approximately 
equal, varying only about 5 per cent among themselves at room 
temperature. The molal heat capacity afc constant pressure is 
substantially 5.0 for all monatomic gases over wide ranges of 
temperature. The molal heat capacities of SO 2 and CO 2 are 
nearly identical one with the other, and the same is true of the 
halogens, etc.'*' 

In stoichiometry, heat capacities are most frequently needed 
to calculate the quantity of heat required to heat (or to cool) 
a material through a temperature range. When the value 
of heat capacity for a gas, for instance, is known as a func- 
tion of temperature, it is necessary to calculate this heat 

quantity by integration over the temperature range involved, 
r^2 

dT. This is clearly a laborious procedure. The 

* These quantities have until recently been determined principally by 
calorimetric measurements, the results of such measurements being com- 
monly stated in the form of equations giving molal heat capacities as func- 
tions of absolute temperature on the centigrade scale. The results of a 
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time required for such calculatioa is howeTer greatl7 shortened 
if the average value of heat capacity over the temperature range 
is knowu; for then the relation is simply ^ 

Average values of this sort can be calculated once and for all by 
integration of equations for the point values of MC^,, followed 
by division of the integral by the value of the temperature range 
over which the integral is taken, or by other suitable calculations • 
Accurate average values of for the more common gases, 

between 60°F. and the temperatures used as abscissas are 
plotted in Fig. 1.^ Taking carbon dioxide as an example to 

careful survey of existing data in 1929 are given as follows by Ea-stman, 
Bur. Mines Tech. Ea'per 445, (1929) : 


Molal Heat Capacities of Gases at Temperature Eange, 

Constant Pressure Deg. K. 

(y = r>€g. K =Deg. C. +273) 

Hydrogen : 

MCp=6.85 +0.00028^+0.000000222^3 300-2500 

N'itrogen., oxygen, carbon monoxide: 

MCp -6.76 +0.0006062^+0,00000013^3. , SOO-2500 

Carbon dioxide and sulfur dioxide : 

MCp =7.70+0.0053T-0.00000083P3 300-2500 

Water vapor: 

MCp = 8.2240.00015r+0.00000134T2. 300-2500 

Hydrogen sulfide: 

Map-7.20 +0.0036r 300- 600 

Ammonia: 

Jkf (7^=6. 70 +0.00637" 300- 800 

Metbane: 

if Cp = 5.90+0.00967" 150- 400 

Chlorine, sulfur vapor (Sa) : 

ifCp = 8.58 +0.00032" SOO-2500 


While these data are believed to be intrinsically less accurate than are those 
of Pig. 1, especially at high temperatures, they are given here to facilitate 
occasional special computations in which the convenience of data expressed 
algebraically may outveigh precision as a desideratum. 

* These curves represent recent data obtained by spectrographic measure- 
ments, results of which are believed to be far more precise than are those 
obtained by the calorimetric method, especially at high temperatures. 

Point values of specific heat, it may be noted, are obtainable from these 
curves by equating MCp dt to — 60)], from which it follows 

that at any temperature {i — ^0)d{MCp)^^,/dt. 

Figure 1 is based on the paper by Lewis and von Elbe, J. Atrter. Chem. 
Soc., 56, 507 (1933), and a personal communication from H. C. Hoitteil, 
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illustrate the use of these curves, the heat required to raise 
1 lb. . mol of this gas from 60 to 200O'"F. at atmospheric pressure 
is equal to the average molal heat capacity between these 
temperatures (which from Mg, 1 is 12.06) times the temperature 



!Fig. 1. — A-verage molal heat capacities of gases for th.e temperature interval from 
60°F, to temperature shown by the abscissa. 

rise (2600 — 60), giving 23,400 B.t.u. Similarly, the heat 
required to raise 1 mol from 60 to 1000° is 10.88(1000 — 60) = 
10,230. By difference, the heat required to raise 1 mol from 
1000 to 2000° is 23,400-10,230 = 13,170 B.t.u. 

It requires more heat to raise the temperature of a gas at 
constant pressure than at constant volume, because of the addi- 


1936. The original data on which the curves are based are from the follow- 
ing sources : 

CH 4 : EucKJEisr and LtiDS, 2’. pkysik. Chem., BJ5, 436 (1929). 

Ha: BAVisand Johnston, L. Amer. Chem. Soc., 66, 1045 (1934), 
OgiXEJWisand von Elbe, I. Amer, Chem, Soc., 66, 507 (1933). 

N 2 , CO: Johnston and Davis, J. Amer. Chem. Soc., 66, 271 (1934). 

NO: Johnston and Chapman, J. Amer. Chem. Soc., 55, 155 (1933). 
OH: Johnston and Dawson, J. Amer. Chem, 80 c., 55, 2744 (1933). 
CO 2 ; ICassel, J. Amer. Chem. 80 c., 66, 1838 (1934). 

H 2 O: Gorhon, j. Chem. Physics, 2,65, 549 (1934). 
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tional energy req[-uired to create the larger volume. But, for 
all gases obeying the gas laws, the difference in the molal heat 
capacity of a gas under the two conditions is equal to B, 

Liquids .SNUilt no definite relationship is available for 
correlating the heat-capacity data for liquids, it is interesting to 
note that the molal heat capacities (and likewise the specific 
heats') increase with rise in temperature, as shown in Fig. 2.'** 



Solids . — For solids, the law of Dulong and Petit and the law 
of Kopp are sometimes useful in estimating heat capacities of 
substances. The former states that atomic heat capacity of all 
solid elementary substances is a constant and the average value 
is 6.2 at room temperature, although some elements, notably 
carbon, boron and silicon, deviate widely from this. Further- 
more, these heat capacities vary with the temperature, in most 
cases increasing as temperature rises, as shown in Fig. 3.* 
Kopp^s law states that the formal heat capacity (f.c., the heat 


* Data taken from the liters ’^■ure. 
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capacity of a formula weight of the substance) is an additive 
function of the atomic heat capacities of the constituent atoms. 
The following are the atonaic heat capacities at room temperature 
of the elements in solid compounds: C=1.8; H=2.3; E=2.7; 
Si ==3.8; 0 = 4.0; F=5.0; P = 5.4; S = 5.4; all other elements 6.2. 
For example, the formal heat capacity of pure limestone (CaCOs) 
would be 6. 2H-1. 8+3X4 = 20.0 as against an observed value of 



20.2. The specific heat would then be 0.20, These values are, 
of course, empirical constants and deviations of 10 per cent from 
the results calculated and those observed are not uncommon. 

Molal Heat of Vaporization,— Another heat quantity often 
required is the molal latent heat of vaporization Mr of liquids. 
"Where exact data are wanting, this quantity can be estimated 
coriyeniently through a variation of the rule of Hildebrand, 
which states that for many liquids the ratio Mr JT is a unique 
function of the molal concentration of the saturated vapor. In 
practice, one is usually handicapped by not having data on vapor 
densities. However, where vapor pressure is low, vapors follow 
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the gas la'virs, at least approximately, aad hence the molal con- 
centratioa of vapor is proportional to P/T. Consequently one 
would anticipate that at low pressures AfrJT should be a function 
of P/T only. At high pressures, where the gas laws break 
down, it is to be expected that deviations from this relationship 
will occur, but, as shown by the plot of Mr/T vs. Pf T for various 
liquids in Fig. 4:, these deviations are not excessive- It will be 



Fics. 4. — Hildebrand chart for estimating latent heats of vaporization. 


noted that the curves for such highly associated liquids as water 
and a typical alcohol lie considerably higher than do those for 
the more normal liquids. In general, the data for these latter 
nonassociating liquids lie quite close together at low pressures, 
but fan out as they approach the critical point, where the latent 
heat of vaporization equals zero. Curves for hydrocarbons 
can be drawn in on the figure with reasonable accuracy by refer- 
ence to the data given for three of these compounds.^ Latent 
heats of vaporization of petroleum fractions f may be approxi- 

* These may all be expected to lie close to the benzene curve when P/T is 
less than 1 or 2. The values of P/T at which they- should intercept the 
axis of abscissas (the critical point) can be estimated from the relations that 
for paraffins (P/T)crit. equals very nearly ZSOO/M, vLile for most cyclic 
hydrocarbons this ratio lies between 4500/M and 5300/ M. 

t For other methods of estimating this quantity, seethe articles by Wat- 
son, Ind. Eng. Chem., 23, 360 (1931), and by Watsont and Nelson, Ind. 
Eng. Chem., 26, 880 (1933). 
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mated with, accuracy sufficient for many purposes by assuming 
that these fractions follo-w the same curves in Fig. 4 as do the 
pure hydrocarbons of equal molecular weight* and of similar 
chemical type. 

Examination of Fig. 4 shows that, for each of the normal 
liquids on which data are given, the value of MrJT at the atmos- 



pheric boiling point is very close to 21, when expressed in the 
consistent units here used. Trcutcn's rule, in fact, states that 
for all normal liquids this ratio has approximately the same 
value at atmospheric pressure. The rule is surprisingly accurate 
when applied to nonpolar liquids,! and holds very roughly 

^ * The average molecular weight of the fraction may be taken with suffi- 
cient precision as corresponding to that of the normal aliphatic hydrocarbon 
boiling at a temperature equal to the average boiling point of the hydro- 
carbon mixture under consideration. The relation between the maleciilar 
weight M of any normal paraffin hydrocarbon and its atmospheric boiling 
point t, expressed in degrees centigrade, is given approximately by the 
equation 

logic M = 2.51 logic 4-393) -4.7523. 

t According to Kistyako-rtsky, Z. phyaih. Cham., 107 , 65 (1923), a more 
precise rule is one stating that at tiie atmospheric hoiliiig point of nonpolar 
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when applied even to the most abnormal ones, water and the 
more common alcohols (for which MrjT at the atmospheric 
boiling point is about 26), and the lower fatty' acids (in which 
case the value of this ratio lies in the neighborhood of 15). 

Vapor Pressure of Liquids. — In many cases it is necessary to 
interpolate or extrapolate the curve of vapor pressure vb. tem- 
perature. The method proposed by Cox*^ is quite helpful. 
A straight line is drawn at a convenient angle on coordinate 
j)aper. The vapor pressures of water are then plotted on a 
logarithmic scale, allowing the corresponding temperatures to 
determine the temperature scale, as shown on hlg. 5 by the dotted 
line for Water.’’ ‘Using these coordinates, data for various 
parahin hydrocarbons are plotted, giving substantially straight 
lines. Since the latter intersect at a common point, one experi- 
mental point is sufficient for the estimation of the vapor-pres- 
sure curve of any normal paraffin hydrocarbon. 

GEI^ERAL DISCUSSION 03? STOICHIOMETRIC PROBLEMS 
IN APPLIED CHEMISTRY 

Types of Operation. — The operations or processes of applied 
chemistry can be classified under three heads: intermittent, 
continuous and a combination of these two, or semi continuous. 
Illustrations of an intermittent process are the burning of brick 
and pottery in the older type of kiln, in which, after bring, the 
whole is allowed to cool for discharging and refilling; the produc- 
tion of coke in beehive ovens; the pot process for the production 
of nitric acid from Chili saltpeter and sulfuric acid; the recovery 
of oil from seeds in hydraulic presses; and the like. Typical of 
continuous processes are the chamber production of sulfuric 
acid from sulfur, the extraction of light oils and ammonia from 
illuiniriating gas by solution in suitable solvents, the operation of 
continuous stills and distillation columns for the separation 
of volatile solvents, etc. Continuity of operation offers such 
obvious and marked advantages that it is used wherever prac- 
lif^able; but in many cases continuity can only be approximated, 


liquids Mr/y = 8.75 -j-4.57 1 logio T, wheru T must be expressed in degrees 
Kelvin in the logarithmic term. 

* E. IE Cox, Iml. Eng. Chem., 16, 592 (1923); see also CArmaxEBT and 
Davis, lud. Eng. Chem., 17, 1287 (1925). 
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giving rise to semicontinuons operations, as in the intermittent 
firing and cleaning of a hand-fired boiler, the operation of a 
'^ring’^ furnace, the manipulation of the leaching tanks in the 
extraction of - black ash or tanbark, the charging of a blast fur- 
nace and the like. Where the character of the operation is 
essentially intermittent, continuity is often approached by the 
combination of a number of units operating simultaneously but in 
different stages, as in the coking of coal in by-product ovens and 
the recovery of waste heat in regenerative chambers of refractory 
checker work (e.y., blast-furnace stoves). While this last class 
can be treated as semicontinuous if the whole process, made up 
of the combination of all the unit operations, is under considera- 
tion, it must be classified as intermittent when one is dealing with 
the individual unit operation. 

Those chemical reactions in which a single substance is trans- 
formed into another single substance are comparatively rare. On 
..offelor both sides of the reaction equation there usually appears- 
more than one substance. Most chemical operations can there- 
fore be conceived as made up of diverging, converging or cross- 
ing and intermingling streams of flow. Diverging streams are 
illustrated by the electrolysis of a salt solution to form caustic, 
chlorine and hydrogen; by the electrolysis of water (containing 
caustic) to produce hydrogen and oxygen; by the separation of 
mixtures of volatile liquids hy distillation (alcohol and water, 
benzol and toluol, etc.) ; by the destruction distillation of wood, 
coal and the like. In each case one stream or substance enters 
the process, to leave by several streams diverging from it. Illus- 
trations of converging streams are found in the production of 
vulcanized rubber by the compounding and curing of raw rubber 
with sulfur and other admixed materials; in the combustion of 
gaseous fuels, etc. Here two or more substances enter the 
process to combine or converge into one substance and thu.s 
leave by a single stream. The combustion of coal with air to 
form flue gases and ash, the reduction and liquefaction of iron 
in the blast furnace and the roasting of sulfide ores with air to 
form metallic oxides and eliminate the sulfur are typical of 
crossing streams; in these cases, several streams enter into an 
operation, undergo chemical combination and transformation 
or, in other words, cross and leave by several entirely different 
streams. 
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Balance of Material Involved in an Operation. — In the quan- 
titative calculation of problems in applied chemistry it is advis- 
able to start with the following equation: 

Total input = total output + accumulation, or 

Total input -f- depletion = total output, 

■accumulation and depletion referring to increase or decrease of 
material in the system itself. This equality may be applied to a 
single unit operation, or to a whole process made up hy the com- 
bination of any number of unit operations. It may be applied 
separately to each element entering into the operation or process, 
for -which data are available; when so applied to a number of 
elements, the equation for each element is not equivalent to, but 
is independent of, the others, provided the data for that element 
were independently obtained. It may he applied to the energy 
relations of the systems, and in this form gives another independ- 
ent equation. It may be applied to the input and output of 
matter as a whole, but this last is obviously not an independent 
expression, being merely the sum of the equations for the various 
elements. The use of this principle is observed in nearly every 
problem. 

In these equalities the only awkward factors are the terms 
accumulation and depletion in the system itself. These can, of 
course, be determined, but usually with some difficulty. They 
can, however, almost always be eliminated hy proper choice of 
data and method of calculation. In the great majority of cases 
in industrial practice intermittent operations are repeated in 
cycles which recur a relatively large if not an almost indefinite 
number of times, and both continuous and semicontinuous opera- 
tions function steadily over long periods. The possibility of 
accumulation or storage of materials or energy in a system or 
apparatus is necessarily limited, and it is usually possible to con- 
trol the amounts in process without much difficulty. If, now, the 
above equalities are applied over a period of time such that the 
maximum possible fluctuations of amounts in process are known, 
from the nature of the operation and apparatus, to be negligible 
in comparison with the input and output for the time period 
chosen, then the terms for accumulation or depletion may be 
dropped, giving total input — total output. This is perhaps more 
conveniently written 
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Total input = useful output + losses, or, more simply, 

Input = outpu t + losses. 

These equations are used for t'w^o main purposes; first, in 
testing existing apparatus and operations, to determine the 
actual performance and to provide tests of the self-consistency 
of the data taken; second, in designing new apparatus and 
in planning new operations for future installation and service. 
This chapter deals primarily with the first of these functions, z.e., 
with the methods used to secure data and information that will 
give insight into the present or past operation of an apparatus, 
but the methods employed can be generally used in the design 
of new equipment, as will he developed later. 

Efficiency. — The present performance of an apparatus is deter- 
mined not only by its capacity hut by its efficiency, and, since 
there can be different kinds of efficiencies, accurate definition of 
the term is essential- Thus there can be at least two heat effi- 
ciencies, defined as the heat utilized by an apparatus divided by 
its heat input, or as the heat utilized divided by that theoretically 
capable of utilization. There is also the chemical efficiency, 
which may be applied to each chemical element in the process. 
An example of the chemical efficiency of a process is given in the 
crystallization of a salt; in the impure salt used, there is 1000 lb. 
of the pure substance; in the output there is 600 lb.; and there 
is left 380 lb. of recoverable salt in the wash water and mother 
liquor. As efficiency is generally defined as output/input, that 
of this process would seem at first to be ^^^oooXlOO — 60 per 
cent, yet, since a large amount of the apparent losses are entirely 
recoverable and would in practice be recovered, it is hardly 
fair to charge the process with such a low efficiency. Therefore 
the chemical efficiency should be defined as output/net input, 
where net input means that amount of material which would have 
to be put into the process in order to get the same output. In 
order to obtain an output of 600 lb. in the succeeding cycles, it 
will be necessary to add crude salt containing only 620 lb. of 
pure substance. The efficiency is then 100 = 96.8 per 

cent. 

Test Period. — The choice of what may be termed the test 
period, i.e., the length of time during which data as to input and 
output must be taken in order to render negligible any accumula- 
tions or depletions in the system itself, must depend on the condi- 
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tions of ea-cli individual case, and can usually be estimated easily. 
In intermittent operations, the test period should be at least one 
complete cycle, and in those cases in which a certain amount of 
material is left in process from cycle to cycle, as in soap boiling, 
must be more than a single cycle. Where practicable it is always 
desirable to cover a number of cycles to eliminate individual 
variability. In continuous processes the test period can be the 
shorter the more uniform the operation and the less the material 
in process. Semicontinuous operations and processes should, if 
possible, be followed over a time period sufficiently long that 
they may be considered as practically continuous. Thus a boiler 
test must extend over a period of about 36 hr., in order to 
eliminate errors due to variations in the amount of fuel in the 
firebox at the beginning and end of the test. If test periods of 
adequate length cannot be provided, correction must be made for 
variations of amounts in process. 

Choice of Data to Ee Secured and Used.— If a test actually 
includes the measurements of every item of input and output, 
then the use of the given equalities (page 17) serves as a check 
upon the accuracy of the measurements. Usually, however, 
these relationships are employed to lessen the amount of data 
to be collected and the number of measurements to be made, 
without sacrifice of any information obtainable from the test. 
Measurements are restricted to those made easily and with 
precision, other quantities, which could be directly determined 
only with difficulty, being calculated. Tor example, without the 
installation of very special equipment, it would be difficult to 
measure the air consumption and the volume of the flue gases in 
a boiler test, while it is easy to measure the coal actually burned 
and the water evaporated. The first two quantities are therefore 
calculated by use of the above equalities from the other data 
collected. In testing practice it is unwise to restrict the measure- 
ments taken to the minimum necessary for the calculations 
required. All data that can be secured with reasonable effort 
should be recorded, because any excess may be used to furnish 
desirable checks on the accuracy of the other observations. 

Ill order to get a complete determination of the balance of the 
(dements in any operation, the amount and composition of ea.cli 
stream entering and leaving the system must be measured. This 
requires the determination of the quantity and of the analysis of 
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each, stream. Since, however, an independent expression can be 
set up inYolving equality of input and output of each element, 
for each such equation formulated it is allowable to omit from the 
above one measurement, either of quantity or of composition. 
As already indicated, the measurements to be omitted should be 
so chosen that those measurements which are actually taken will 
be accurate and easy to make. Because analytical determina- 
tions are usually easier than large-scale measurements of quantity, 
the former are generally employed to evaluate the latter. How- 
ever, it is always necessary to make at least one direct measure- 
ment of quantity in order to determine the capacity of any 
system. 

In making calculations of this sort care must always be observed • 
to avoid the possibility of gross error in the result due to insuffi- 
cient accuracy in the measurements made. For example, a 
quantity, obtained by subtracting- two other quantities nearly 
equal, may itself be very inaccurate, if relatively small errors in 
the two latter happen to be of opposite sign. The data to be 
taken experimentally should be chosen with this point in mind. 

Sampling. — In securing analytical data in connection with 
industrial processes the necessity for proper methods of sampling 
cannot be overemphasized. It is useless to waste time in the 
laboratory carrying out an analysis if the sample is not truly 
representative of the stream from which it was taken. Indeed, 
worse than this, analytical results on nonrepresentative samples 
may lead to false conclusions. 

To be representative a sample should be collected (as nearly 
as may be) continuously during the test period. Where possible, 
the amount of sample withdrawn should be proportional to the 
volume of the stream at each point of time. The sample should 
be withdrawn not at one point in the stream but at a number of 
points well distributed over its cross section, except in thovse cases 
where the stream is known tQ be uniform ie,g., a gas that has trav- 
eled some distance or around a number of obstructions). These 
conditions imply the collection of large samples and these must be 
subdivided before analysis. It is not difficult to get complete 
mixing of a large sample of gas or homogeneous liquid and the 
removal of the ultimate sample for analysis involves no difficulty. 

The sampling of solid materials is an entirely different problem. 
Because of the tendency of the large lumps of the solid to separate 
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from the fine material, the sample must be crushed before sub- 
division (quartering) . Even thus a satisfactory analytical sample 
can be obtained only by successive subdivisions vrith most 
thorougli mixing before each successive quartering. The largest 
individual particle in the mass must be extremely small compared 
with the sample before quartering is undertaken. It is frequently 
difficult to reduce the whole original sample of a powder, and to 
meet this requirement in such, case the subdivision must be 
reground as the sample gets progressively smaller. Mechanical 
samplers are on the market and are desirable because they reduce 
the human element in collecting the sample. 

G-eneral Methods of Calculation. — There are certain practical 
suggestions and methods which, -while theoretically adding 
nothing to the preceding generalizations, are nonetheless worth 
mentioning. These are in the nature of stratagems in computa- 
tion, which, in many special cases, simplify not only calculations 
but sometimes experimental work as well. 

It frequently happens that some one element taking part in a 
chemical operation enters solely by one stream and leaves solely 
by another. This is true, for example, of the sodium in the 
electrolysis of salt, of the nitrogen in a blast furnace and for all 
practical purposes of the nitrogen in the combustion of coal. It 
is obvious that, if the quantity of one of these streams is known, 
the amount of the other can be obtained directly from analysis of 
the two for this one element. Furthermore, if the analyses of the 
two streams are complete, the quantities of all other elements 
present in each of them can at once be calculated. This idea is 
utilized by the illustrative problem on pages 26 to 27. 

Where an element eaters and leaves mainly by a single stream, 
the same method is advantageously employed, merely correcting 
for divergencies. Thus, in the furnace combustion of coal, the 
c^arbon eatfms mainly in the solid fuel, the amount of which is 
measured and the carbon content determined by analysis. The 
carbon leaves mainly in the flue gas, that small portion remaining 
in the ash as unhurned combustible being determined and correc- 
tion being made for it. This gives immediately the amount of the 
flue gas. Since the nitrogen of the flue gas comes mainly from the 
air (the nitrogen of the fuel is usually negligible in comparnson), 
one can immediately calculate the quantity of air used for 
combustion. It will be noted that the carbon and the nitrogen 
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are used to determirie the ratios of the amouiits of corresponding 
ingoing and outgoing streams. The use of single elements or 
components for such, a purpose is often possible, and offers marked 
simplification in calculation. 

The stoichiometric relations known to exist from the nature of 
the reactions taking place in a given case often greatly simplify 
the problem, and make possible important quantitative deduc- 
tions. Thus the analysis of a flue gas from the combustion of coal 
shows certain amounts of CO 2 ; CO, Oaand N 2 . Since practically 
all the N 2 came from the air, one can directly obtain the amount of 
O 2 that came, with it. The total O 2 shown by the flue-gas 
analysis, including both free and combined, is always less than that 
entering in the air. From our knowledge of the chemical composi- 
tion of coal, we know that almost the whole of this deficit must 
have been used up in the combustion of hydrogen in the fuel. 
This difference between oxygen corresponding to the nitrogen and 
oxygen appearing in the analysis* must, therefore, correspond to 
and be a measure of the combustible hydrogen in the coal. The 
analysis of the flue gas is in this case in a very real sense equiva- 
lent to an analysis of the fuel itself (see illustrative problem on 
pages 26 to 27). While such definite reaction relationships are of 
the greatest value where they exist, there are many cases where 
the number of possible side reactions is so great and the extent to 
which they take place so uncertain that the stoichiometric rela- 
tionships implied in the chemical equations lose much of their 
utility. This is very likely to fee the case in organic reactions, but 
even in inorganic problems it is imperative to formulate and in the 
calculations to provide for all side reactions that can appreci- 
ably affect the result. These limitations must not, however, 
make one fail to use these relationships where really applicable. 

As in stoichiometric calculations in analytical chemistry, it is 
unnecessary that the chemical equations employed correspond to 

* It must be kept in mind that a gas analysis in which the gases are kept 
saturated with water vapor whenever measurements are made (as is almost 
universally done) automatically eliminates the water vapor from the results, 
and gives directly the composition of the water-free gases. The reason for 
this is that, although the volume of the gases is increased by the presence of 
the water vapor, the increase is at all times the same fraction of the total gas 
volume. It is as though the analysis were carried out at a pressure lower 
than that actually used hy an amount equal to the constant vapor pressure 
of the water (see also page 205 ). 
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the exact mechanism of reaction. Any combination of the actual 
reaction steps, eren though eliminating intermediate but con- 
pensatory stages, can be used; e.g.^ reactions ip. aqueous solutions 
need not be written in ionic form in the calculation of quantities 
of precipitates, volunaes of solutions and the like. 

Basis of Calculation. — It is comparatively seldom that a com- 
plete balance of input and output is made in connection with an 
industrial operation or process, hut much more frequently inter- 
pretation of partial results is desired. Usually these results are 
the analyses of different streams. Such analyses are almost never 
directly comparable, as will appear in a complete balance of input 
and output, and direct comparison may. lead to gross error. 
This is because analyses are usually reported in per cent of the 
stream in question, ’and it is obvious that analysis alone cannot 
show the relation between the amount of that stream and that of 
any other. 

An illustration will make this point clear. A drier is deliver- 
ing 1 ton per hr. of a product containing 20 per cent of water. 
The wet charge entering the apparatus for drying carries 60 per 
cent of water. How many pounds of water are evaporated per 
hour? The first impulse may be to say that the water decreases 
from 60 to 20 per cent i.e.^ by 40 per cent. But the first two 
figures have no direct relation to each other, because they do not 
refer to a common basis. The weight of material entering, of 
which water is 60 per cent, is greater than the 2000 lb. of material 
leaving. It is believed that difficulties of this sort are best 
avoided by reducing the analytical results to a common basis in 
order that direct comparison may be made. Where, as in the 
case cited, there is a common component which both enters and 
leaves hy a single stream, and there is no accumulation or deple- 
tion of that component during the process, the amount of that 
component passing through the operation in a given time must 
be the same in both analyses, and hence may serve as a C(3iistant 
basis of comparison. This unidirectional oomponont is, in this 
case, the dry material itself. If, therefore, the analytical results 
are expressed as ratio of water to dry material, i.c., 0.25 in the 
dried product and 1.50 in the wet, the diffcrciico, 1.25, truly 
represents the water evaporated per pound of dry material. 
Since the dry material is 80 per cent of the i)rcjdiict or 1600 lb. 
per hr., the eva])oration is 1.25 times this, or 2000 lb. per hr. 
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The concept of the preceding paragraph may he expressed by 
the following rnle : Where there are unidirectional elements or 
components in an operation^ express compositions (i.e., analyses) 
as ratios to these elements. 

It must be admitted that the method just outlined, in cases 
where the flow of all components is complicated, becomes very 
involved. However, it is so frequently applicable, and where 
applicable is so direct, that it is advisable to form the habit of 
using it. 

To be sure, this same problem may be solved without recalcu- 
lation of the analytical data to a new basis. Call y the weight 
of wet material entering the drier. Equate input of dry material 
to output. 


0.402/ = 0.80 (2000) 
whence y — 4000 . 

Evaporation == loss in wt. = 4000—2000 = 2000 lb. 

The basis of such a calculation involves the concept not only 
of quantity but also of time. For example, in the preceding cal- 
culation the time basis was 1 hr. The time basis of calculation 
may be the duration of a test, or any convenient unit. Fre- 
quently the time basis may be implicit, and its actual value 
unknown, e.g., the time necessary to produce a certain quantity 
of product or to consume a certain amount of raw material. 

Not infrequently one must, at the start of the computation at 
least, employ two or more bases, but effort should always be 
directed to reducing them to a common basis. Indeed, when an 
analysis is reported in per cent, it represents the arbitrary choice 
as a basis of 100 parts of the particular substance or stream 
analyzed, and inferentially the acceptance as a time basis of the 
period required for the development or passage of 100 parts of 
that particular stream. 

When one is dealing with crossing streams, it often occurs that 
some element or component passes from one stream to the other, 
either completely or in part; such an element can be made the 
basis of computation for determining the ratio between the two 
streams. For example, in the blast furnace a stream of solids, 
the composition and amount of which are known from the records 
ordinarily kept of the furnace, flows down through the furnace 
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and out as t'W'o separate streams of slag and pig iron. Up through 
the furnace flows a stream of air, leaving as tunnel-head gas. The 
ratio of air to tunnel-head gas is determined by the nitrogen, 
the common component. The ratio of charge to pig is similarly 
determined by the iron. The ratio of these two streams to each 
other can be determined by either carbon or oxygen, both of 
which pass from the charge to the gas stream. . If carbon is 
used, allowance must be made for carhon left in the pig;, as found 
by analysis; if oxygen is employed, that entering in the air and 
that in the unreduced part of the charge must be taken into 
account. 

It is advisable to write at the head of the computation the basis 
employed and to indicate clearly change to a new basis, trans- 
formation from one basis to another and the ratios by which such 
transformations are effected. Tabulation of figures is a great 
help towards brevity and clearness. 

Missing Bata. — Finally, it must be pointed out that the cal- 
culations of applied chemistry often require the making of 
assumptions and approximations. In industrial work it is 
frequently impracticable, on account of inconvenience, expense 
or interference with plant operation, to make all the measure- 
ments necessary for a complete determination of the quantities 
that it is desired to evaluate. In such cases it is advisable not 
to give up, but to make wisely such simplifying assumptions as 
are justified by the conditions, and on these, utilizing data already 
available and such as can readily be obtained, to base a quantita- 
tive estimate, always keeping in mind the limitations in accuracy 
imposed by the assumptions made. 

General Procedure in Solving Problems. — In the solution of 
problems the following steps will be found helpful: 

1. Sketch a diagrammatic flow sheet of the process. 

2. Write the chemical equations involved. 

3. Indicate the basis (or bases) of calculation. 

4. Tabulate the data, and the intermediate steps in calculation. 
Ill simple cases the formal writing out of the first two may be 
omitted. 

The application and utility of certain of the gemn'al principles 
outlined above are illustrated by the following ])roblein. Ad- 
ditional illustrative problems are given on pages 206, 219 
and 235. 



26 


PRINCIPLES OF CHEMICAL ENGINEERING 


Ulustration 1, — A boiler furnace burns fuel oil with dry air at 40°P. and 
at a barometric pressure of 30.1 in. of mercury. The average Orsat analysis 
of the flue gas is 12.9 per cent CO 2 J S.8 per cent O 2 and 83.3 per cent Ng, and 
the temperature of the flue gases at the base of the stack is 560°F. Assum- 
ing* the oil to contain only carbon and hydrogen, calculate: (a) per cent of 
excess air,t (6) the weight per cent pf carbon in the oil, (c) cu. ft. of air /lb. 
of oil, (d) cu. ft. of flue gas entering the stack/lb. of oil, and (e) the partial 
pressure of water vapor in the stack gases. 

Solttiion. a. Since the analysis of this particular fuel oil is unknown, 
the oil cannot conveniently be made the basis of calculation. The analysis 
of the flue gas is known and can therefore be made the basis. Consider lOO 
lb. mols of the flue gas as analyzed, f.e., on the dry basis, t Tor the purpose 
of calculation the distribution of the individual elements may be taken as 
shown in the following tabular form : 


Gas 

Mols 

Atoms C 

Mo1s’02 

Mola N 2 

CO 2 

12.9 

12.9 

12.9 


O 2 

3.8 

.... 

3.8 


N 2 

83.3 

.... 


83.3 

Totals 

100.0 

12.9 

16.7 . 

83.3 


Neglecting the small amount of nitrogen in the oil, all the Na in the flue 
gas must have come from the air; hence, the air used is 83.3/0.79 — 105.4 
mols. (Thus, a ‘‘nitrogen balance” is employed to determine the air used.) . 

Since the dry air contains 21 mol per cent O 2 , the O 2 entering the furnace 
amounts to (0.21) (105.4) =22.2 mols. Since there is no unburned combus- 
tible, the unnecessary O 2 is 3.8 mols. 

The per cent of excess air is then 

Un necessary (3.8) (LOO) 

Total —unnecessary (22.2 -37^ “20.6 per cent. 

* This assumption has been made to simplify the calculations. The oil 
actually contains a small percentage of nitrogen, sulfur, a>sh, etc., but it can 
he shown that the above assumption introduces little error. This is because 
the volume of the nitrogen coming from the oil is so small relative to that of 
the nitrogen from the air used. Similarly, the nitrogen in coal, coke and 
wood may be neglected without serious error. In the case of the combustion 
of producer gas, the nitrogen cannot be neglected without introducing a con- 
siderable error. 

'I' Per cent excess air” refers to the air used in excess of that theoretically 
needed for complete combustion, compared with that theoretically needed 
for perfect combustion. If one deals with O 2 coming from the air, excess air 
may be interpreted in terms of “ O 2 ” instead of - air, - and this is convenient. 

t See p. 22. 
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The total O 2 in the dry £ue gas is 1 6.7 mo Is ; herice the difference, 22.2 — 16 .7 , 
or 5.5 in.ols of O 2 has disappeared to form 11.0 mols of water vapor, thus 
burning 11.0 mols of hydrogen. 

h. Since the weight of the oil equals the weight of the carbon (12.9) (12) 
plus the weight of the hydrogen (11.0) (2.02), the per cent of carbon by 
weight in the oil is readily calculated; 


(12.9) (12) (100) 
(12,9) (12) -h (11.0) (2.02) 


(154.5) (lOO) 

■ 154.5 H- 22.2 ' 


= 87.4 per cent. 


This figure is not required in further calculations, but it serves as a rough 
check on the accuracy of the flue-gas analyses, since it should compare well 
with that usually found in fuel oils, as it does in this case. In passing, it 
should be noted that the atonaic ratio of hydrogen to carbon found, (2) (11.0)/ 
12.9 =1-70, corresponds to the formula (CHi. 7 o)n. for the oil. 

c. Since the weight of oil is 176.7 lb. and the dry air on the basis is 195.4 
mols, the air used per lb, of oil may be readily calculated: 



d. The mols of flue gas entering the stack will contain the 100 mols of 
dry gases (CO 2 , O 2 and 1 ^ 2 ) plus the 11.0 mols of water vapor, a total of 
111.0 mols of wet flue gas. The volume of stack gases per lb. of oil is calcu- 
lated as follows; 



e. The partial pressure of the water vapor in, the stack gases is readily 
calculated, remembering Dalton's law: 

y =30,1^^^— =2.98 in. of mercury. 

SYSTEMS OF PHYSICAL ITKITS 

It is well to remind the reader that the fundamental proper- 
ties and conditions of matter bear interrelationships on the basis 
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of which they can be defined quantitativ^ely in terms of each 
other, but a certain limited number of these* fundamental factors 
must be arbitrarily assumed as a starting point. Furthermore, 
the choice of units in which these basic or primary factors are 
measured and expressed is likewise completely arbitrary. The 
fundamental units which have been adopted as primary in 
scientific and technical work are those of time, mass (quantity 
of matter), distance and temperature. The second is ordinarily 
chosen as the unit of time, although the hour is occasionally 
employed. The following table shows the usage in the four 
more common systems, including the important secondary unit 
of force. 


Table I. — ^Ftendamuntae TJitits 
(TJnit of time = second in all eases) 


Name of system 

Mass 

Length 

Force 

'Temper- 

ature 

Centimeter-gram-second (e.g.s.) 

Gram 

Centimeter 

Dyne 

Deg. C. 

English Absolute 

i Pound 

Foot 

Poundal 

Deg. F. 

English Gravitational 

“Slug” 

Foot 

Pound 

Deg. F. 

English Engineering 

Pound 

Foot 

Pound 

Deg. F. 


One must remember that the fundamental law of motion is 
not F=Ma, but F = aMa, where a is a proportionality constant 
which the physicist has arbitrarily chosen to make unity in the 
first three of these systems by appropriate choice of units. This 
will be clear from study of Table I. 

The mechanical and the civil engineer find no serious difficulty 
in using the engineering system, despite the intellectual confusion 
that cannot fail to result from the use, often in the same breath, 
of the word ''pound’' to describe two such fundamentally 
different entities as mass and force; this is primarily due to the 
fact that engineers are rarely interested in amount of matter as 
such, but only in terms of its force effects (such as its weight and 
the corresponding structure that must be supplied to support it). 
To the chemical engineer, on the contrary, quantity of matter 
i.e., mass, is vitally important, serving as it does as the basis 
of every material balance and chemical equation. Tor him the 
best solution would be the use of tl^ pound as a unit of mass only, 
using the poundal as the unit of force. However, he does in fact 
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use the pound as a unit of mass or quantity of matter, and at 
the same time uses the pound (or rather its "freight, the force of 
attraction of the earth upon it) as a unit of force. His scales 
read in pounds (mass) and his pressure gauges in pounds (force) 
per square inch. This is allowable if he will at the same time 
use the proper value of ol, * which is obviously 1/ Qg, where ga is 
the arbitrarily chosen, so-called standard value of the earth’s 
attraction, assumed to be constant at sea level at 45° latitude :t 

F(in lb. force) lb. mass) a (in ft. /sec. 2 ). 

This text will express final equations in engineering units, but 
wherever ambiguity can arise will distinguish between pound 
mass and pound force. It is easier to make derivations in abso- 
lute units Ce.g., mass in pounds, force in poundals) and transform 
the final expressions into engineering units. The data of the 
chemical engineer will often he found in various system of units 
and he must be able to disentangle them. The burden of straight 
thinking is upon him and he must be able to avoid the confusion 
induced by the terminology employed by brother engineers. 

Once these fundamental units are assumed, units for the 
measurement of all other interrelated physical properties can be 
derived and expressed in terms of them. The secondary or 
derived properties are, in general, defined in terms of power 
functions of the basic quantities, and the degree to which each 
of the basic factors enters into the term in question is called its 
dimensions. Thus, the dimensions of density, mass per unit 
volume, are MfU. The dimensions of a quantity are always 
the same in all systems using the same primary factors {e.g., 
all those in Table I), despite diversity in units. 

* However, having clone this, the value of cx must be carried through into 
all equations based 011 the fundamental relation; F —cn-Ma,. When working 
in the English Engineering System with time in seconds, po is 32.2 ft. /sec. % 
but, when time in hours is employed, go becomes 32.2 X (3600) ^ = 4.18X1 0^ 
ft./hr.2 

t Where gravity plays a part, its value g, taken at the place the measure- 
ments in question are made, should appear. However, the variation in g 
with elevation and latitude rarely exceeds one-quarter of 1 per cent; hence 
in ordinary engineering works no distinction is made between and g, and 
the working equations usually show merely the symbol g?, regardless of 
whether t he term is serving merely as a cot’‘ version factor or -whether gravity 
is really involved in the phenomenon. 
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Oaly similar quantities, hence those of the same dimensions, 
can be submitted to the operations of addition and subtraction. 
Thus an equation cannot be universally valid unless it is dimen- 
sionally homogeneous, i.e., all its separate terms have the same 
dimensions. Similarly, a sum or difference, even a differential, 
has the dimensions of its parts. The numerical value of any 
dimensionless quantity is independent of the system of units 
in which it is evaluated, provided the system is consistent 


Table II. — Txjndamen'tal Dimensions op Vaeiovs Quantities in Teems 
OP Mass (M), Length (X), Time ( e ) and Tempeeatveb (0 


Quantity Net Dimensions 

Acceleration L/6‘^ 

Area L® 

Coefficient (surface) of heat transfer M/9H 

Coefficient of volumetric expansion 1/t 

Density M /L^ 

Diameter, or hydraulic radius I • X 

Energy (work, heat) ML^/e^ 

Friction factor Dimensionless 

Force MLJ$^ 

Kinematic viscosity L^/e 

Mass rate of flow M/6 

Mass velocity M./L’^e 

.Pressure, force per unit area M/Le^ 

Roughness’’ of surface X 

Specific heat L^/eK 

Surface tension M/6'^ 

Thermal conductivity MLjdH 

Thermal “diffusivity ” 

Velocity 

Viscosity (absolute) M/L6 


throughout. This fact is often of convenience, enabling one to 
evaluate one dimensionless ratio in one system and another, 
intimately correlated -with the first, in a second. 

Conversion of Units. — Given any two systems of measurement 
using the same primary factors, in both of which all arbitrary 
constants {e.g., oc in F=aMa) are unity (or numerically equal), 
whatever the differences in the magnitude of the units in the two 
systems, the conversion factor to' transform any quantity in 
one system into the other can be found by multiplying together 
the corresponding conversion terms for each primary unit, eacli 
raised to a power equal to the exponent on the dimensions in 
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question. Where the arbitrary constants of the two systems 
differ, proper allowance must be made in conversion. Several 
illustrations follow. 

A d'ertain process tested in the laboratory yields 2800 c-c. of hydrogen/gm. 
of the coal employed. Since the coal has a density of p gm. /c.e., 1 c.c. of 
eoal yields 28O0p c.c. of hydrogen. Consequently;, if the identical process 
is operated in a plant, it will yield 28O0p cu. ft. of hydrogen /eu. ft. of the 
coal employed. Since 1 cu. ft. of water is 62.3 lb., and water has a density 
of 1 gm./c.c.y l*cu. ft. of the coal would be 62.3it> lb. Consequently, the 
yield of gas in the plant would be 2800p/62.3p or 45 cu. ft. of hydrogen /lb. 
of the coal consumed. It will be noted that the density of the coal cancels 
out. 

Consider an orifice through which a liquid is flowing at the rate of 
gm./sec. At a given instant of time, its rate of discharge is changing at the 
rate of dwfdd, whose units are mass over time squared. It is desired to 
express this in engineering units, lb. /sec. ^ Since the time units are the 
same in both systems, and since there are 454 gm. in the pound, the con- 
version factor is 3 ^ 54 . 

However, while surface tension likewise has the units M 1 6^, the corre- 
sponding conversion factor from c.g.s. to engineering units is not the same. 
Surface tension is force per unit length. Hence the factor 3^54 will convert 
dynes /cm. (c.g.s. units) to poundals per foot (English absolute units), 
but this in turn must be divided by to convert to pounds of force per 
foot (engineering units). 

Dimensional Similitude. — It seems to be a universal rule in 
physical phenomena that, however complicated the functional 
relationships between the physical variables, the variables them- 
selves, whether dependent or independent, are involved only 
in the form of dimensionless ratios. An alternative statement 
of the rule is that it is possible to express all natural interrelation- 
ships in terms of functions and coefficients that are universal 
in form and numerical value, completely independent of the 
arbitrary system of units which may be employed in making 
the measurements themselves, provided the system is inherently 
consistent. This generalization is termed the principle oj 
dimensional similitude. It is most conveniently expressed in 
the form of the equation, g, r, etc.) =0, in which p, g, r, etc., 
are dimensionless ratios of the fundamental physical variables. 
The function 4 represents a universal relation, independent of 
the system of units, which, however, need not necessarily be 
expressible in terms of known functions. It is often best pre- 
sented in. graphical form. 
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The number of iiidependeiit dimensionless ratios in the func- 
tion (^ depends on the number of physical factors involved in 
the problem in hand and the number of fundamental dimensions 
involved in these factors. In general, the number of dimension- 
less ratios is best determined by an algebraic procedure developed 
on page 75, although in simple cases the number may be obtained 
by inspection. 

The principle of dimensional similitude, while of great help, 
is characterized by sharp limitations. It does not assist in 
selecting the fundamental factors influencing a given problem; 
these must he determined by the judgment of the investigator, 
exercised in the light of such knowledge of the mechanism as is 
available. However, once the number of these factors is 
assumed, the principle reduces the relationships to a definite 
number of completely independent variables. The conclusions 
must now be tested experimentally. If the experimental results 
are obviously more complicated than the principle would indicate, 
relevant fundamental factors have heen overlooked in the analy- 
sis; if less variables than predicted will correlate the. data, certain 
factors have mistakenly been assumed significant. The principle 
throws no light on the character of the functional relationships 
of the dimensionless ratios or their relative importance; this must 
be determined on the basis of the experimental data.’’' It does, 
however, show the simplest and most comprehensive way of 
presenting results, graphically or otherwise, namely, as functions 
of the dimensionless ratios. Furthermore, it offers the soundest 
known method of correlating the results obtained under widely 
.diversified conditions and of extrapolating results obtained under 
one set of conditions to filt different circumstances. 

One of the most important applications of the principle of 
dimensional similtude is in the construction and use of experi- 
mental models as tools in engineering design. Suppose a given 
operation, involving n significant dimensionless ratios, carried 
out in each of two structures, one an accurate scale model of the 
other. Suppose, furthermore, that the operation as conducted 

* The function is often assumed as a product of powers of the ratios, but 
this is an empirical and in no sense general relation. Surprisingly the 
experimental data often indicate that the relation is a product of functions 
of the individual ratios of the form (f>i{r) <j>2ip)4Aq), ete.=const., where 
is a function of r only, etc., but this too is undoubtedly no general rule. 
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ia the small model is so modified bjr changes in operating variables 
other than, size that the numerical value of each of n— 1 of the 
significant dimensionless ratios is identical with that of the same 
ratio in the operation of the larger structure. The principle of 
similitude requires that the values of the final ratio must also be 
identical in the two operations. Orant, now, that the large^cale 
structure has not been built but is in process of design, and, 
furthermore, that the last ratio includes some factor which the 
designer must be able to predict, but which is not readily or 
accurately found by direct computation. Clearly, experi- 
mental determination of this ratio on the model, constructed 
and operated with all other ratios identical in value with those 
corresponding to the performance of the full-size unit, will 
enable the designer readily to compute the value of the unknown 
factor in the final operation. 

It will be noted that, in the preceding illustration, an experi- 
mental model was employed solely to determine the performance 
of a large dimensionally similar unit. Obviously, the model can 
be employed to determine experimentally the influence of changes 
in all operating variables other than relative linear dimensions, 
and, by modificatibn of the model, this last factor, subject as it is 
to alme^t infinite variation, can be investigated. The method 
has been develope^d and used with outstanding success in such 
fields as aerodynamics, hydrodyuiamics, marine engineering, heat 
transfer, absorption and the like, and there is growing appreci- 
ation of its importance and value in chemical engineering work. 
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CHAPTER ir 


FLUID FILMS 

It has long been known,* though not generally appreciated, 
that, when a gas or a liquid moves over a solid surface or when a 
gas moves across a liquid surface, there exists a film of the moving 
substance upon the surface of the stationary one. This fluid 
film forms a boundary or zone between the portion that is rapidly 
moving and that which is still, which acts toward the transporta- 
tion of heat, vapor and matter as though it were a separate 
material Its properties are so controlling in many engineering 
processes that its presence and characteristics must be clearly 
recognized. 

Consider the case of continuous flow through a conduit. A 
plot of the motion of the gas as determined by the distance from 
the containing wall is shown in Fig. 6. At the boundary wall 
itself there is no motion of the fluid. As one progresses from 
the wall, the velocity of motion of the fluid increases, but in the 
neighborhood' of the wall each element t of the fluid flows in a 
path parallel to the wall, having essentially no component of 
velocity at right angles to the wall. As one goes farther from 
the wall, not only does velocity increase but also a point G is 
finally reached at which the character of the motion changes. 
The elements of the fluid now begin to travel in forward-moving 
spirals.- The net motion is still parallel to the surface, but the 
path of any one particle has a large average component at 

* The first mention- of the rater film was made by Peclbt, ^'Trait6 de la 
Chaleur,'’ Chap. VIII, p. 131, 184:4. Since that time the presence and 
properties of such films have been verified by others, more particularly by 
Langmtjie in 1912 (Phys. Rev., 34=, 421), who, working with gases, demon- 
strated the effect of velocity upon the thickness of the film and upon heat 
transfer. 

t Such an element is a very snoall body of the fluid but contains many 
molecules. Each molecule has its own irregular motion, but the whole 
group of molecules composing the fluid element moves as a unit, just as a 
raindrop falls vertically through quiet air, despite the irregular motion of 
the water molecules in the drop. 
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right angles to the surface. This eoiuplex motion obviously has 
a marked mixing effect on neighboring layers of the huid and is 
described as turbulent. 

Hence there exists on the boundary surface of a moving fluid 
a creeping rilni;, traveling parallel to the surface at a speed con- 
siderably less than the average velocity of the fluid relative 
to the surface, but characteriized preeminently by the fact that 
the bulk motion in this film is parallel to the surface and with lit- 
tle turbulent or mixing motion of the fluid elements. Conse- 
♦quently motion through this film at right angles to the surface 
mtlst be by the slow processes of molecular diffusion. While all 
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Fig. 6.- -Velocity distribution for isothermal flow in. a circular pipe. Based on 
data of reference 1 at end of chapter. 

parts of this film other than that in immediate contact with the 
surface actually creep along the w^all, it is easier to visualise the 
film as a stationary body of fluid and practically always alloAvable 
to do so. Where the motion of the main body of liquid past the 
surface is appreciable, this film is usually very thin. 

Vapor from liquids (or solids) can escape through this gas 
film only by diffusion. A. molecule is thrown off from the surface 
of the liquid and must work its way through the molecules of the 
gas forming the film until it reaches the outside of the film and 
can be caught up and carried away by the convection currents 
there existing. 
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Upon increasing the velocity of the main body of the flnid, the 
increased turbulence at the surface of the boundary film will 
wear away or rub off a portion of it, causing convection currents 
to strike more deeply into it. The thickness of the film is 
thereby decreased and any action resultant upon the presence of 
the film will be ihfiuenced accordingly. 

This concept of a film of gas or liquid is useful in the majority 
of operations in chemical engineering. Detailed applications of 



Fig. -7. — Paimell’s exploratioas of velocity and temperature of air flowing 
iaside a vertical pipe, ■Wmax. = 87 ft./sec., Ai^ax. = 33.5°F. 

the idea will be made in the chapters dealing with the absorption 
of gases from gaseous mixtures by liquid absorbing agents, the 
removal of volatile from nonvolatile material by passing through 
it a stream of air or other gas, the solution of solids by liquids and 
the transfer of heat in its many forms. Such phenomena are 
best explained by the assumption of the existence of the resistant 
film. 

Tigure shows the results of temperature and velocity 
explorations across an air stream fiowing upward in turbulent 
motion in an electrically heated vertical brass pipe having an 
inside diameter of 1.92 in. The ratio of local to maximum 
velocity is plotted vs, the position ratio y J a, where it, is 

Beference 2 at end of chapter. 
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the local velocity, at distance y from the wall and a is the radius. 
This plot also shows the ratio of local to total temperature differ- 
ence (tw — t)/{tv,-~tQ) plotted vs. y/a, where tu,, to and t are the 
temperatures at the pipe wall, at the, center line of pipe and at the 
position y, respectively. It is to be noted that the curves of 
distribution of velocity and temperature differences are very 
similar. The gas film should be that zone in which the relation- 
ship between AtjAt^^Lx. and y/a is essentially linear. In this 
case approximately 50 per cent of the total temperature drop 
occurs in the film which has a thickness less than 1 per cent of the 
radius of the pipe. However, it should be noted that even at a 
velocity of 87 ft. per sec. the convective mixing in the pipe is so 
imperfect that one-half the total temperature drop is necessary 
for the transportation of the heat through the main body of the 
gas. 

A theoretical consideration of the flow of gas through a capil- 
lary tube led Poiseuille to formulate a law which states that the ’ 
volume of gas flowing through such a tube varies directly as the 
fourth power of the inside diameter of the tube. The derivation 
of this law is based upon the assumption, first, that the main body 
of tfie gas assumes streamline flow rather than rolling or turbu- 
lent motion; second, that the friction is proportional to the 
relative slip of one layer of the gas on the next one to it; and, 
third, that there is no slip at the boundary wall. The fact that 
careful experiments with very narrow capillary tubes show this 
law to be quantitatively exact proves that the assumptions are 
correct, whence it follows that there is no How in immediate 
contact with the wall. 

Consider the mechanism of the diffusion of water vapor from 
a mixture of water vapor and air in contact with concentrated 
sulfuric acid, the operation being conducted at constant total 
pressure. In Fig. 8 the line OA represents a section of the surface 
of the liquid in contact with the air. The line OJB represents the 
distance out into the air from the surface of the liquid and the line 
HK represents the outer surface of the air film. In the direction 
OA, starting at the point # as an origin, the partial pressure of 
the water vapor is plotted. The equilibrium partial pressure 
of the vapor at the surf ace of the liquid is indicated by the point C. 
The partial pressure of the vapor in the main body of the air is, 
however, higher, as indicated by the point E, In the main body 
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the gradient ED is necessary for the transportation of the vapor 
by convective mixing. The vapor then passes through the gas 
film by diffusion under the influence of the partial pressure 
gradient DC, and is absorbed by the acid. 

Let the total pressure in the space be represented by the 
horizontal line IjM. Since at the surface of the liquid the partial 
pressure of the vapor is equal to OC, the partial pressure of the 
air must be equal to OL minus OC or OW, Similarly, in the main 
body of the air the partial pressure of the air will be equal to 
OL minus OE or will be represented by the line FQ, The partial 

pressure of the air in the surface 
film will therefore be repre- 
sented by the line WP, In 
other words, the partial pres- 
sure of air at the surface of the" 
liquid is greater than its partial 
pressure farther out from the 
surface. Despite the existence 
of this pressure gradient, there 
is no net transfer of air through 
the film, because of the impact 
^ ^ Distance from Liquid Surface ‘ ® against the air molecules of the 

(out into gas) vapor molecules driving in 

ric.8.--Absorptioa of water vapor w towards the Surface. This 
air by sulfuric acid. 

pressure gradient of air is 
maintained by a dynamic equilibrium’ controlled by the fric- 
tional resistance ofered by the air film to the vapor molecules 
diffusing inward through it. 

The movement of matter through this stationary film requires 
diffusion. The diffusional velocities of gases and vapors are 
proportional to the square root of the sum of the reciprocals 
of the molecular weights of the diffusing and nondiffusing gases 
and inversely proportional to the sum of the cross-sectional 
areas of the two types of molecules. Small particles of vsolids or 
liquids suspended in the gas (i.e,, dust and fogs) may be con- 
sidered as having relatively high cross-sectional areas and there- 
fore negligible diffusion velocities. It is obvious that the gas 
film will effectively insulate such particles from the surface 
of liquid or solid in contact with the gas, so that interaction is 
diJffi-cult to secure. 
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Thus, whereas, if one will bring either ammoiiia gas or dilute 
hydrochloric acid gas into contact with water, both will be 
absorbed with great rapidity, on the other hand, if one allows 
these two to interact in the gaseous state, forming a cloud of solid 
ammonium chloride particles, it is almost impossible to dissolve 
the latter. One can draw air containing such a cloud through a 
series of wash bottles, highly efective for the absorption of gases, 
with almost no results. ■ 

This offers the explanation of the difficulty of absorbing sul- 
fur trioxide made in the contact process. If one attempts to 
dissolve the trioxide in water or dilute sulfuric acid, the trioxide 
vapor first comes in contact not with the liquid but with the 
water vapor which has evaporated from the liquid into the gas. 
It reacts with this vapor, producing minute droplets of sulfuric 
acid in the form of a fog, and these droplets are effectively insu- 
lated from the absorbing liquid by the gas him. One must there- 
fore use as an absorberit a liquid, the water-vapor pressure of 
which is negligible, i.e., strong sulfuric acid. This is the reason 
that for absorption one must use acid between 97 and 98 per cent- 
If more dilute, the pressure of water vapor is sufficient to produce 
a fog; if more concentrated, the partial pressure of SO 3 .over it is 
great enough to prevent complete absorption. Tog formation is 
not necessarily dependent on chemical combination. Thus if air 
containing a high concentration of hydrochloric acid gas is 
brought into contact with water, the acid may combine with the 
water vapor and condense as a fog, which will likewise fail to be 
absorbed hy the main body of the water. 

These facts explain the difficulty of removal of tar fog from 
illuminating gas and producer gas, of cement dust and arsenic 
fume from stack gases, of carbon black formed hy incomplete 
combustion of natural gas, and the like (see pages 313 to 317). 
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CHAPTER III 


FLOW OF FLUIDS 

The major problem of fluid dynamics is to develop, for any 
given apparatus or structure and fluid of definite properties 
flowing through it, quantitative relations between rate of flow 
and pressure difference. One can thus determine the power 
requirement of the system. The results also furnish the ba'sis 
of important methods of measuring rates of flow. Problems of 
secondary significance are the mechanical reactions of flowing 
fluids and the effects of conditions of flow on other phenomena, 
such as diffusion. The fundamental relationships will be treated 
in this chapter but their applications will be found throughout 
the text. 

The principles underlying the analysis of every problem of 
fluid flow are, first, the conservation of matter; second, the 
conservation of energy; and third, the laws of fluid friction. 
The first is employed in the form of a material balance and the 
second in the form of an energy balance for the operation in 
question. The first as applied to fluid flow is sometimes called 
the law oj continuity . The stream of fluid may be visualized 
as divided into a number of filaments or ^Huhes of flow.’^ 
Although the energy balance may be formulated without knowl- 
edge of the equation of state and the thermal properties of the 
fluid, these data are required for the evaluation of the energy 
balance.* 


MATERIAL BALANCE FOR STEADY FLOW 

Consider an apparatus of any sort, e.g., one such as depicted 
in Fig. 9, focusing attention on the part between sections 1 and 
2. Between these sections Tio fluid is entering or leaving the 

’^This term is preferably reserved to describe the fact, usually implicitly 
assumed, that the paths of flow of the individual particles are smooth 
nonintersecting curves and that there exists a cross section orthogonal to the 
direction of motion completely filled by the moving fluid. 
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apparatus. Under steady conditions tKe mass"*' rates of flow at 
eacli section must be identical, since otherwise there would be a 
progressive accumulation or depletion of fluid within, the appa- 
ratus between the two sections. This relation is expressed in 
the equation 

( 1 ) 

Vi V2 

where w represents the mass rate of flow; S the area of cross 
section; V the average velocity, equal to the volumetric rate 
of flow q divided by the cross section; v the specific volume, 
i.e.j volume per unit mass, at the point in question; and G 
the mass velocity, equal to the mass rate of flow divided by the 
cross section. A general nomenclature table is given on page 97. 

TOTAL ElfERGY BALANCE TOR SrEARY FLOW 

Considering steady flow in the apparatus of Fig. 9, take as. 
a basis of calculation the length of time required for 1 Ih. of fluid 



X'l Pl//7?/) 



H on^on :/-cvl c>/a fum p Jcfrr e 
Fig, 9. 


to enter and also to leave the space between the sections. The 
pound entering at section 1 brings in with it a certain amount of 
energy, existing in various forms. Thus, because of its elevation, 
Xi ft. above any arbitrarily chosen horizontal datum plane, it 
possesses a. potential energy of ri ft.-lb., which could be recovered 
by allowing the pound of fluid to fall from the level of section 1 
to that of the datum. Because of its velocity zii, the pound 
possesses and brings into the apparatus at section 1 an amount 
of kinetic energy^ nrl2g ft.-lb. It also brings its so-called 
internal energy^ thermal, chemical and otherwise, Ei, Further- 
* See p. .29. 
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more, the pound of fluid in. question entering a-t section 1 is 
forced into the section by the pressure of the fluid behind it and 
this form of mechanical energy must also be eyalnated. The 
amount of this energy is the force exerted by the following fluid 
times the distance through which it acts, and the force is clearly 
the pressure per unit area, pi, times the area jSi of the cross 
section. The distance through which the force acts is the volume 
vi of the pound of fluid divided by the cross-sectional area 
.Si. Since the work done is the force, times the distance, i.e., 
{pi^i)(vi/Si)=piVij the energy expended is the product of the 
pressure times the volume of a pound of fluid. 

While the terms just discussed comprise all forms of energy 
brought in through section 1 by the flowing fluid, and while 
it has been assumed that no material leaves or enters between 
sections 1 and 2, this does not preclude exchange of energy 
with the surroundings between the sections. This energy inter- 
change may be in the forms of both heat and work. Call the 
former Q and the latter W, each expressed per pound of flowing 
fluid, the positive sign indicating addition of energy from the 
surroundings to the apparatus. 

Clearly, the flowing fluid .carries out of the apparatus at sec- 
tion 2 energy in the four forms brought in at section 1. Clearly, 
also, conservation of energy requires equality of the sum of all 
forms of energy entering to that of those leaving. Expressing 
all terms in the same units, e.g., foot-pounds of energy per pound 
of fluid flowing, this results in the total energy balance : 

xi+Tiv^+~-JrE,+ Q+-W==x^-\-p,v,+'^^+B^. ( 2 ) 

The importance of this equation is diflacult to overestimate. 
Based only on the laws of conservation of matter and of energy, 
its validity for the conditions assumed is beyond question. 

While this equation is fundamentally valid, evaluation of 
specific terms often involves complications, which fortunately 
are rarely serious. Thus, unless the section is horizontal, 
theoretically the a:-terin should be integrated for the mass of 
fluid entering at each level, and variations in the -product 
should be similarly allowed for, but these corrections are almost 
always so small that they are beyond the precision of the other 

* This is sometimes called flow work. 
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data. Yariations in the point Telocitjr over the sections of flow 
must be considered.^ Theoretically one could avoid these 
difficulties by applying the equation only to a differential tube 
of flow, but this usually makes it impossible properly to evaluate 
the other terms. The term Q must be the total net heat added 
between the sections per pound of flowing fluid; hut it includes 
only heat passing into the fluid through the walls of the contain- 
' ing vessel from an external source. This excludes heat generated 
by friction, fluid or otherwise within the equipment, since such 
heat must come from dissipation * of forms of energy already 
allowed for. Positive addition of heat involves no necessity of 
temperature rise, for the energy can find outlet in other forms. 
Indeed, addition of heat accompanied by temperature drop is 
not uncommon. 

The external work energy W, like the heat Q, must come 
through the retaining walls. While it could conceivably enter 
in other ways, in practice it is always supplied by some form of 
moving mechanism, such as a pump, which may, however, he of 
diverse types, e.g,, piston, centrifugal, gas lift, etc. Where the 
mechanism withdraws work energy from the flowing fluid, it is 
described as an engine, prime mover, etc. In the absence of such 
a mechanism, the term W disappears. Furthermore, its eflect is 
completely localized at the mechanism. The term should 
include “the net work done on the flowing fluid by the mechanism. 
Occasionally it may be preferable to use the total external work 
done on the mechanism and include in Q any heat losses from 
this energy which do not get into the fluid stream. 

The internal energy term E corresponds to the usual thermo- 
dynamic definition, determinable only by difference. If desired, 

* By clofinition, the kinetic energ^y of a small filament of fluid having local 
velocity u is I2.g ft,-lb. per lb. If the local velocities at all points in the 
cross «ection were uniform, would be equal to it and V'U'^0 would be the 
correct value of the kinetic energy. Ordinarily there is a velocity gradient 
across the passage, and hence the use of V~/2{j introduces an error, the 
magnitude of which depends on the nature of the velocity gradient and the 
shape of the cross section. Per the usual case where the velocity is approxi- 
mately uniform, the error in using V^/2gi{i not serious, and, since the error 
tends to cancel because of the appearance of eac'h side of the 

energy balance equations, it is customary to luse V‘^/2(i as the kinetic energy. 
"Where the velocity distribution is parabolic, it can be sflovn that the correct 
value of the kinetic energy is V^/g, not V^I2(f. This is further discussed 
bn p. 80. 
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however, it may be defined by this equation, all other terms being 
subject to direct experimental measurement. Both E and pv 
are clearly properties of the flowing fluid, uniquely determined 
by point conditions. For convenience their sum is often treated 
as a single function called enthalpy, heat content or total heat, 
7i = E-\-pv. It too is a property of the fluid, uniquely determined 
by its point conditions. Like E, its absolute value cannot be 
determined. Differences in value are often given above an 
arbitrary datum. 

Provided flow conditions are steady, there is no need of homo- 
geneity in the flowing fluid. Furthermore, correction for multi- 
plicity of streams is easy since the energy content of each stream 
is proportional to its quantity and the principle involved is a 
.balance of total energy. The following example illustrates the 
application of the total energy balance to a problem involving 
calculation of heat loss from a pipe carrying superheated steam. 

Ulttstration. 1 .- — Superheated steam is flowing at constant mass rate 
ihrough a horizontal insulated pipe. At the first section the average linear 
"velocity of the steam is 250 ft. /sec., the temperature is 600®P. and the 
absolute pressure is 2 in. of mercury. At a second section the absolute 
pressure is 1 in. of mercury and the temperature is 5W°JF. Under these 
eonditions the steam behaves as a perfect gas, since on a Mollier diagram 
the lines of constant enthalpy are parallel to those for constant temperature. 
Using 0.48 as the specific heat of the steam at constant pressure, calculate 
the heat loss to the surroundings, expressed as B.t.u./lb. of steam flowing. 

Solution . — Since the pipe is horizontal, xi equals x^, and, with no pump 
between sections, W is zero. Hence, Eq. 2 becomes 

y 2_ Y 2 

— == --<3=beat loss to surroundings. 

Since under these conditions superheated steam deviates little from the gas 
laws, the material balance reduces to 

= = =25o(^) 0 =496 ft./sec. 

Substitution of these values in the total energy "balance gives 

(0.48) (600 -590) + [ =4.8-3.65 = 1.16 B.t.u./lb.= -Q. 

If the heat equivalent to the increase in kinetic energy had been neglected, 
as in the usual ‘‘heat balance,’’ the heat loss would have been taken as 4.8 

* While in general the enthalpy change is read from tables of data, for a 
perfect gas, where dE equals Cv dT and d{pv) equals R dT, dh equals Cp dT, 
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B-t-u./nD., and tie error so iatroduced would have been (100) (4.8-- 1.15)/ 
1.15 ==317 per cent of the actual heat loss to tie surroundings. 

MECHAmCAL-EITERGY BALANCE FOR STEAl>Y FLOW 

For steady flow of essentially noncompressible fluids under 
conditions where friction is negligible, in the absence of external 
work effects it is found experimentally that there is little error in 
an energy balance involving only the terms for the mechanical 
forms of energy. However, in corresponding cases involving 
the flow of compressible fluids, the total mechanical energy 
appearing at the outlet often greatly exceeds that at the earlier 
section, particularly where there are large pressure drops between 
sections. Analysis of the situation makes it clear that any given 
element of the moving fluid is undergoing an expansion, in the 
course of which it does mechanical work. Clearly, this work 
must be expended on the fluid immediately ahead of it, but the 
fluid element in question also picks up an equivalent amount of 
mechanical energy from that behind it. The net result is an 
increase in the mechanical energy at the expense of the internal 
energy of the fluid or of externally derived heat. Granting 
reversibility of expansion, this self-expansion work is dv, 

which should be included in a mechanical-energy balance. 
Applying this correction in the cases cited, the mechanical- 
energy output, while it may in special cases closely approximate 
the input, is always less. In -order to balance the equation, 
another term, 'LF, must he introduced, the equation becoming 

p dv=-cc2^P2V2+-^^'LF. 

The term SF represents total friction due to fluid flow. It is 
best defined as the term necessary to balance this equation — a 
definition entirely compatible with the statement that fluid fric- 
tion is mechanical energy rendered nonavailable owing to irre- 
versibilities in the processes of flow. If between sections 1 and 
2 a pump actually delivers W' ft.-lb. of mechanical work to the 
fluid, this term must appear on the left-hand side of the equation,^ 

^ Owing to the friction i^^in the pump, W' is less than the term W defined 
in connection with Eq. 2: W' ~Fp. 
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'wMch thus assumes its general form: 

c > f *2 ^,2 

-^^lvdv-\rW' = 

This is known as Bernoulli’s theorem. Together with the 
total energy balance, it serves as the fundamental basis for the 
solution of problems in fluid flow. This chapter deals almost 
exclusively rwith its applications in special cases. The student 
must apprekate it thoroughly in every detail. * 

Since 'p equals -r V dp, the above equation is 

more compactly written 

TF' - = ra - ai+ + SF. (3) 

In evaluating jp dv the expansion was assumed reversible, 
differences being thrown into SF. However, the integral, unlike 
E, pv and h, is not a point function of the conditions, but depends 
on the path of expansion or compression, i.e., on the history of the 
fluid during its passage through the apparatus. This often 
renders evaluation difficult. It is not uncommon to assume a 
path that is at least approximately correct and throw the differ- 
ence into friction. 

The equations are readily and often helpfully expressed in 
differential form, f.c., for sections a differential distance apart. 
In this case the TT-term fails out, since this effect is in its nature 
inherently localized. 

Total energy balance: dQ = dx-\- '^^— -]-dh. 

Bernoulli's theorem: 

Disappearance cf the friction term from Bernoulli's theorem is a criterion 
of mechanical but not necessarily of thermodynamic reYeraibility, wiriee it 
does not imply reTcrsibility of the heat effects. The equation as here 
written assumes the absence of energy effects such as electrical, magnet ic 
and the like. If present, they must be allowed for, as by inclusion in W. 
An adequate appreciation of the underlying significance of Bernoulli’s 
theorem cannot be had except in the light of the second law. 

t This equation is derived by writing the mechanical-energy balance, 
corrected for transformations: 


(2a) 
(3a) t 
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Disappeara.ii.ce of the terins foi friction,, external work and 
•velocity yields the criterion of static equilibrium in a fluid.* A 
fundamentally important and more complex problem is the 
evaluation of SF. Occasionally this can be done by analysis of 
mechanism, but the usual approach is empirical. 

Illustration 2. — A centrifugal exha'uster is taking in dry air from a room 
where the temperature is 40 °F. and the barometer is normal. The axis of 
the horizontal discharge pipe (12 in. i.d,) is 1 ft. above that of the intake 
pipe (16 in. i.d.). The air in the discharge pipe is at a pressure of 1.2 in. of 
water above normal barometric pressure. The air then flovs through a 
meter and the rate of flow is found to be 2.5 Ib./sec. The power input to the 
drive shaft of the exhauster is 0.8 hp. The specific heat of air may he taken 
as 0.24 B.t.u./(lb.) (deg. T.). (a) Neglecting heat exchange with the room, 

calculate the temperature of the air in the discharge pipe, (5) Neglecting 
friction, calculate the work theoretically required. 

Solution . — (a) The actual work input W is 550(0.8) /(2.5) =17'0 ft.-lb./lb. 
Section 1 will be taken in the room at the elevation of the axis of the suction 
pipe; hence Xi is zero and Vi is zero. The specific volume of the air in the 
room is (^®^2 9 )(^*^M 92 ) —12.58 cu. ft. /lb. The specific volume of the air 
in the discharge pipe, where both the pressure and temperature have dRanged 
by small amounts, will be assumed the same as in the room. Hence 

= 2.5(12.58)/(0.785) =40-2 ft./sec. Since under these conditions air 
behaves as a perfect gas, the increase in E ■\-pv equals (Cj,)3v.(7'2 "~40). 
Expressing all terms in ft.-lb./lb., Eq. 2 becomes 0.24(778) (^ 2 —40) = 
176—1 —(40.2)2/64.3, whence the temperature rise, T 2 — 40, is found to he 
— G:8°F. 

(6) Using Eq. 3, assuming v constant and neglecting friction, 

^ _(12.58)(1.2)(62.3) ,, , (40.2)2-(O)2 

Yg (12) 64(3 

= 78.5+1+25.1 =104.6 ft.-lb./lb. 

The item 176 — 104.6=71.4 ft.-lb./lb. represents friction in the fan and 
piping. The overall efficiency of the fan and short ducts is then 
100(104.6/176) =59.4 per cent. ^ 

Illustration. 3. — kef erring to Illustration 1, page 44, estimate the friction 
term. 


(^^ + 
2 ^ 


which reduces to the form given above, 
entiating Eq. 3, noting that the term 

f^pdv 


It may also be obtained by differ- 



It is interesting to compare this with the usual derivation of static 
relationships, e,g., in determining change of barometer with the height. 
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Solution . — Calculations will be based on Eq. 3, with all -terms expressed 
in ft. -lb, /lb. By the perfect gas law, v equals l54^TIMp, where the molec- 
ular weight ikf is Calling T constant, integration gives 

IMSTa-v. 

M P2 

Since the increase in kinetic energy was found to be 3.65 B.t.u., the ihechani- 
cal equivalent is 778(3.65) or 2840 ft.-lb./lh. Taking as 1055, XF is 
fo-und to be 62,400 -2840 =59,560 ft.-lb./lb., or 59,560/778 =76.6 B.t.u. /lb. 

DEPINITIOKTS 

Fluid Head.— Any kind of pressure exerted by a fluid (gas or 
liquid) at any point may be expressed in terms of the height 
of a column of fluid of equal density. The height of such a 
column is defined as the fluid head. Assume a vertical pipe 
attached to the apparatus at the point where the fluid head is to 
be measured. The fluid will obviously rise in this pipe until the 
weigl^ of the column of fluid exactly counterbalances the 
pressure above that of the atmosphere.'^ The height of such 
a column is called the Jluid head, and it follows that this head- 
multiplied by fluid density equals pressure per unit area in excess 
of atmospheric, Le., a 10-ft. head of water (density of 62.3 lb. per 
cu. ft.) is equivalent to a pressure (above atmospheric) of 623 lb. 
per sq. ft. At a given point in a stationary fluid the pressure 
(or its equivalent, the fluid head) is the same in all directions. 
In a moving fluid this is no longer true, but the observed pressure 
varies as described below with the direction of the opening or 
orifice. Therefore, fluid head cannot he interpreted unless 
one knows the direction of motion of the fluid relative to the 
plane of the opening through which the head is transmitted for 
measurement. 

Static Pressure. — In a moving fluid, the intensity of the pres- 
sure exerted on a plane parallel to the direction of flow is called 
the static pressure, or simply the pressure. The pressure- 
measuring device (piezometer) is ordinarily attached at the wall 
of the conduit, where the velocity is normally negligible. The 
piezometer coni\ection should not be located near bends or other 
obstructions that cause flow toward the wall, as otherwise addi- 
tional pressure effects arise owing to the kinetic energy. 

* This assumes the fluid to be of constant density and immiscible with air. 
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Impact Pressure. — When the plane of the opening of a pressure 
tap is placed at right angles to the direction of fluid flo'W', the 
pressure on the opening is called the impact pressure. 

Subscripts. — The upstream and downstream sections are 
indicated by subscripts 1 and 2, respectiyely. 


ConnecHon 
y/'o mcfn/fb/c^ 


PRESSTTHE GAUGES AND MANOMETERS 

Piezometer Ring. — It is sometimes necessary to measure 
static pressure at a cross section of a conduit where the pressure 
is not uniform. Instead of measuring the pressure at a number of 
points and averaging the values, an equal number (usually four 
or more) of symmetrically located small piezometer holes a are 
made in the wall, and these are connected by means of a ring, 
from which the average pressure is obtained (see Fig. 10). 
holes are made very small QA 4 , . 

in.) because it is easier both ’’ill 

to make the planes of the 
openings parallel to the walls 

of the conduit and to offer \\ MamfcM 

substantial resistance to flow 
from one opening to another. 

It is preferable to measure the 
pressure at a straight section 
sufficiently far from bends or 
other sources of disturbance so 

that the lines of flow are parallel to the wall, in which case a 
single pressure tap at the wall is adequate. 

Pressure Gauges. — Tor measuring pressure of both gases and 
liquids when the pressure is considerably above or below atmos- 
pheric pressure, the well known Bourdon- type gauge is used. 
Such instruments should indicate a zero reading for the prevailing 
atmospheric pressure.* 

Open Manometers. — In the case of liquids it is sometimes 
convenient to measure the pressure by attaching a vertical pipe 
in which the liquid rises a distance x such that the pressure 
px due to the vertical column just balances the gauge pressure, 
p — Pa, in the apparatus. A U-tube may be partially filled with a 
second heavier liquid immiscible with the one flowing, and should 

"*’■ Normal atmospheric pressure corresponds to an absolute pressure of 
14.69 lb- per sq. iu. or 21 15 lb. per sq. ft. 
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be placed below the point of attachment to the apparatus to 
avoid gas pockets in the lead. 

With gdses, a vertical U-tube, partially filled with a liquid 
and with one arm open to the atmosphere, may be attached to 
the apparatus. To avoid the accumulation of water or other 
hquid that may condense from the gas, the U-tube is placed above 
the point of attachment to the apparatus, as indicated in Fig. 18. 


IP2 




I'lG. 11. — Inclined XJ-tube. Pig. 12. — Draft gauge. 


The absolute pressure at the point 1 is then PGi^Q-\-(>L^L+‘Pai 
where is the prevailing atmospheric pressure. The term 
poxo is often negligible compared to the product 
Multiplying G-auges. — Where the pressure difference to be 
measured is very small, the reading may be multiplied by some 
mechanical device to make precision 
possible. Figure 11 shows an inclined 
U-tube and Tig. 12 illustrates the draft 
gauge commonly used in the boiler room, 
both of which make the readings much 
greater than the difference in levels pro- 
duced; the readings may easily be made 
10 times the difference in levels. 

Figure 13 shows a ‘"multiplying gauge," in 
which, the lower part of the vertical U-tixbe 
contains a liquid having a density only slightly 
greater than the one above it and not miscible 
with it. The relation between the reading aiul 
the actual difference in pressure is best deter- 
mined by calibration, although it may be calcu- 
lated from the cross sections Sa and 8b and the densities and of the 
two liquids, using the equation 



Fig, 13. — Multiplying gauge. 


where a: is the differejitial reading (vertical distance) and xq is the reading 
when no pressure difference is applied. The pair of liquids chosen for use 
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in. a gauge of this type sliould give a flat meniscus and neither of the liquids 
should tend to stick to the walls of the tube B. It is not safe to assume that 
the pair, chosen will be absolutely insoluble in each other; hence the two 
liquids sho.uld be thoroughly agitated and the densities of the two resulting 
saturated solutions should be accurately observed before placing them in the 
manometer. Although the effect of temperature on density is small, in 
this case it must not be overlooked as the effect on density difference may he 
large. For example, if Sa/Bb is 100/1, if the specific gravities of the solu- 
tions are 0.8315 and 0.7905, and if the deflection (x —xq) is 1 ft., the pressure 
difference (pi — ^ 2 ) would be 3.05 Ih./sq. ft-, or 3-05/62.3=0.0489 ft. of 
■water; the reading is hence 1/0.0489 = 20.4 times what would have been 
obtained had the pressure difference been measured directly in terms of 
feet of water, failure to employ the correction for the ratio of cross sec- 
tions would have given a computed pressure difference 16.4 per cent lower 
than the true value. 

MEASinaNG DEVICES BASED ON VELOCIXT CHANGE 

Granting horizontal flow of a fluid in the absence of both 
external work effects and friction, but irtvolving a definite 
change in velocity, Bernoulli's theorem reduces to v dp = 
— u^)J2g. If conditions are such that change in. fluid density 
is negligible or if use of an average value is allowable, this 
becomes — or H — j2g) , where H 

is the difference in the fluid head corresponding to v(pi — pi). 
Finally, if conditions can be chosen so that a stream of velocity 
u is brought substantially to rest, or so that the velocity u is 
imparted to a stream of negligible velocity, the expression for 
the head equivalent to the velocity u simplifies to 1 — 7 ) 2 ) = 
±:v^J2g. The idea underlying this simple relation is the basis 
of a series of important devices for measuring the rate of fluid 
flow, including the Pitot tube, Venturi meter, various types of 
orifices and nozzles, weirs, etc. 

Since by proper choice of conditions it is allowable to use this 
simple equation unmodified, at least as a good and often excellent 
approximation, it offers a valuable method of orientation in 
engineering work. However, one frequently finds it desirable 
to use measuring instruments under conditions deviating so 
widely from those assumed that major corrections are needed. 
Furthermore, for the highest accuracy it is almost always neces- 
sary to apply such corrections, though they may be small; 
hence methods of correlating the corrections are important. 
Where practicable, it is best to determine the corrections by 
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careful experimental calibration of the specific instrument. The 
more important factors causing deviations for which allowance 
must be made are variations in velocity and direction of motion 
at different points of the sections of flow, particularly at the 
section of high velocity; uncertainty as to the actual area of the 
orthogonal cross sections of flow; friction against the walls and 
within the fluid, whether due to turbulence or to streamline 
motion; variations in density; and uncertainty as to the proper 
points between which to measure pressure differences. 

PITOT TUBE 

Consider a stream of fluid flowing as indicated by the arrows 
of Fig, 14. Insert into the stream a small rod B, held stationary 
by mechanical support at its right-hand end. Consider that tube 



of flow AA, bounded by the full lines shown, which Rupplio.s the 
fluid in the immediate neighborhood of the end of J?. The 
cross sectioii of A A enlarges greatly as it approaches £, hcj that 
Its velocity falls from its initial value uj to a negligible amount. 
Furthermore, friction between it and its nciglihoring tubes of 
flow, shown by dotted streamlines, is slight bocau.se all are travel- 
ing at substantially the same velocity. Applying Bernoulli’s 
theorem to the tube AA, (pi-pO/p==0~ (ur-^/2g) or p,-p,= 
pill This increase in pres.sure p 2 . — p\ can ho nioa.sijreid by 
replacing the rod B by a hollow tube and m<!a,suring thn ('xco.s.s 
pressure necessary to prevent flow of fluid through it. The 
m^rument using this principle is the Pitut tube or itnpac-f tube 
The cross section of the hollow tube B ,sh(juld bo kept as 
small as practicable to reduce disturbance of the streamlines 
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and thus miniinize inter filameatal friction. The face of B 
should be exactly normal to the direction of flow, as othendse 
the velocity past its face will not be negligible. If the direction 
of flovr past B is reversed,, it is clear that a corresponding defi- 
ciency of pressure in the tube should develop. In this event, 
however, the only way in which, velocity in the tube of flow 
A A beyond "JB can be generated is by the dragging forward of 
that tube by friction against its neighbors. Since this friction 
inevitably involves dissipation of mechanical energy, it is not 
surprising to find that the pressure deficiency resulting from 
reversal of direction of flow is found to be considerably less than 



Side View 
of Ring 


Fig. 15. — Impact tube and piezometer ring. 


that calculated by reversing the sign of the above equa^tion. 
The static pressure at the same elevation as the impact opening 
is obtained at the wall of the conduit, using either a simple 
pressure tap ground flush with the inside wall or one or more 
pairs of such taps connected by a pieizometer ring, the two taps 
in each pair being attached to the pipe 
in diametrically opposite positions 
(Fig. 15). ^ ^ 

To facilitate the exploration of 
velocity in a conduit, the impact 
and static openings are often com- 
bined in a single instrument known as 
a Pitot tube. One form of Pitot tube 
consists of two concentric tubes con- 
taining a 90-deg. bend as shown in -n* 

I . , Fig. lb. — Pitot tube. 

Pig. 16, the impact opening b being at 

the open end of the inner tube, and one or more static openings 
a in the outer tube. The difficulty with this arrangement lies in 
the fact that the very insertion of the Pitot tube itself deflects 
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the fluid stream, thus obviously interfering with the accurate, 
determination of static pressure. Figure 16 illustrates an attempt 
to avoid this evil by the use of four static openings, w-ith the idea 
that if the pressure is too high on one of them it will he too low on 
some of the others and thus a true average static pressure will be 
obtained. Certain manufacturers ofler Pitot tubes in which this 
counterbalancing of errors on the static orifices is not satisfactor- 
ily accomplished, but in such cases the makers usually furnish a 
coefficient for their particular type of instrument; the calibration 
of such instruments is essential. 
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Fig. 17. — Ratio of average to maximum, velocity in circular pipes. {From 
Stanton and Pannell.^^^^ 


The velocity of a fluid flowing in any conduit always varies at 
different points in a section taken at right angles to the direction 
of flow. This variation is extremely erratic in or near bends, 
tees, valves and any point of contraction or enlargement of 
section. Experiments have shown that this variable behavior 
is minimized if the observations are taken at a section not less 
than 50 diameters from any point of disturbance, so that normal 
flow conditions are closely approached- .Eor such normal flow 
in smooth pipes, the ratio of the average velocity over the entire 
cross section to that at the axis V is found experimentally to 
depend only on the numerical value of a dimensionless ratio 
Curve B of Fig. 17^®) is useful for predicting the 
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average velocity 'V{=q/S) based on measurement of by 
means of a Pitot tube located at the axis of the pipe.* Curve 
A, based on the same data, is used to predict when DY pJijl 
is known. 

Pitot tubes are used for exploration, purposes to measure the 
flow in apparatus already built, as the instrument can be inserted 
through a small hole in the conduit, which can later be closed. 
In certain cases, for example, where a fan is placed in the middle 
of a short air duct drawing from and delivering into an open 
space, the gas flow is so erratic that it is necessary to determine 
the velocity at many points in a cross section, and for this 
purpose the instrument is of great value. 

The disadvantage of the Pitot tube when used for gases is 
the fact that, owing to the low gas density, the readings at 
moderate velocities are very small and liable to. error. Thus, 
the differential reading where air at 70°F. and atmospheric 
pressure is flowing at a velocity of 10 ft. per sec. is only 0.0224 in. 
of water, and when flowing at 30 ft. per sec. is 0.202 in. of water. 
Vhere such low readings are encountered, the differential 
pressures are best measured by an inclined gauge or by a multiply- 
ing gauge. When water flows these same velocities, owing to 
its greater density, the readings are 62.3/0.075 = 832 times the 
above. There is no appreciable power loss due to the presence 
of a Pitot tube in a fluid stream. 


Illustration 4 (Gas). — A commercial Pitot tube similar to the one sho^m 
in Fig. 16 is inserted at the center line of a horizontal 12-in. i.d. galvanized 
iron pipe carrying dry air at 70°F. at a static pressure of 2 in. of water above 
atmospheric pressure, and the horizontal deflection on a U-tube (inclined 
10 in. horizontal to 1 in. vertical and connected to the impact and static 
openings) shows 2 in. of water. ' The Pitot tube is at a distance of 50 pipe 
diameters (50 ft.) from any obstruction in the pipe. Calculate (a) the 
actual velocity of air as ft. per see. at the point where the reading is taken, 
(h) the av^'erage velocity as ft. /sec. at this cross section, (c) the rate of flow 
as cu. ft. /min,, and {d) as lb. /hr. The barometer is 29.75 in. of mercury. 

Solution . — The density of the gas at the point of reading is 


(29) (492)[29.75 + (2/ 13.6)] 
(359) (530) (29.9) . 


= 0.0750 Ib./cu. ft. 


The horizontal deflection on the inclined U-tube is 2 in., hut owing to the 
10-to-l inclination the actual difference in levels is only 0.2 in. of water. 

* At values of below 4200 or of DV p/m below 2100, 

is constant at M- 
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The velocity pressure is then “(0.2/12) (62.3 —-0.075) or 1.04 Ib./sq. ft. 
Hence 


= 's/(64.3)(^^) = 29.6 ft. 



/sec. 


at the point where the reading was taken, namely, the center line of the pipe. 

From Fig. 226, it is seen that the absolute viscosity of air at 21 °C. is 
0.018 centipoises, which must be multiplied by 0.000672 to convert it into 
lb. /(sec.) (ft.). The value of Lunx&^.p/fz for this case is then (1) (29.9) 
(0.075)/(0.000672XO. 018) =185,000, and from Fig. 17, T = 0.815umax.- 

Hence V = (0.815) (29.9) =24.4 ft. /sec. 

Since the cross-sectional area is t/ 4 
or 0.785 sq. ft., the rate of flow is 
(24.4)(60)(0.785) = U50 cu. ft./min., or 
(1150) (60) (0.075) =5200 Ib./hr. 

STEADY FLOW OF f XHIDS 

OlUFICES AHD NOZ2XES 

One of the comnioii methods of 
deteimining the rate of flow of gases, 
vapors arid liquids is to measure 
the pressure drop caused by the 
Fig. i8.~Orifice meter, with insertion of a restricted opening 
t roat taps. When the fluid 

passes through the restriction, there is necessarily an increase 
in the velocity, and hence, in kinetic energy. With this 
increase of the kinetic energy of the fluid in passing from the 
entrance section of the meter to the restriction, a decrease in 
static pressure occurs. Combining the mechanical-energy bal- 
ance with the material balance and the equation of state of the 
fluid makes it possible to determine the rate of flow in terms of 
the measured pressure drop and properties of the fluid flowing. 

The construction of an oriflce meter is shown in Fig. 18. 
Two pressure taps are inserted in the pipe, one on the upstream 
side of the orifice plate, the other on the downstream side. 
The square-edged orifice (Fig. 19^) is merely a very short 
cylindrical passage bored in a thin metal plate. Where the 
pressure drop is to be high, a thick plate, beveled on the down- 
stream side, may be used. In a properly constructed square- 
edged orifice, the walls of the aperture meet the upstream face 
of the orifice plate at right angles and the surfaces are carefully 
smoothed to remove burrs and other irregularities. Figure 
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19C shows a ^^rounded-edge orifice.’' This type of orifice is more 
difficult to construct than the square-edged; therefore it is not 
so commonly useci. Since the square- ^ ^ 

edged orifice is easily constructed and me 

the meter as a whole is simple and 
comparatiTely inexpensive, its use is 

widespread. ^ 

As shown in Fig. 20, the fluid begins 
to converge at some distance upstream 
from the orifice and continues to con- ^ 
verge for some distance downstream ^ 

from the orifice. Since the cross sec- zzz?!^^febza 
tion of the stream is continuously 

varying from the section where con- ^ 

vergence begins to the section on the ■ — 

downstream side of the orifice where* 
the fluid again completely fills the 

pipe, the velocity also varies continu- ‘ c D 

onsly. Hence the pressure readings sharp-edged ori- 


pipe, tne velocity also varies continu- ‘ c D 

onsly. Hence the pressure readings , 19 ~^> sharp-edged ori- 

j, . i r- a -n 1 f ^<26 ih thin plate; sharp- 

for a given rate of flow will depend on edged orifice in thick plate; C, 

the position of the pressure taps rela^ thick plate; 

tive to the orifice plate. Since the 

mechanical-energy balance contains the term Jz; dp, the functional 
relation bet'ween p and v must he known. For simplicity the case 
of liquids will be first considered, where the specific volume is 
substantially constant. 



Fig. 20. — Flo-w o£ liqriid through a sharp-edged orifice. 


Liquids. — Consider the orifieo of Fig. 20 and focus attention 
on sections A and B, the first upstream a distance above the 
orifice sufficient so that the streamlines of the flowing fluid are 
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parallel to the axis, aad the second downstream at the vena 
contmcta where the streamlines have again become parallel. 
Consider a specific differential filament of flow separated from 
the fiuid around it by an imaginary surface across which no net 
fiow occurs- Assume furthermore that friction of the fluid 
against the wall and of the various fidaments of the fiuid against 
each other can for the moment be neglected. One can apply 
the mechanical-energy balance to this individual filament, 
writing 

n -j , ' ^ uj Ui^ ... 

— I V dp=vipi-pv) = ~^--^ ( 5 ) 

where Uv is the velocity of the small filament at the vena con- 
tracta. Grant for the moment that the upstream velocity ui is 
negligibh in comparison with the downstream velocity u^.- The 
emiation then simnlifies tcf the exnression 

wherein the difference in head v{pi—pv) or Hv is the difference 
in liquid levels in the manometers. Inspection of this relation 
shows that the downstream velocity tCv of the filament for any 
specific setup and liquid density is determined solely by the 
upstream and downstream pressures. Keeping in mind the fact 
that at neither of the sections in question can there be a radial 
pressure gradient (since otherwise there would be radial flow), 
it follows that the initial and final pressures, pi and pv, are 
identical for all filaments in the respective cross sections, and 
consequently, where upstream velocity is negligible, the velocities 
of all filaments at the vena contracta are identical, i.e,, at this 
section the velocity distribution is uniform. In fact, a sub- 
stantially frictionless orifice with relatively large pressure drop 
offers one of the best known methods of securing a stream of flow 
in which the velocity is uniform. Study of the preceding para- 
graph should make it clear that, for conditions of frictionless 
fiow and negligible upstream velocity, the conclusion of uniform 
downstream velocity is valid irrespective of velocity distribution 
upstream and therefore irrespective of the type of upstream fiow, 
whether streamline or turbulent. The conclusion does, however, 
depend on the assumption of negligible friction between the 
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sections. Inspection of Fig. 20 makes it clear tLat friction of 
the fluid against the walls can. be appreciable only in the immedi- 
ate neighborhood of the sharp edge of the orifice, since at other 
points the velocity of finid past the wall is low. Since the area 
of high friction is so restricted, the magnitude of its effect is 
correspondingly reduced. On the other hand, it is not improb- 
able that the outer filaments of the flowing stream are retarded 
significantly relative to the inner ones, although the percentage 
effect may be negligible. If the liquid is in streamline flow 
throughout, interfilamentar friction may become serious. How- 
ever, its efiect tends to he reduced by the fact that adjacent' 
filaments are flowing at widely different velocities only in the 
neighborhood of the upstream section, where the corresponding 
frictional effect is low because of the low velocities. At the 
downstream section they all tend to fiow at identical velocities, 
correspondingly reducing the interfilament^l friction at the point 
where it would otherwise he high. 

As the cross section of the stream of flowing fluid enlarges 
beyond the vena contracta, the friction tends to be low until 
the enlarged stream again fully fills the downstream section of 
the pipe. Consequently even up to this point the velocity dis- 
tribution tends to remain substantially uniform. Beyond this 
point, however, friction at the pipe wall retards the filament of 
flow in its neighborhood and develops a velocity distribution 
curve that will be characteristic of the type of fiow there existing. 

In order to work in terms of average, velocity F, rather than 
local velocity w, the energy balance for the filament of differential 
cross section should he integrated over the cross section of flow. 
Since the velocity u is uniform at the vena contracta, /2g may 
be replaced by Y-^^J2g. _ However, since the upstream velocity 
is not uniform, owing to friction set up at the walls of the pipe 
upstream of section 1, u^-f2g is replaced by Vx^/2gcL^, where ai 
is a dimensionless factor allowing for the nature of the velocity 
gradient at section 1.’*' The mechanical-energy balance, Eq. 3, 
then becomes 

V = = (5a) 

* For streamline flow the kinetic energy is V^/g^ not V^/2g; hence oii 
equals one-half ; for turbulent flow, vv^here the velocity is more nearly iiiiiform, 
the kinetic energy approaches V~/2g and ai approaches unity. 
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wherein the term p«), the decrease in fluid head, is repre- 

* sented by By a material balance ¥ 1 = and Eq. 5a 

becomes 


\/ 


In order to work in terms of the average velocity To through 
the orifice rather than with one substitutes Vo—'V'vSJ.SQy 
giving 


V g „ 

“ S, £(o-\/l-(-S.V,SiV«0 


(5c) 


where q is the volumetric rate of flow through the oriice having 
cross section &. Equation 5c is modified in use to the form* 


” a/I- (SoV^^x^) 


( 6 ) 


The so-called coefficient of discharge, c, is seen to depend upon 
ai and the ratio of the cross section of the vena jet to that of 
the orifice and to that of the pipe. Since the numerical value 
of those factors depends on the type of fluid flow, which in turn 
depends upon a dimensionless ratio known as a Reynolds number, t 
experimentally measured values of o are plotted against a 
Reynolds number i)oFopA for oach of a number of values of 
the ratio of diameters of orifice and pipe.|: The data for sharp- 
edged orifices with throat connections (where the upstream 
pressure tap is one pipe diameter from the upstream side of the 
orifice plate and the downstream tap is one-third of one pipe 
diameter from the downstream side) are satisfactorily repre- 


* It will he noted that c — 


S, 


-§^ 


Where the diameter of the up- 


stream chamber is at least five times that of the orifice, c reduces to Sv/So; 
since the latter is the ratio of the cross section of the vena jet to that of the 
orifice, this ratio is called the coefficient oj contraction, Cc. 

t The significance of this factor is discussed in detail on pages 82 to S4. 
f From dimensional considerations, since c~4>(I)o/Di, DoFopA), it is 
immaterial whether the values of c for each diameter ratio are plotted vs. 
r>.V.oJn - (i>iFip/^) (Di/Do) 
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sented by tlie curves shown in Kg. 21. -For each diameter 
ratio, .at small E,e5molds numbers the coeifiLcient of discharge is 
very small, but as Reo increases the curve goes through a maxi- 
mum, finally becoming asymptotic to c equals approximately 
0.61 at orifice-Reyaolds numbers above 30,000. Hence, when 



Fig. 21. — Coefficients for sharp-edged orifices with throat taps. (From TuTje and 


DoVap/ii is above 30,000, the results with throat taps may be 
predicted from the approximate relation for sharp-edged orifices 

( 6 «) 

V 

alternatively ■written as 

Fi2=0.61V^^. (66) 

Since the data from varimi.s (sources may show discrepancies 
of se-veral per cent in the coefficients of discharge, for accurate 
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work an orifice should be calibrated, although the values given 
in the curves are satisfactory as first approximations. 

In a given experiment if the pressure is measured at a number 
of points along the downstream chamber, inspection of Pig. 
20 makes it clear that the pressure ^2 so measured will depend 
upon the location of the downstream pressure tap. Starting 
on the downstream side of the plate, p 2 decreases slightly as the 
tap is moved downstream until the vena contracta section is 
reached, where p 2 reaches a minimum value since the jet has 
attained its minimum cross section and corresponding maximum 
velocity and kinetic energy. As the tap is moved farther 
downstream, the pressure gradually rises, although never reach- 
ing equality with the initial upstream pressure because of friction 
loss caused mainly by the agitation of the downstream pool by 
the jet. Consequently, if one arbitrarily uses the following 
equation, analogous to Eq. 6, 

Ci/So\/2y(yi— P2>_ ciSo\/2gH2 

Vl -(A/Di? Vl-CA/Ci)^ 
wherein p 2 has replaced pv and Ci has replaced c, it is clear that 
the numerical value of Ci will be larger than o except when p 2 
is taken at the vena contracta. Hence the numerical value of 
Cl, as defined by Eq. 6c, depends upon the location of the down- 
stream tap, as well as upon both Do/Dj and Ecq. Curves of ci 
vs. Reo for various values of Do/I>i are available for the several 
arrangements of pressure taps.* 

Since at values of Reo above 30,000 the values of ci are inde- 
pendent of Reo, the values of ci, for various values of Do/Di, may 
be plotted vs. the location of the downstream tap. For con- 
venience the data are shown plotted in Fig. 22 ^2) terms of a 
new coefficient of discharge d , defined by the relation 

m) 

wherein the difference in head H2 represents the term 

* The ordinates of Fig. 21, within an error of 1.5 per cent, may he used as 
both c and c\ for sharp-edged orifices, regardless of whether throat taps (Fig. 
20) or flange taps are used. 

t Upon comparing Eqs. 6c and 6d it is found that 
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For the small values of the ratio Dc7I>h is seen that the 
coeflB.cient c' varies but little with the locatiou of the downstream 
tap, whereas at the high values of Do/Dt the location of the tap 
has a substantial effect on c'. The point of maximum con- 
traction, i.e., the vena contracta, varies from 0-3 to 0.7 
pipe diameters downstream 
from the plate as 2)o/T>i varies 
from 0.84 to 0.22. 

Equations 6c and 6d are the 
two common forms of the 
orifice equation. 

Tke data of Fig. 21 are convenient 
where it is desired to predict the pres- 
sure differential for a fixed rate of 
flow through, an existing orifice 
meterj but their use leads to trial- 
and-error calculation whea it is 
desired to calculate the rate of flow 
corresponding to an observed pres- 
sure differential- This trial-and- 
error work may be avoided by 
rearranging the dimensionless ratios 
so that "Fo will appear only in one 
coordinate, i.e. , one can plot 

** DfiVop__ 4zqp Pressure Tops Down- S+reom, Per 

^ /4 ""TTz-tDo Cent o-F Pipe Diome+er 

Fig. 22. — Eflect of location of down- 

■ stream tap on c' — qfSo\/'2gM^ for 

r Dt)p \ j 2gII —lEf® sharp-edged orifices where Reo exceeds 
\ p / ^[1 — {Do"^/DiD] ^ 30,000. {From iSpitzglassJ^'^) 

Owing to the discharge of the rapidly moving jet into the 
slower moving pool of fluid in the downstream chamber, a 
considerable portion of the kinetic energy of the jet is conv^erted 
by impact and internal friction into internal energy and hence 
lost as mechanical energy, the remainder appearing as mechanical 
energy in the moving stream at the downstream section. This 
permanent loss of mechanical energy, compared to the pressure 
drop across the orifice itself, decreases as the diameter of the 
orifice approaches that of the pipe, as shown in Fig. 23. When 
Dq/Di is small, the lost energy may become so important that 
it is more economical to employ another type of apparatus 
* pi is measured one pipe diameter upstream, at three-tenths of one" 
pipe diameter dowustreaiii and ps, at eight pipe diameters downstream. 
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(Yenturi meter), which, although it has a higher initial cost than 
the orifice, gives only approximately one-eighth the permanent 
loss for. equal readings of the instruments. 

The proper location of orifices in lines has been studied exten- 
sively by the A.S.M.E. Committee on Fluid Meters, -which has 
drafted specification for installations in the vicinity of fittings, 
valves, etc. The coefficients given here are valid only if the 
installation is made in accordance with such specifications. 
However, when the required length of straight pipe ahead of an 
orifice meter cannot be secured, the insertion of straightening 






Do/D, 


vanes in the pipe at least six 
pipe diameters above the orifice 
will satisfactorily correct the 
fiow. A bundle of small tubes 
fastened in the pipe forms a 
convenient straightening-vane 
installation. 

Orifice plates are sometimes 
constructed with off-center 
orifices. For example, the 


Fig. 23. — Overall pressure losses across 
sharp-edged orifices. 


orifice opening may be tangent 
to the bottom of the pipe in 


eases where liquid must drain along a gas line. The coefficients 


given here, however, are restricted to orifices centered in tRe 


pipe. 


An ingenious installation of flange-tap orifices has been 
developed which permits removing the orifice plate and replacing 
it with another without shutting down the gas line. This equip- 
ment is particularly useful for permanent orifices metering large 
flows where corrosion of the plate or a change in the magnitude 
of fiow may require changing of the orifice plate. 

Tha usual orifice coefficients are not applicable in cases where 
pulsations of some inagnitude are encountered, as from a recipro- 
cating compressor near the orifice. Problems of this type can 
usually be solved only by eliminating the pulsation or calibrating 
the orifice for the specific condition. Damping the pulsation 
in the leads to the metering device is of no benefit, and may 
actually increase the error of the reading. 

. Well-rounded orifices (Fig. 19C) and fiow nozzles (Pig. 19Z)) 
should be calibrated for accurate work; for approximate calcula- 
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tions the curve for the Veaturi meter (Fig. 25) may he used in 
estimating c in Eq. 6. ^ 

Gases, Small Per Cent Pressure Drops. — The pressure loss 
caused by an orifice in a permanent meter installation usually 
represents a significant operating expense for po-wer/and large 
ratios of Dq/Di are* therefore favored. When the pressure 
drop is only a few per cent of the upstream pressure, the usual 
hydraulic equations (6c) and (6d) may be used with v replaced 
by Var. based on the arithmetic-mean pressure. 

'^rilustration 5. — Oil is flaviag through, a standard steel pipe in 

which is inserted a l.OO-iri. square-edged orifice with taps, respectively, one 
pipe diameter upstream and 0.3 diameter downstream of the orifice plate. 
Pressure dififerential across the orifice is indicated by two* parallel vertical 
open tubes into which the oil rises from the two pressure taps. The oil is 
at 1(X)°F.; its specific gravity is Q.87 and its viscosity 20.6 centipoises. 

Calculate the reading on the gauge described, when oil is flowing at a rate 
of 400 gal. /hr. 

Solution. — The velocity in the orifice, ¥o = (4O0)(144)(4) /(7.4:8) (3600)(7r) 
= 2.72 ft./sec.; DoKop//x= (Ha) (2.72) (0.87 X 62.3)/ (0.000672 X 20.6) =890; 
i>o/i>i = 1.00/1.61 =0.62; from Tig. 21, c=0.76. By Eq. 6, 




(2.72)2 

'64.3(0.76) 


;(1 -0.62^=0.170 ft. 


[Uustration 6. — Natural gas consisting of practically pure methane flows 
through a long straight standard 10-in. -steel pipe in which is inserted a 
square-edged orifice 2.50 in. in diameterj with pressure taps, each 5.0 in. 
from the orifice plate. Just above the orifice the gas is at 80®T- and 
5.0 Ib./sq. in. gauge. A differential manometer inclined at an angle of 
15 deg. with the horizontal, attached across the orifice, reads 6.18 in. of 
water. What is the weight rate of flow of gas through this line? 

Solution . — The ratio of orifice to pipe diameter is 2,50/10.19=0.245. 
Assuming the Eeynolds number in the orifice to be over 30,000, the coeffi- 
cient c' is 0.61, from Fig. 22. The average pressure of the gas in the orifice is 


V&v. 


= 19.7 


6.18X62.3 sin 15° 
2X12X144 


= 19.67 Ib./sq. in. abs. 


and the average density of the gas in the orifice is therefore 


16 ^19.67^492 

X— =0.0o40 Ib./cu. ft. 




359 14.7 

6.18 sin 15° 

T2 


62.3 

"^ 0.0540 


= 153.7 ft. 


Then, by Eq. 6d 


Fo=0.61\/64.3X153.7 = 60.7 ft./sec. 
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Using tMs result, the Reynolds number in the orifice is 
DqUop 2.50X60.7 X0.054:0 ^^2,800 

■whence determination of c' from Fig. 22 was permissible. 

The -weight rate of flow is 

PT = 60.7 xJx^f^X0.0540 X3600 = 403 lb. /hr. 

4 144 

For somewhat higher per, cent pressure drops, it is worth while to allow 
for the variation in the specific volumes, and the material balances become 
VvSv/v-v — Vt^So/vo and ViSi/vi=w, where w represents the mass rate of flow. 
These relations, combined with. Eq. 5a, give 

/ 2g(pi—p^)v av. 

Vo vP , 

\ Vo^Oii '* 

Since this equation is so unwieldy, and since it is a convenience to be able to 
employ the coefficients of discharge of Fig. 21, the equation is written in a 
form analogous to Eq. 6c. 

2^(pi-P2) 

The dimensionless term T is found^'*^‘hy calibration to be a function of 
Pi, p 2 , Lo/Li and of k, where fc* is the ratio of specific heat at constant pres- 
sure to that at constant volume: 

For sharp-edged orifices with either throat or flange taps, this equation 
holds for Bo/Di ranging from 0.2 to 0.75. For small pressure drops the 
factojF Y approaches unity and Eq. 7 reduces to Eq. 6c for incompressible 
fluids.’ Equation 7 is accurate within 1 per cent for pi/pi not less than 0.8, 
and does not involve serious error when pz/pi approaches the critical ratio 
(see page 67). 

Gases, Large Per Cent Pressure Drops, Rounded Orifices and Nozzles. — 

When a perfect gas expands under conditions where there is no heat inter- 
change between the gas and its surroundings, the expansion is said to be 
‘^adiabatic.’' The pressure-volume relations for a frictzonless adiabatic 
change are expressed by pi{vO^ = ^ 2 ^ 2 )^, where k is the ratio of the specific 
heat pf the gas at constant pressure to that at constant volume. Employing 
Eq. 5a, integration gives 

Vt^ ^ (pivi) (fc) 

2g 2gcxi k~l 

* Values of k are given in Table IV, p. 694. 
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where subscript t refers to the throat, or smallest section of the nozzle- 
With a large orifice chamber (J)i/J[>o“5/l) the square of the Telocity iu the 
chamber can be neglected when compared to the square of the yelocity in the 
orifice. Making this simplification, introducing a coefficient of discharge as 
before and solying for the mass flow rate vny remembering that. Vt = 
1 

*Fi one obtains: 


/ f 2 (i+fc) : 

Vt \ iJc — l)(ivi)L\piJ ypi/ J 


( 8 ) 


m 8 for adiabatic flow contains the function 
2 ( 1 +^) 

(fy-iB ‘ ■ “ 

Where there is no flow through the orifice, pc/pi — 1, and, a^..the ratio of 
Pf/pi decreases from unity, p\ remaining constant, the quantity (8a) and 
consequently the flow giyen by Eq. 8 increase from zero, reaching a maxi- 
mum when 


After pe/pi falls below the “critical ’’ yalue given by Eq. 8Z>, which calls for 
maximum flow, the flow through a given nozzle might he expected to decrease 
according to Eq. 8- Experiments have shown that the flow does correspond 
to Eq. 8 above and at the critical-pressure ratio, hut that it remains constant 
for further decrease in the pressure ratio. This apparent discrepancy 
is explained as follows: Until the critical throat pressure is reached, the 
throat and downstream pressures are nearly the same, but as the 
downstream pressure is further decreased the throat pressure (and velocity 
also)* remains constant; since the throat pressure is the controlling factor, 
the rate of flow remains unchanged. Therefore, the quantity (8a) has a 
constant value when the pressure ratio of pe/pi is equal to or less than the 
critical value given by Eq. 8b, and under such conditions Eq. 8, which was 
predicated on a large orifice chamber, reduces to 



Since k for air is 1.405, Eq. 8c becomes 

0.533c'%yi , 

w^niax. = — =lb. air /sec, (8d) 

V 

* At the critical-pressure ratio the linear velocity in the throat attains 
the velocity of sound and hence the upstream chamber is screened from the 
pressure in the downstream chamber. 
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■yyh. p.-n the downstream pressure is not greater ttan. 0.53 times the initial 
pressure above the orifice and when, as before, the area of the orifice cham- 
ber is at least 25 times that of the orifice. This special case is known as 
FHegnePs equation. For steam, k increases with T in such a way that they 
approximately offset each other in Eq, 8c, which reduces to the well-known 
Napier equation for saturated steam^ when, the absolute back pressure is 
less than 55 per cent of the initial absolute pressure : 




c"Sopi 
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( 86 ) 


Inasmuch as these simple equations (8c), (Sd) and (8c) hold whenever the 
ratio pt/pi is sufficiently low and the orifice chamber is sufficiently large 
compared to the orifi.ce, it is highly desirable to secure these conditions where 
the percentage drop in pressure is large. For well-rounded orifices and flow 
nozzles the values of c'^may be estimated from Fig. 25, hut for accurate work 
the orifice in question should be cahhrated. * When it is not feasible to make 
ptjpi fa.ll below the critical value, the more complicated Eq. 8 applies. 

If the pressure drop is not more than 20 per cent of the initial pressure, 
Eqs. 7 and 7a apply. 

Flowmeters, — The term flo'wmeter is sometimes used to desig- 
nate any ■ restricted opening or tube through which the rate of 
fiow has been determined by calibration. For example, a 2-in. 
pipe may be bushed down to 3^^ in. and then enlarged to 2 in.; 
the pressure drop through this opening is a measure of the rate of 
flow, but this relation should be determined by calibration. 

For laboratory work, where the rate of flow of gas is small, 
capillary tubes of 1 to 12 in. length are used to produce the 
pressure drop, indicated on a U-tube connected by tees to 
chambers at both ends of the capillary. TJsually they are 
calibrated over the desired range, as by measuring the volume 
of water displaced (gasometer method). Flowmeters for liquids 
similar to those described for gases are cheaply made both for 
laboratory and for plant use. 

VENTURI METERS 

The Venturi meter operates on the same principle as the orifice, 
and indicates the decrease in static pressure due to an increase 
ill the velocity of a fluid stream caused by a knowm reduction 
in the cross section of the path. The striking difference in the 
form of the standard orifice (Fig. 18) and Venturi meter (Fig. 24) 
lies in the fact that the changes in cross section are sudden in 

* The coefficient of discharge may exceed unity owing to the occurrfuice 
of supersaturation. 
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the former and gradual in the latter. Since tlie cross section of 
the pipe is gradually reduced to that at the throat, the con- 
Tergence of the streamlines is not nearly so marked in the Venturi 
meter as in the sqnare-edged orifice, and hence c is larger for 
the former than for the latter. In the square-edged orifice, the 
section is suddenly enlarged from that of the orifice to that of the 
downstream chamber or pipe, Tvith the result that the greatest 
proportion of the velocity head (created in the orifice at the 
expense of the static pressure in the upstream chamber) is not 
reconverted to static pressure in the do^wnstream chamber, but 
is lost by impact and internal friction. The Yenturi meter 
possesses a great advantage over the standard orifice in that the 


1 



^ 

.,-Yeaturl Difference 

P’i — -Oowti Streaoa S.P, 

Total Angle 7® 


1 

- 
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_ Throat 

Total Aagle 25® 

^ III-. 


Pig. 24. — Venturi meter. 


permanent reduction in the static pressure is small, because the 
velocity head is largely reconverted to static pressure by 
the gradual enlargement of the section to its original size. 

The construction of the Yenturi meter is sho'wn in Fig. 24. 
The throat diameter is usually from one-half to one-quarter the 
upstream diameter, and the throat length should not exceed one 
throat diameter. The total angle of divergence of the two 
tapered sides should not exceed 25 deg. on the upstream side or 
7 deg. on the downstream side. In order to minimize the friction 
loss and to insure a high coefficient of discharge, the throat should 
be lined with bronze and accurately bored to size and finished. 
Under these conditions the permanent loss in static pressure 
is only one-tenth to one-eighth of the Venturi reading. Pressure 
taps are located as indicated in Fig. 24 and are connected to 
piezometer rings, care being taken that the connections to the 
static openings do not project into the sections; otherwise serious 
errors in the readings will result. Since it is necessary to make 
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the total angle of divergence small in order to obtain a value of 
c near unity in the turbulent region, the length of the Venturi 
meter is great relative to the dianaeter of the line in which it is 
inserted. The Venturi meter is used in the illuminating-gas 
industry and elsewhere with great success. 

The equations for Yenturi meters are the same as those for 
orifices, and in the usual range of operation (i^iTipi/z^i above 
10,000) the coefficients of discharge are higher than for sharp- 
edged orifices, since, when the Yenturi meter is properly con- 



Reynolds Number D,V,p, /it, Consistent Units 
Fig. 25. 

structed and operated, the fluid substantially fills the throat of 
the meter. The coefficients of discharge of Fig. 25 were 
determined for liquids and are defined by Eq. 6c. The coeffi- 
cients of Fig. 25 may be used as estimates f or gases flowing with a 
small per cent drop in pressure, using v as the arithmetic mean of 
vi and vi. 


Yisualize a liquid flowing at steady rate over a vertical dam 
placed across an open channel. At the distance above the top 
of the dam the volumetric rate of flow dQ through the cross 
section y dx may he calculated from the orifice equation: dq = 
c{ydx)^/2^, wherein the velocity of approach is neglected. 
The total volumetric rate of flow is obtained by integrating 
from 0 to xo, giving q^^{%){cy')y/Tgx^^\ In practice the head 
xq is measured as the vertical distance from the top of the dam to 
the free surface of the liquid sufficiently far upstream to include 
the immediate drop in liquid level on the upstream side of the 
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dam. Usiag f.p.s. units and replacing the term by a 

constant taken equal to 3.33, one obtains the familiar Francis 
equation 

5?o=3.33W^ (9) 

for the, so-called suppressed veir, 'w'here the width of the dis- 
charging sheet is substantially equal to the width y of the dam. 
This equation gives an accuracy of approximately 3 per cent with 
water if zo is at least 0.3 ft.; z/is at least twice xo^ and the velocity 
of approach does not exceed 1 ft. per sec. More eoiliplex equa- 
tions are available for less restricted cases. Weirs are sometimes 
used to measure rates of how of water or of aqueous solutions 
of low viscosity, but, unless the weir in use corresponds closely to 
one for which experimental data are available, calibration is 
desirable. 

For inward flow over circular w'eirs such as the overflow weirs 
in plate-type rectifying columns (page 548), the Gourley^^^ 
equation 

q-Z.Oya^o^-^ (9a) 

is often quoted for heads up to one-fifth the diameter of the 
circular weir. However, owing to waves in the pool on the plate 
and the existence of froth in some cases, this equation should 
be used only as a rough approximation for the flow over weirs 
in rectifying columns. A. logarithmic plot of q vs. cc may show 
breaks in slope, and calibration is advisable. 

OTHER MHASURIHG DEVICES 

1. G-asometers and Receivers. — A gasometer is an inverted 
vessel, usually a cylindrical metal one, placed concentrically 
inside another vessel containing a liquid, generally water. When 
the gasometer is empty, the inner vessel is full of liquid, and, 
as the gas is fed in through a pipe projecting up through the 
bottom of the outer tank, the inner vessel rises by an amount 
proportional to the quantity of gas admitted. Gasometers are 
used widely in the illuminating-gas industry. 

The changes in the amount of gas in a constant-volume storage 
tank may be measured by observing the changes in the pressure 

* It is noted that this factor has the dimensions of the square root of the 
acceleration due to gravity, and corresponds to an orifice coefficient of 0 . 623 . 
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and temperature, or in weiglit. The constant-volume receiver 
is employed for high pressures, as in the determination of the rate 
of discharge of air from a compressor. The measurement of 
gases by weight is usually unsatisfactory because the weight of 
the tank is so great, relative to that of the gas, that results 
obtained by difference may have little accuracy unless the gas 
is under high pressure. 

2. Addition (or Removal) of Energy, or Foreign Material. — 

The amount of matter flowing past a given section may be 
determined by inj ecting a measured amount of a substance .into 
the stream and measuring the concentration of it in the final 
product after perfect distribution has been attained. Knowing 
the amount of the substance admixed and the concentration 
'before and after the addition, it is possible to calculate the 
amount of material to which it is added. For example, the rate 
of chlorine evolution from an electrolytic cell may be determined 
by feeding air at a known constant rate into the gas as it leaves 
the cell and by analyzing the gas before and after the air has been 
added. Again, the amount of air passing a humidifier or drier 
may be calculated from the known evaporation and the humidi- 
ties of the entering and of the exit air. 

It is sometimes convenient to add or remove heat in the form 
of electrical energy at a known rate and to measure the change 
in temperature. The Thomas gas flowmeter is based on this 
principle. In an enlargement of the pipe are inserted first a 
thermometer of the electrical resistance type, then electrical 
resistance wire properly distributed across the whole section of 
the pipe, in which a known amount of electrical energy is trans- 
formed into heat, and finally, on the downstream side, a mixing 
device and another thermometer similar to the first. The 
Thomas meter automatically controls the electrical input so 
as to maintain a constant small temperature rise between the 
thermometers and measures the necessary wattage. This elec- 
trical input is proportional to the amount of gas passing the 
section, since the specific heat of any gas is constant over the tem- 
perature range involved, and the heat equivalent to kinetic- 
energy changes is negligible compared to the increase in enthalpy. 
However, the operation must be automatic in order to get satis- 
factory results, because under ordinary conditions the tempera- 
ture fluctuations of the entering gas are large compared with the 
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rise in tke teniperatnre of the gas in the meter. Hence an 
attempt to measure the -quantity of gas by admitting a constant 
amoTint of energy and determining the temperature rise is 
highly unsatisfactory. Thomas meters are usually of the 
“integrating^’ type, i.e,, the instantaneous rate is integrated with 
respect to time, giving the total flow over a period of time. 

The rate of heat loss from a small electrically heated wire 
placed in a stream of fluid is a function of the local velocity past 
the wire and the temperature of the wire and the fluid. When 
these relations have been obtained by calibration, such an instru- 
ment, known as a hot-wire anemometer^ may be used for deter- 
mining unknown velocities, usually of gases. 

3. Mechanical Gas Meters. — The amount of gas flowing past 
a section may be measured by the insertion'- of a mechanical 
meter, of which various recording types are obtainable. Such 
meters should be carefully standardized, generally against a 
gasometer or other apparatus. They are expensive and liable 
to get out of order, but they are employed where larger quantities 
of gas are to be measured constantly, as in the illuminating-gas 
industry. Such meters have the advantage that they record 
the total flow over a period of time; the average rate may be 
determined by taking readings at desired intervals. 

4. Anemometers. — The anemometer is a small windmill, the 
friction of which is reduced to a minimum and the rate of rotation 
of which should therefore be proportional to the velocity of the 
gas current in which it is placed. It consists of a light vane wheel 
fixed on a shaft, the rotation of which is recorded by a counting 
mechanism. Such instruments must be standardized with the 
greatest care at velocities as nearly as possible equal to those to 
be measured, and even when so treated are liable to wide varia- 
tions in behavior; while very convenient, the instruments are 
unsatisfactory on this account. However, they are useful for 
exploration work, and, unless very sensitive multiplying gauges 
are used with the Pitot tube, at gas velocities below 5 ft. per see. 
they give greater accuracy than does the latter. Anemometers 
are seldom made for gas velocities higher than 40 or 50 ft. per 
sec. Obviously the usual types cannot be used in corrosive 
atmospheres or hot gases. 

When liquids are to be measured, the gasometer is replaced 
by a measuring tank or by a weighing tank. 
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The principle of measuring the change in the concentra- 
tion of a foreign material in water may be applied to continuous 
evaporation. * The rates of feed and discharge may be calculated 
from the rate of condensation and the analysis of the entering 

and exit solutions; or the rate 
of evaporation may be calcu- 
lated from the rate of feed and 
entering and exit concentra- 
tions. The rate of liquid flow 
through a cooler may be calcu- 
lated from the specific heat of 
the liquor, the entering and 
exit temperatures of the liquid 
and the heat picked up by the 
cooling water. In both cases, 
correction should be made for 
heat interchange with the 
surroundings. 

. There are ' various types of 
water meters, as described in 
the literature. 

5. Rotameter. — When liquid 
flows upward through the glass 
tube of this device, shown in 
Fig. 26, t the plummet rotates, 
owing to the flow of liquid through spiral grooves in the vertical 
wall of the flange on the plummet, and ^^fioats^^ at a position 
that is indicative of the instantaneous rate of flow. 

FRICTIOIT DUE TO FLTJIP FLOW 

Liquids differ greatly in resistance to flow. A measure of the 
resistance can be obtained by placing a thin film of liquid of 
thickness X' between two horizontal planes, each having a surface 
area A, the upper capable of sliding over the lower fixed surface. 
Such sliding is found to require the exertion of shearing force 
r upon the upper surface, in direction parallel to it, the magnitude 

* The test period should be sufficiently long to make negligible depletion 
or accumulation due to change in lictuor levels. 

t Courtesy of Scliutte and Koerting, Philadelphia. 
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Fia. 26 . — Rotameter. 
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of the force being directly proportional to the area of the sliding 
surfaces and to the linear rate of slip of one surface past the other, 
and inversely proportional to the thickness of the layer of liquid 
between the surfaces. The factor > converting this propor- 
tionality into an equality is found to be, under* given conditions, 
a specific property of the finid. It is called the viscosity of the 
fluid, defined by the equation 

fiAu 

r = - 

for conditions equivalent to those just outlined. It is a measure 
of the internal friction of the fluid molqcules slipping past each 
other, the internal resistance to fluid motion. Viscosity data 
are given on pages 687 to 690. 

Friction Due to Steady Flow in Straight Pipes of Circular 
Section. — The following treatment deals primarily with condi- 
tions of steady flow. Unsteady operation is complicated, but 
such problems can be solved by integration of the equation for 
steady flow, allowing for the variations in conditions inherent 
in the specific case. A generalized treatment sufiiciently inclu- 
sive to cover the extreme variety of conditions encountered in 
practical work seems undesirable . 

Consider the case of steady flow of a fluid through a straight 
pipe of circular section, from the point of view of dimensional 
similitude. The friction will certainly be influenced by diam- 
eter, length of pipe and fluid velocity. Furthermore, viscosity 
cannot fail to play a part. Ode would also anticipate that fluid 
density will be important, as it will affect the kinetic reaction 
of the moving fluid. The pressure and temperature of the fluid 
are relevant, but probably not independent variables, since 
their effect is likely to be covered by those of the density and 
viscosity of the fluid. The friction can be expressed in terms of a 
corresponding pressure drop. Since change in pressure will 
affect density and velocity, and possibly viscosity, one must 
consider point conditions, expressing length and pressure drop 
as differentials. The factors certainly involved are, therefore, 
— dP% (IN, J>, p, pt and V. These six factors have the dimensions 
M jljGP-, L, L, M /IJ, M/Ld and Lj Let .2 be any dimensionless 

* A table of dimensions is given on p. 30. 
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ratio of -these variables. la general terms each ratio can be 
expressed as 


= ( ■^dP'y(dN)^D<^P^,xW^ 


or substituting the dimensions 



In order to be dimensionless, the exponents are subject to the 
following limitations: 

Sikf == 0 ! 0 = <x -|~6 -yh. 

'EJL = 0 : 0 — — a-h&-f-c — 3^ — In. 

S^ = 0:0=~2a-7i-;c. 

There are too few equations to give numerical solution for all 
the unknowns, but in this case one can solve for any three in 
terms of the others. Solving one finds c — —a— A, A;= — 2a — A, 
and c= — 2) — A. Substituting these values in the equation for 
z gives 

2: = ( -cfP') = 



The exponents a, h and h are arbitrary, except that all ran not f)e 
zero. Tor the moment assume a = l, h — h—Q, wdicnoe one of 
the ratios is —dP'JpV^. ISTow assume 5=1, a~ h = 0, wlimcc ^ = 
dN/L). Finally let /i = l, a = b = 0, whence z==fxJl)Ypy the rtvi])- 
rocal of the Reynolds number. Those throe ratios (or tliroe 
others obtained by rearranging these three) may const it utc* tlie 
physically important dimensionless ratios sought, hut the actual 
significance of each must be determined experimentally. 

This technique is generally applicable. Tlie niimlK^r of 
independent dimensionless ratios in a givcni cas(^ is limitcMi to 
the number of independent exponents (three in th(i illustration 
given) shown by the method employed. If th(‘ c'cjiuitions sIk^v 
all exponents zero or incompatible, the original analysis is 
defective, usually due to error in choice of variables. 



^LOW OF FLUIDS 


77 


This result is equivalent to requiring that, in this case, the 
relation'* ** between the pressure drop due to friction and the 
operating variables be expressed as dN/D, 

DFp/yu) = 0, or, alternatively, 


- dP'lpT^ = 4>' (dN/D, DVp/ju ) . (10a) 


While this is the final result' obtainable by dimensional analysis 
alone, it is physically ohvious that, other things equal, friction 
■will be proportional to length of pipe, f.e., ~dP' must be directly 
proportional to d}/. It therefore follows that 


or, rearranging. 



( 102 )) 


Converting pressure drop into engineering units by dividing 
by g, 


, pV^dNjDVp 


This drop in pressure due to friction can be expressed as the 
friction loss by dividing by density, 


dp' Y^dNjDVp\ 


(lOc) 


This relation is frequently met as the so-called Fannirag equation : 




( 11 ) 


where2/==< 

While this analysis throws no light on the nature of the 
function / (or <^), it indicates that / is a unique function of 
DVp/ii, i.e., that, if one will plot / against J>Fp/^t, the points 
will fall on a single curve, no matter how diverse the relations 
between the independent variables involved. Figure 27 f is 


* To avoid confusion in dimensions, it will probably be best to use an 
absolute system of units at this point. 

t Plotted logarithmically because of the enormous range of the variables 
involved . 
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straiglit. 
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based on more tkan 1000 points, each representing the experi- 
mental results of a separate test.* The measurements were 
made by independent investigators or groups, using fluids whose 
densities varied 83,000 per cent, viscosities 375,000 per cent, 
velocities 160,000 per cent and pipe diameters 12,000 per cent. 
The maximum deviation of any of the points from the mean 
curve among them is about 5 per cent. Hesults such as this 
leave no doubt that the relation between the variables represented 
by this figure is fundamentally sound. 

Inspection of Fig. 27 shows that the curve representing the 
points is broken up into two distinct parts, a 4:5-deg. line at the 
left and a very flat portion at 
the right. One v^ojuld antici- 
pate that the differences in 
quantitative interrelations thus 
indicated would correspond to 
some fundamental physical 
difference in the nature of the flow. If one will conduct the flow in 
transparent tubes, using clear fluids in which dust particles are sus- 
pended to make visible the character of the motion, or, preferably, 
will introduce minute colored filaments of fluid at various points in 
the moving stream, the differences immediately become apparent 
to the eye. At low velocities corresponding to the 45-deg. line 
at the left of the diagram, each filanrent of liquid flows in a 
straight line, parallel to the axis of the tube, moving at progres- 
sively higher velocity as the center of the pipe i.s approached. 
At high velocities, in the fiat part of the curve, each indi\ndual 
filament travels in a sinusoidal path, developing irregular 
whirling eddies, unstable and yet continuously reforming. 
The former type of motion is called streamline or viscous, and the 
latter turhzilcnt. 

Streamline motion, as thus \dsually observed in a full tube at 
low velocities, obviously involves smooth slippage of one liquid 
layer past another, of the type postulated in the definition of 
viscosity already given; it should be amenable to quaiititati\"e 
treatment by the analysis there developed. However, two differ- 
ences must be faced. In the first place, the thin laminae of 
moving fiuid slipping past each other are not plane' ])nt cyliiidrical, 
so that their areas of contact vary fn^m ])oint to i)oint from the 

* Suet a plot is shown, in reference 6. The curves are shown in Tig. 27. 



Fig. 28. — A, streamline j&, 

turbulent flow. 
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center of the pipe; in the second place, the shearing force is not 
at the outer lamma alone, but is the result of the pressure 
, along the axis of the pipe, and is effective progressively 
over the vhole cross section. Consequently the fundamental 
elLtion for streamline how must be applied to pomt conditions. 
> the rate of shp is varying, one must replace uJL by dufdL , 
' this case becomes dufdr. Since both area and force 
radms, the whole equation must be differentiated. 


giyiag 




sal shell of fluid having radii 3 and r+-ir, and 
area of slip is 2^ AiV", the diff< 

1 du/dr). The force impelling th( 
sJP^ operating over the cross-sect 
g dr^AP' 2%r dr=d{fj2Tr ANdu, 

,/dr -hci. The constant ci must obviously disappear, 
at the center must be infinite. Again integrating, 
• 2 . Assuming no slip at the pipe wall, 'i.e., =0, this 

becomes 


^ (r-d' —r®) 


( 12 ) 


which is tie equation for relocity distribution, parabolic this case, 
shown in Kg. 28A. Since the volumetric rate of flow must he 

X r —ri , -7rri‘*(AP0 

^0 Six AAT 

and the average velocity V is qjirri^, 

V= — AP'ri^/SixAN (12(z)* 


* It is interesting to calculate the creraffc kinetic enerp for strearnhne flow 
in pipes. At the local radius r consider the fluid flowing through the smad 
annulus of thickness dr. By definition the local kinetic energy i.', dM u / f , 
where dM is the mass rate of flow through the annulus. In unit time 
mass of fluid flowing through this annulus is 2wr drup. The velocity dis- 
trihution is given by the parabolic relation: « =2V(r. -r j/r. , ot.tained 
from Eqs. 12 and 12o.._ Hence the corresponding kinetic energy is 

. dM (27rr dr up^w^ 

d(K.E.)=-2^ = 2^ 


and the integral of this expression, divided by the mass flowing through the 
entire cross section of the pipe, is the average kinetic energy per pound 
flowing: 
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i 

or 

--U>'=32p.VAN/DK ( 12 &) 

Converting to engineering units by dividing by g, and noting that —dp' 
equals p dF, 

^dj)'^pdF = Z2fxVdN/gD\ (12c) 

This equation is known as Poiseuille’s law. Its yalidity" has 
been established by careful extensive experimentation.* 

In the relation already developed dimensionally for this 
type of flow, dF JdN = 2JV^/gD, it was found experimentally 
that 2/ equals ap/DV p, wbere a is a universal constant. Sub- 
stituting this value of 2/, one obtains dF JdN =ap,V/gpD^ in 
contrast with dF /d}7 = S2pV/gpD^j as required by Poiseuille^s 
law. Clearly, the constant a must be 32. 

In other words, the two methods of approach to the problem 
of friction of flow give in this case identical results so long as 
the motion is streamline, with the exception tbat the dimensional 
approach, other than establishing the number of independent 
variables involved, leaves evaluation of the functional relations 
entirely to experimental determination, whereas the analytical 
method derives explicitly both, the functions and the constants 
involved in them in terms of the conditions of flow and the 
physical properties of the fluid. However, the analytical method 
has so far not proved effective in dealing with the problem of 
turbulent motion. 

Comparison of the relations for the two types of flow is instruc- 
tive. Thus, whereas in streamline flow pressure drop due to 
friction is proportional to viscosity, in. turbulent it is relatively 
independent of viscosity, indicating that in the latter slip of 
fluid layers past each other is not the major mechanism of energy 
dissipation. On the other hand, in streamline motion density 


K.E. _ Jci(K.E.) 
lb. irriWp 

gri^ \ 2 


8 72 /•ri 

dr’—Srih’^ dr-i~3ri^r^ di — dr) 
3ri8 ri^\ 

■ 4 6 8J/ g * 


This is the relation mentioned in the footnote on page 43. 

* This validity, especially in the case of small diameters and large pressure 
drops, confirms the assumption of no slip of the fluid past the solid pipe wall, 
since it is easily shown that in such case a small slip would greatly change 
inhueace of diameter on. flow. 
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is not a factor. Its presence to the first power in the turbulent 
equation, especially in connection with the appearance in that 
equation of V raised to the second power, points toward dissipa- 
tion of kinetic energy by impact of mixing elements of fluid as 
t^he probable source of energy degradation — a mechanism which 
analysis shows is clearly absent from, the other, type of flow. 
Transition from one type to the other must be mainly a matter 
of the relative importance of the different forms of loss. 

In streamline flow the ratio of the maximum velocity, which 
occurs . at the axis, to the average over the cross section, is 
found by comparing Eqs. 12 and 12a to be 3^. For turbulent 
flow, since the degree of turbulence or mixing increases with 
increase in the Reynolds number, the ratio increases 

as shown by, the curves of Fig. 17, page 51, based on experi- 
mentally determined data.^®^ 

Figure 27 shows that the nature of the motion and the extent 
of the friction in smooth pipes are determined by the dimension- 
less ratio nDV p/ IX, the so-called Reynolds number Re, This 
ratio is usually one of the fiirst things to evaluate in any study 
of fl.uid friction. It is found that the curve DC for streamline 
flow and the curve AB for turbulent motion are joined with a 
looped section, such as CB. This means that with a Reynolds 
number less than approximately 2100 (at C) the flow in long 
straight pipes is always streamline in character, and that at 
Reynolds numbers greater than, say, 3000 (at B) the flow is 
turbulent. The aone CB is a transition zone in which the flow 
is changing from one type to the other. Under some conditions 
streamline flow 'occurs at a Reynolds number greater than 
2100, and the looped section CB is displaced to the right, as 
shown, giving a wider dip in the critical region. At prew(uit no 
general rules are available regarding the location of thcj curve CB 
for various sets of conditions.* Because of these uncertaintif^s, 
it is recommended in design that calculations be based on 
BH' rather than on DC. The Reynolds number correspoiidiiig 
to C is called the ^Tower critical Reynolds number" and the 
corresponding linear velocity is called flhe ‘flower critical veloo 
ity." If the curve AB is extrapolated to the left, it intersects 
curve D at a Reynolds number of 1050; the corres|>onding linear 

*A revie'w of the experimental data in the critical region i.s given iu 
reference 8. 
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velocity was formerly termed a ^'critical velocity but is now 
called tlie ^fictitious critical velocity/’ since, as the velocity is 
gradually increased by small steps, streamline flow persists at 
least until C is .reached. 

When it is desired to predict the capacity of a given pipe line 
operating with a fixed pressure drop on a given fiuid, trial-and- 
error calculation is involved when using Fig. 27, since the 



Flo-. 29. — Chart for estimatiag rate of flow from pressure gradient. The ordi- 
nate py /X also equals 4qp/T7l)^X. 


unknown velocity occurs in both coordinates. This difficulty 
is avoided by replotting the data as the dimensionless ratio 
pV/X vs. the dimensionless ratio jOX/jlc, where X represents 
the term \/2g Dp^ dF/dJX, having net units of pounds per second 
per square foot. Figure 29 shows such a plot,"^ 

The striking relations just developed were based on certain 
assumed limitations; modification of these conditions cannot 
fail to introduce complications, particularly by the introducing 
"“Prepared from Fig. 27, noting that pV/X equals l/\/4/ and DX/p 
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of new independent 'variables. The cross section of the conduit 
is obviously significant. It is perhaps surprising, howevei; to 
find that the roughness of the surface is of importance in turbulent 
flow, particularly at high Reynolds numbers, but relatively 
slight in effect in streamline flow (see Fig. 27). Effort Las 
been made to correlate curves of / vs. Re on the basis of a rough- 
ness factor, assumed dimensionless, of the nature of the ratio 
of average depth of the surface irregularities to pipe diameter; 
but for design at present it is desirable to have data on pipes of 
the exact type to be used — ^if possible, of the same diameter 
range. Vhere such data plot consistently as / vs. Re, relatively 
few points are sufficient to establish over their range the special 
/-curve for the specific type in question. Figure 27 shows curve 
GH for pipes of steel and cast iron ranging from 1 to 4 in. in 
diameter. Because of the effect of relative roughness, for pipes 
of cast iron and steel, values of / for large pipes approach those 
of curve AB, and values of / for small pipes lie above curve 
GH* 


niustration 7. — It is planned to install a steel pipe line with, an inside 
diameter of 7.98 in. to transport 24,000 bhl. per day of oil having a viscosity 
of 60 centipoises. The line is to be 20- miles long, and the delivery end is 
to be 100 ft. higher than the intake, (a) Calculate the pressure drop due to 
friction, expressed as Ib./sq. in. (?>) If the overall efficiency of the pump is 
00 per cent, what will be the horsepower required? 

Bata. — One oil barrel contains 42 U.S. gal. or 5.62 cu. ft., and the oil 
weighs 56 Ib./cu. ft. 

Solution., a. The volumetric rate of flow q is 24,000(5.62)/(24)C3600) or 
1.562 cu. ft. /sec. Since S is ■(x/4) (7.98/12 ) 2 = 0.347 sq. ft., the average 
velocity is 1.562/0.347 = 4.50 ft. /sec. , ' Then DF p/^u is (7.98/12)(4.50) (56)/ 
(0.000672) (50) =5000, and, reading midway between curves AB and GII 
of Tig. 27, page 78, / is approximately 0.010. By Eq. 11, 


„ _4/iVy2 _ (4) (0.010) (20) (5280) (4.50) 2 
2gD (64.3) (7.98/12) 


= 1990 ft.db./lb. 


and the corresponding pressure drop is 1990(56)/144 = 775 Ib./sq. in. 

6. Since the line is so long, end losses and the creation of kinetic energy 
are negligible compared to 1990 + 100 = 2090 ft.-lb./lb. required to offiset 
friction and the change in elevation. The prime mover driving the pump 
would require 2090 (1.562) (56) /(550) (0.6) =553 hp. 

Effect of Heat' Transfer on Fluid Friction in Pipes. — Consider a long vertical 
pipe, the lower section being bare and the upper section provided with a 

Reference 9 gives detailed tables and charts for pipes of various commer- 
cial materials. See also reference 7. 
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steam jacket. Liquid, initially at room temperature, enters at constant 
rate at the bottom, and flows in streaml'ine motion in the nnheated section. 
As shown, on page 80, the velocity gradient will be parabolic in shape, as 
indicated by curve A of Fig. 30. When, this liquid enters the heated section, 
a temperature gradient will be established in the liquid, with a high tempera- 
ture near the wall and a low temperature at the axis. J^ear the wall, owing 
to the reduced viscosity, the layer of liquid in the heated section will flow 
more rapidly than in the unheated section. Since the total mass flow rate 
is the same at both, sections, some of the liquid from the center of the pipe 
must flow toward the heated wall. Hence the heating 
of the liquid develops a radial component of the 
velocity, distorting the parabola and giving a velocity 
gradient suc^ as curve B of Fig. 30.* 

Superimposed on the eflects just mentioned would 
be natural convection effects, i,e., flow of fluid due to 
differences in density. In a horizontal pipe the 
natural Convection effects would cause circulation in 
a vertical direction, which, combined with the hori- 
zontal component of velocity due to the flow through 
the pipe, tends to develop motion in forward-moving ■ 
spirals. The derivation of a general equation for 
predicting the friction loss accompanying nonisother- 
mal streamline flow is difficult, owipg to the com- 
plicated mechanisms involved, and at present the 
problem is handled empirically. Thus, when heating 
or cooling certain oils in a horizontal pipe, so long as DGr./fx is less than 
2100, the friction factor is given by the relation / = IT.fl/i'yZXr, in which F is 
taken at 



mJ! 


mr/ 


Fig. 30. 


V —t ” 0 / 4 ] 


(13) 


where tw is the temperature of the wall and t is the average or bulk tempera- 
ture uf the liquid, when mixed- Where the values of DGJim are above 2500, 
the observed values of / agree well with those read from curve AF of Fig. 27, 
provided the abscissas are considered to be DGf nr, where ju/ corresponds to 




(13a) 


Flow through Bends, Fittings, Etc . — It is usual to evaluate 
empirically the effects of bends and pipe fittings, such as elbows, 
valves, and the like, in terms of a flctitious equivalent length 
{JSfe) of straight pipe, of the diameter they are made to fit, 

^ If the liquid were cooled, a curve such as C (Fig. 30), would be obtained. 
For gases, since viscosity increases with increase in teinporature, heating 
would give results similar to curve <7, although the distortion of curve A 
would not be so marked for heating a gas as for cooling a liquid, since for 
gases the r^e of change of viscosity with temperature is norm ally much less 
than ; 
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wkich. would develop the same friction drop, and to add this 
equivalent length to the length of actual straight pipe. Values 
of the ratio JV./D are tabulated below. 

Table I. — N,/D Ratios fob Stawdarb Fittings (tor Turbulent Motion) 


90-deg. elbows: 

1 to 2H inL 

3 to 6 in 4:0 

7 to 10 in 50 

90-deg. curves, inside diameter unchanged : 

Radius of center-line curve = diameter of pipe 20 

Radius of center-line curve =2 to 8 diameters 10 

Square elboiv (intersection of two cylinders) . 50 

Globe valve: 

1 tO' 2)4 in 45 

3 to 6 in 00 

7 to 10 in 7'5 

Tees, 1 to 4 in., full-size branch. . . 60 


For streamline flow m standard 90-deg. elbows, as an approxima- 
tion Ne/D may be taken as i)0/25ju in the range of DG/p, from 
100 to lOOO; below DG/p of LO, Ne/D is 2.5. 

Friction Losses Accompanying Enlargements and Contraction 
in Cross Section, — Flow through orifices throws light on losses 

in head caused by sudden 
enlargement or contraction of 
section. The conditions of 
flow accompanying sudden^in- 
crease in pipe diameter (Pig. 
31) are clearly analogous to 
those beyond the throat of 
a rounded orifice or beyond the vena contraeta ' of a sharp- 
mouthed orifice, except for the character of the initial veloc- 
ity distribution. The losses are mainly due, not as in flow 
through pipes to a friction drag against the wall, but to the 
turbulence engendered by impact of the high-velocity stream into 
the pool of more slowly moving fluid beyond it. On this 
account, the energy thus dissipated must depend, again except 
for questions of velocity distribution, not on the absolute vcdoc-i- 
ties but on the difference in their initial and final values, Vi — 1 ^ 2 . 
Since the effect disappears in absence of a change in section, 
i.e., for Fi — F 2 — 0, one may assume for the moment that the 
relation can be expressed as a power function, 



Fig. 31 — Enlargement effects. 
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Por the special case of indefinitely large downstream sections, 
where Fg is negligible, the analysis of orifices makes it clear 
that all the upstream (in this case, throat or Tena contracta) 
kinetic energy, Vi^/2g, is dissipated in turbulence, since in this 
situation there can be no appreciable pressure difference between 
the point of minimum cross section of upstream and downstream 
points. The function given can reduce to this specific value 
only if c = l/2g and ri~2. The losses in sudden enlargement 
are therefore computed by 'the expression 


^ _(Fx~F2)^ 

Or, 


(14) 


The data to substantiate the use of this formula are unfortunately 
meager. It should not be depended upon outside the turbulent 
range, as this would certainly invalidate the assumption of 
'similarity of velocity distribution, on which it is based. Atten- 
tion is called to the fact that the expression can be written 

(14«> 


indicating that the fraction of the initial kinetic energy dissipated 
by turbulence is independent of its magnitude, but determined 
solely by the fractional enlargement of section. This is in 
accord with the suggested mechanism of loss. 

Upon substituting the enlargement loss into the Bernoulli 
equation, one obtains 


^ , [Vl 

- dp = t;«v.(pi-p2)= 2^ 1 ; 




= y(F2-Fi) (14b) 


from which it is clear that, since V 2 is always less than Ti, po 
will exceed pi. In other words, in spite' of the enlargement loss, 
the pressure rises, but the rise is less than if there had been no 
friction. Vhere" the upstream section is negligible compared 
with the downstream section, the enlargement loss is just equal 
to the upstream kinetic energy, and hence pi equals p 2 . 

For gradual enlargement of section, no general relation is 
available, but for turbulent flow of water in circular conical see- 
'tions (uniformly tapered) and for angles of divergence ^ between 
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the two sides of the section, ranging from 7.5 to 35 deg., the 
following equation has been recommended 


e = 3.5^tan0 


2(r 


(15) 



It will be noted that the correction factor to the expression for 
an equivalent sudden expansion is in the forna of a shape factor. 
For highly turbulent conditions it may still prove a good approxi- 
mation for other fluids. 

Loss in head on sudden contraction (Fig. 32) can be approached 
similarly. The action is analogous to that of a sharp-edged 
orifice placed at the point of contraction, beyond 
which the stream expands from the vena con- 
tracta, not to the upstream cross section Si, 
but only to that of the orifice itself, S^. Grant- 
ing high turbulence and large contraction, from 
the characteristics of orifices one would antici- 
pate that up to the vena contract a e.nergy dis- 
sipation would be slight. However, the area of the stream 
at this point is about 0.6 times that of the orifice. Dissipa- 
tion must therefore occur predominantly beyond this point, 
as an enlargement effect. This can be estimated by Eq. 14 as 
[(1/0.6) — 1]^ =0.44, or 44 per cent of the kinetic energy at the 
final section. The actual loss, experimentally determined, is 
for this limiting case a little higher than this,* about 50 per cent 
of the kinetic energy at the final section. It likewise is a function 
of the area ratio SitfSi; the loss is calc.ulated from the expression 

( 16 ) 


Fig. 32. — Con 
traction effects. 


where K, the fraction of the final kinetic-energy content that is 
dissipated, is the function of S 2 //S 1 shown in Fig. 33, experi- 
mentally determined, t 

These expressions are undoubtedly too general to be ultimately 
valid, as they show no correction for Reynolds number or its 

*The limited enlargement intMs case, relative to that in orifice (diainbers 
from which the coefficient 0.6 was derived, will certainly modify the orific<i 
performance, e.g., its coefficient of contraction, and render the abov(i 
estimate an approximation only. 

t The value of K is given closely by the expression K = 1 . 5(1 — r) /(3 — r), 
where r =82/^1. 
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equivalent- However, as long as conditions are decidedly^ turbu- 
lent, this factor may, as in friction in pipes, be of minor effect. 
In actual use Eq. 16 is combined with the Bernoulli equation, 
giving 





(Ida) 


and, since is always less than the right-hand side is always 
positive and pi will exceed p 2 . 

Overall Friction . — In calculating total friction through a 


system, it is usual to calculate the sMn friction by the Fanning 
equation or some modification of ^ ^ 

it, using the total length of 
straight pipe and adding to this ^4 
the' friction due to enlargements 
and contractions, fittings, etc. 0.3 
Prom this procedure one must K 
not conclude that these latter 0.2 
effects are localized at the points 
in question. Irregularities in flow ^ 

exist which extend far into the 


V 







“V 



i 


N 






A 






\ 

neighboring conduit of uniform 0 0.2 0.4 0,6 OB 1.0 

section. This effect is observed ^ 

V , J , Fig. 33 . — Factor for Eq. 16. 

both upstream and downstream 


for surprising distances. It is probably due to. irregular turbu- 
lence caused by the disturbance of the lines of flow. Because 
of it, dependable measurements of pressure gradients cannot be 
made in the neighborhood of irregularities in section. Thus 
it is a common rule in measuring pressure gradients for 
determining friction coefficients in conduits to measure pressures 
at points at least 50 diameters from bends or other sources of 
disturbance of the lines of flow. 

Pressure Change Due to Flow in Conduits . — The problem of 
calculating the pressure change due to steady flow in conduits of 
constant cross section arises so frequently that it will be con- 
sidered here. It will be recalled that the term d.F in the Fanning 
equation (dF =/ dl^ Y^/2gm) represents the friction loss that 
appeared in the Bernoulli equation written for a differential 
length dN of the conduit: 
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— vdp—dx -\ — 

(xg 

where a is one-half for isothermal streamline flow (page 81) 
and is nearly unity for turbulent motion. 

In the ease of liquids or gases flowing under conditions where 
the specific Tolnme and the friction factor change but little, 
average values may be taken for v and /, and integration from 
section 1 to section 2 gives 


P2) 




V2^-Vl^ 

2cig 


2gm 




(17) 


where N' is the length of straight pipe plus the equivalent 
length Ne of fittings (page 85) and 'ZFc and represent the 
friction losses due to contractions and enlargements in cross 
section. 

A. problem frequently met is the turbulent flow of gases and 
vapors under conditions where the fractional change in specific 
volume is large. Assuming the conduit to be horizontal, the 


T. ir ^ VdV JV^dN 

Bernoulli equation becomes —v up = ■ ^ H- 


Sinee the 
elimination 


ag ■ 2pm 

mass velocity G is constant and equals V/v, 

.-rr , .X. . , JGVdN 

of V and dV gives —v dp = — - — { -x — — Dividing through 

OLy ^gTri 

by to obtain separation of variables in the friction term gives 

dp Q^dvJG^dN ‘ 

— — * — 2g'm ' ^here the specific volume is i)ropor- 

tional to T/P, using a suitable gas constant P', v = K'TJp, and 
elimination of v from the first term gives 

-pdp_G^ dv.fG^ dN 


R'T 


ocgv 


2gm 


(18) 


If the temperature is approximately constant, /j, will vary hut 
little and f, which in the turbulent region changes v('ry slowly 
with large change in 4mG/p, will be substantial!/ ccmstant. 
Integration gives 


_G^ , vj2,U.G^Fr 
2(P'r)av. otg . 2gm 


( 18 a) 


In the rather rare case where fractional variation in R'T, i.e., 
in the pt;-product, is large, Eq. 18 is combined with the appro- 
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priate heat-transfer equation and the resulting equation is 
integrated, graphically or otherwise. 

Where v does not vary more than twofold, the equation — ^ = 

V 

Q2 JQ2 

voig ~'~^ ~ 2gYn ~' multiplied by v and integrated with little 

error by calling v constant in the last term^ giving 




cm 


In case the nature of the velooity gradient changes as the fluid flows 
through the conduit, it may be important to allow for variation in oc. For 
example, consider the case of streamline flow of a fluid in a horizontal pipe 
supplied from a large tank connected to the pipe by a well-rounded entrance. 
Owing to the shape of the entry, the velocity is substantially uniform and 
the kinetic energy is Y^f2g. After the fliuid flows a suflBcient distance* N 
through the pipe, the normal parabolic velocity gradient will he established, 
and the kinetie energy will be V^/g. Since the pressure drop is caused not 
only by the fluid friction but also by increase in kinetic energy from. V^J2g to 
V^Jg, the pressure drop will be higher than calculated from Poiseuille's law. 

Figure 34 ^^^) ig ^ plot of where pi is the pressure in the 

tank at the height of the center line of the pipe and p 2 is the pressure of the 
fluid at distance H from the entrance section. When the pipe is not level, 
the ordinates of Fig. 34 are 


pi— p2 , a:i— 

pr<‘/2g'^Vy2g 

where cci is the height of the axis of the entrance section above the datum 
plane and xz is the height of the center line at length N. 

Illustration 8. — Air is flowing at constant-weight rate inside the straight 
horizontal tubes of a cooler, at a mass velocity of 2 lb./(sec.)(sq. ft. of cross 
section). The air enters the tubes at 500 °F. and normal barometric pres- 
sure, and leaves at 180°P. The tubes have an actual inside diameter of 
2.00 in. and are 19 ft. long. Calculate (a) the pressure drop in the tubes, 
expressed as inches of water, and (?)) the overall pressure drop between 
upstream and downstream chambers, if these have cross sections twice 
those of the steel tubes. 

Solution, a. From Fig. 225, page 687, the viscosity ot air, expressed as 
lb./Csec.}(ft.), is 0.0000195 at 50O°F, and 0.0000141 at 180"’F. Since DG is 
(2/12)2, the values of Re —DG/u are 17,100 and 23,600, and, from Fig. 27, 

* According to Boussiiiesq, for a pipe with a rounded entrance, the length 
of straight pipe necessary to establish normal streamline flow’ is 0.065D 
(DG/pi). 
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page 78, the corresponding "values of / are 0.0077 and 0.0072, with = 
(0.0077 -1-0.0072) /2 = 0.0075. The hydraulic radius m == Z)/4 = f t. The 
average molecular weight of air is 29.0, i,e.y 29 lb. of air occupy 359 cu. ft. 


-Leff- hatnof--^ 
orN/ncries 


_ Righf hctnc^ 
orc/mcf-f-esL. 


0.01 0.02 0.05 0.04 0.05 0.06 ‘ 
N/D Hjul 

DG/ix, ■ D^e, 

Pio. 34. 


at 32®F. and normal atmospheric pressure. 


359/500+460 


) =24.1oa.ft./lb. 


Assuming that the final absolute pressure is substantially normal barometri 
pressure, 

y2 = (35^g)(64^g2) = 16.1 CU. ft./lb. 

= (24. 1 + 16.1 )/2 - 20.1. 

The values of v, V and G are illustrated by Fig. 35. 

?! 23 

I I II 


I V, = 4d2 
! V, = 24. /' 


V2.-J2.2J i Vj-/6J 


By Eq. 18b, 


. = I (0.0075) (1<3)(2)=>(20.1) 

. 32_20t>-l ^4.1)+ ^0(X724) 

0.993 +4.27 = 3.28 lb. /sq. ft. 
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or (3.28) (12/62-3) — 0.63 in. of water. In tMs case th.e pxessiire increase 
due to change in iinetic energy- in the tube was roughly 23 per cent of the 
pressure drop due to friction, or approximately 30 per cent of the net drop 
in pressure. HoweTer, the change .in kinetic energy is only 0.033 per cent 
of the net heat input: , 

Q=O.24(5OO-18O)+2?^r|^?I!=70.8 _o.0257 B.t.u./lb. 

6. The entrance loss Fc^KYi^j2g, and from Fig. 33, page 89, -K:=0.3, 
whence, by Eq. 16fl, page 89, 

KYi^ (48.2)2- (24.1)2 
'^2gva-v. (64.3) (24.1) 

+1501®) = = 1.571K/sq. ft. 

By Eq. 14i, page 87, 

7^2 - _ (16.1)2 -(32.2)2 

2gva.: 2p2;av. 64.3(16.1) 

-0.75+0.25 = -0.5 Ib./sq. ft. 


Summary 


Differences 

Lb./sq. ft. 

In. of water 

po — Pi = 1.12 -HO. 45 

pi — P2= —0.994-4.27 

P2~P3 ==-0.75-40.25 

4-1.57 

43.28 

-0.59 

40.301 

40-630 

-0.096 

Po — 3?3 

4.35 

0.835 





Since 1 atmosphere is equivalent to a pressure of 14.69(144) =2115 
Ib./sq. ft., little error was made in neglecting the change in p 'when calculat- 
ing vi. Assuming 500 air tubes, the volumetric rate of flow at the exit 
would be 500(3. 14) (1 /144) (32.2) =351 cu. ft. /sec. at normal pressure. With 
the fan at the exit, the power theoretically required would be 351 (4.35)/ 
550 =2-77 hp. 

Flow in Coaduits of Noiicirctilar Section. — Tor specific sections 
the integrations have been made for isothermal streamline flow 
(see page 94) y but general correlations are not available. For 
turbulent flow, the following quasi-enrpirical correlations have 
been found extremely useful. The only frictional drag on the 
flowing liquid as a whole must certainly occur at the wall of the 
conduit and be more or less proportional to the wall surface. 
This is proportional to the perimeter Z of the cross section times 
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the length dN of conduit under consideration. Since the amount 
flowing at a given velocity is proportional to the area of the cross 
section S, the frictional drag per unit amount flowing should be 
inversely proportional thereto. In other words, from the point 
of view of effect of shape of section, friction should be proportional 
to Z dN'/S. -For circular sections, this function reduces to 
2dN /r = AdN /D, It will be noted that dN/D does in fact occur 
in the equation developed for turbulent flow in circular pipes. 
The logical step is to generalize the friction equation by use of 
S/Z, the ratio of cross section to perimeter, called m, in place 
of D; the equation thus becomes dF/dN ==JV^f2gm, since for 
circular pipes m==D/4. The term Tnis called the mean hydraulic 
radius. For conduits with uniform cross section of the shapes 
ordinarily encountered, this equation is remarkably dependable 
as long as flow is turbulent. In evaluating/, the Heynolds num- 
ber may he written ‘Re — AmYp/ix^ and the resulting values may be 
used as abscissas in Fig. 27. As is to be anticipated from the 
above discussion, in flow of liquids through conduits only 
partially filled, only wetted perimeter and section actually filled 
with liquid are used in evaluating m. 

By a procedure similar to that used in obtaining Poiseuille^s 
law, equations have been derived for the friction loss due to 
isothermal streamline flow in variously shaped passages : 

Streamline Flow between Ininitely Broad Parallel Plates: 

. dF 

dN~~~p^ 


where a is the clearance. 

Streamline Flow in Square Cross Section, Side = y: 


dN f>gy^ 


{19a) 


It is noted that an equation of the type dF jdlS V j pgird- rovors 
the case of the circular cross section and the two cases given 
above, but that different values of /3 are required: 2.0, ,*^.0 aiirl 

* Since by definition m=^and 

which means that, for a giwen wl2, Re is independent of the crons sod ion 
filled by the flnid. The term wjZ, the mass-flow rate per unit perimeter, 
is sometimes designated by r, and hetice Pe=4:V j fi. 
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1.78, respectiv'eljr. In other words, the use of the hydraulic 
radius m would not permit the use of a fixed value of for the 
three shapes. 

Streamline Flov) in Annulus, Diameters 2)3 and 
dF_ 32mF 



While Fig. 27 applies directly only to flow through pipes of 
uniform, circular section, and while flow through many other 
forms of structure is extraordinarily complicated, there is one 
universal parallelism, namely, that, whatever the structure or 
flowing fluid, at velocities sufficiently low the friction is quantita- 
tively proportional to the velocity, while, as velocity is increased, 
a point is reached at which the resistance becomes approximately 
proportional to the square of the velocity. Furthermore, the 
point of transition is influenced as much by the viscosity and 
density of the fluid and the scale of the structure as by velocity 
itself, i.e.j is determined by a modified Beynolds number, 4mVp/ p, 
where m is an empirical ^'hydraulic radius, proportional to scale 
so long as shape of the resisting body remains unchanged. The 
transition in friction doubtless corresponds to a change from 
streamline to turbulent flow. If the channels are small, the 
pressure gradient necessary to maintain reasonable rates of flow 
maybe great enough to distort the structure (or even collapse it), 
masking the relations. If the channels are variable in size, 
transition from one type of flow to the other may be retarded. 
Usually, the quantitative relations must be determined experi- 
mentally for the case in question; sometimes this can be done by 
dimensional models. Cases in point include flow through porous 
solids, around staggered pipes, etc. 


Priction in Packed Towers. — An analysis analogous to that in the ease of 
fittings. indicates that friction losses due to flow of gases through beds of dry 
granular solids of uniform size, as in tubes packed with catalysts, may be 
estimated by the use of Fig. 36“^ and the modified Fanning equation 


dF _ ifT'Vo^ 
dN 


( 20 ) 


where F represents the friction loss, N the depth of packing, Lp the diam- 
eter of packing and Vo the superficial velocity of the gas, based on the cross 
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sectioa of the empty tower; f and f' are frietion factors and wall-effect 
factors (see Tig. 36); D represents the inside diameter of the tower. Since 
the equation is dimensionless, any consistent units may he employed. 

Inadequate data are available for the effect of the rate of flow of liquid 
over the packing, but the increased friction loss due to circulating liquid, 
expressed as per cent Y of the results given by Fig. 36, may be roughly 
estimated by the empirical equation F=3.3/i)y, where Dp is expressed in feet. 



Fig. 36. — ^Friction factors for gases flowing through beds of dry packings. 


For hollow packings the friction factors shown in Fig, 36, are multiplied 
by f" giveh by the relation f" = h/\/Dpy taking f' as 1. The factor b* 
is 0.069 for Taschig or Lessing rings and 0.038’ for Berl saddles. 

Friction Due to Fluid Flow I^ormal to Staggered Tubes. — Data for the 
turbulent flow of air at right angles to banks of staggered pipes are <*f>rre- 
lated^^ by the modified Fanning equation: 

F = r (2 ] ) 

where F represents the friction loss, n the number of rows over whicli the 
gas flows, Vm&x. the linear velocity based on the minimurn free cros.s section, 
p the gas density, ix the fluid viscosity and a the clearance hotweem atljaceiit 
pipes taken normal to the gas stream. The.se equations are based on 
aFmax.p/M ranging from 40 to 15,000, and a variety of arrangemoiit of ttibcH. 

For streamline flow, the data were correlated by the empirical dimension- 
less equation 

• * Based on data of A.. M. White, Trans. Amer. Inst Chem. Ena , 31, 

390-408 (1935). 
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where N' represents the depth of the tribe bank in the direction of fluid flow; 
De the equivalent diameter, equal to four times the free volume divided by 
the surface of the tubes; the viscosity taken at the temperature i', defined 
by Eq, 13 (page 35), the other factors are defined above. This equation is 
based on the flow of liquids at right angles to tube banks having tubes 
spaced at the apices of equilateral triangles, with p/^L ranging from 

1 to 100. 


KOMBNCLfATTJRJE 

Definition of Symbols (F.p.s. Engineering Units) 

A = surface, measured in direction of flow, sq. ft. 
a ■■ = clearance between parallel plates, ft. 

6 = = factor in the relation: / 

Cp ■ = specific heat at constant pressure, B.t.u./(lb.) (deg. F.)- 
Cv ■■ = specific heat at constant volume, B.t.u./ (lb.) (deg. F.). 
c, c'. Cl : = coefficient of discharge, dimensionless. 

Cc = = contraction coeflBcient. 

D - = inside diameter of circular pipe, ft. 

De= = equivalent diameter, ft. 

= diameter of packing, ft. 

= prefix, indicating difierential. 

= internal energy of fluid, ft. -lb. /lb. 

F, 2)F’ = =friction loss, ft.-lh./lb. 

Fc, Ftf! “friction loss due to sudden enlargements and contractions, 

, respectively, ft.-lb./lb. 

f “dimensionless friction factor in Fanning equation : 

f", ““factors in modified Fanning equation, dimensionless. 

G =mass velocity, lb/(sec.) (sq. ft. of cross section); G = w/aS. 
g = acceleration due to gravity, 32.17 ft./Csec.O (sec.). 

H, = difference in static head =»(pi— pz), ft. 

Hv = difference in static head, between upstream and vena sections. 
h^^hi =increase in enthalpy, ft.-lb./lb. 

J =mechanical equivalent of heat, 778 ft.-lb./B.t.u. 

= coefficient in contraction loss equation, dimensionless, 
^““dimensionless ratio, CpJCv. 

L, U =linear dimension, laj’-er thickness, respectively. 

ln=logarithm to the natural base e, equal to 2.303 times the loga- 
rithm to the base 10. 

JlifsKs average molecular weight of a perfect gas; mass, in dimensional 
analysis. 

??z=hydraulic radius, ft., equals cross section of stream, sq. ft., 
divided by wetted perimeter, ft. 

N =actual length of straight pipe or duct, ft. 
iVff = equivalent frictional length of fitting, ft. 

N' = depth of tube bank, ft. 
n = number. 
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p=absolute static pressxire, measured at the wall in a plane parallel 
to the direction of fluid flow, Ib./sq. ft.; pa is measured above 
normal atmospheric pressure. 

AF'=pressure drop due to friction, absolute units. 

Ap' —pressure drop due to friction, engineering units. 

Q=heat input from an external source, ft.-lb./lb. of fluid, 
g=volumetric rate of flow, cu. ft. /sec. = VS‘==w/jo ^wv. 

Rj fS'— gas constants, pv =RT fM ~ R'T, where R is 1543 ft.-lb./(Ib.-ruc>l) 
(deg. F. ab‘s.), or 1.985 B.t.u./(lb.-mol) (deg. P. abs.), 
abbreviation for Reynolds number, 47nVi>lfJi, dimensionless, 
r— radius of a chosen point, ft. 
ri = radius of circular pipe, ft. 

/S=cross section at right angles to axis of conduit, sq. ft. 

T ^absolute temperature, deg. F. abs. 
t'j t" —thermometric temperatures, deg. F. 

w=local (actual) velocity of a small fllament of fluid at a cho.sen 
point, ft. /sec. 

V =average linear velocity, ft. /sec. ^qJS ===tv/pS. 

7o= superficial velocity, based on the total cro.ss section, ft. /sec. 

specific volume, cu.,ft./lb. — 1/p. 

«;av.=average specific volume, cu. ft. /lb. 

IF=shaft work, gross work input from surroundings, ft.-Ih./ll>. 

Tr'= mechanical work imparted to the fluid from an f‘xt(‘rnal source 
ft.-lb./lb. 

t<;=mass rate of flow, lb. /sec. 

X=symboI representing the term , hiiving „et 

dimensions of lb. /(sec.) (sq. ft.), 
re— elevation or vertical distance above datum, ft. 

F— a function, 

2 /=width of weir, ft.; side of square, ft. 

Z=wetted perimeter, normal to direction of flow, ft. 

2 — a dimensionless ratio. 


Greek Symbols 

o!= alpha, dimensionless factor. 

/3=beta, angle of divergence, deg. 

F— gamma, mass rate of flow per unit wetted perirnfMer, ir Z 

<3 =prefix, indicating partial derivative. 

A = delta, prefix to indicate finite difference, 
theta, time. 

P=mu, absolute viscosity of fluid, lb. /(.sec. )fft .) = (■).(>00r>72 times vi.s. 

cosity in centipoises=0.0672 times visco.sit v iu noises 
7r=pi, 3.1415. ' . X • . 

= rho, fluid density, Ib./cu. ft.=l/t;. 

==sigma, a summation. 

T=tau, tractive force or ‘Viscous drag'"; r =p,4 du/dr, ft -ib /see = 
0=pn.i, function. ’ • 
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^ubscrij)ts 

1 refers to upstream sectioix. 

2 refers to downstream section, 
max. refers to maximum. 

c refers to a critical condition. 

O refers to gas. 

X refers to liquid. » 

O refers to orifice. 

s refers to a standard liquid. 

t refers to narrowest section of throat. 

V refers to 'vena contracta section. 

X refers to any liquid other than, the standard one. 
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CHAPTER IV 


FLOW OF HEAT 

Introduction. — Chemical reactions are accompanied by charac- 
teristic and unaYoidable heat effects; hence, in most problems 
in chemical engineering design, provision must be made for the 
satisfactory transference of the heat quantities. Furthermore, 
even in processes which involve practically no chemical changes, 
problems of heat transfer usually arise. The laws governing 
the flow of heat through bodies and from one body to another 
are therefore of great iniportance. 

Mechanism of Heat Transmission. — It is well understood that 
heat may flow by three mechanisms: 

1. Conduction is the transfer of heat from one part of a body 
to another part of the same body, or from one body to another in 
physical contact with it, without appreciable displacement of the 
particles of the body. 

2. Convection is the transfer of heat from one point to another 
within a fluid, gas or liquid, by the mixing of one portion of the 
fluid with another. The motion of the fluid may be entirely 
the result of differences in density resulting from the temperature 
differences, as in natural convection; or the motion may be 
produced by mechanical means, as in forced convection. 

3. Radiation . — A hot body gives off heat in the form of radiant 
energy which is emitted in all directions. When this energy 
strikes another body, part is reflected. Part may be transmitted 
unchanged through the body, depending on its degree of opacity. 
The remainder is absorbed and quantitatively transformed into 
heat.* 


PART I. CONDDCriOIT 

In ,the majority of cases arising in engineering practice, 
heat flows from some medium into and through a solid retaining 


* Except in the cases where photochemical reactions are induced, or 
energy is consumed in other special ways. 
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■wall and out into another medium. The flow through each is, 
therefore, but one step in a more complicated process, and the 
resistance o:hered by the retaining wall is only one of a series of 
resistances. The necessity for a clear insight into the mechanism 
of this process is obvious, and the ability to apply constructiTely 
a knowledge of it to many problems cannot be attained until 
the character and signihcan.ce of each of the individual steps 
involved are studied and appreciated. 

A.. Flow through Homogen'eoxjs Solids 


Fourier’s Law. — Consider a solid body, such as a rod, hot 
at one end and cold at the other, protected in some way against 
heat losses from the sides. There will be a flow of heat along 
this body from the high to the low temperature end, accompanied 
by a progressive drop in temperature in the direction of the length 
L. Consider a section across the body at some point, at right 
angles to its length and the direction of how of the heat. Call 
the area of the cross s.ection at this particular point A. In the 
differential time interval dd, an amount of heat dQ will flow 
through this section. The fundamental law of conduction is 
that the rate of heat flow, or heat current, dQ Jdd, is proportional 
to the area of cross section A and to the temperature gradient 
—dtfdL, both taken at the point. The proportionality factor h 
is called the thermal conductivity, defined by the equation 


d9 



( 1 ) 


The differential equation is ^general for unidirectional conduc- 
tion."*' In this text h will be expressedt as 


B.t.u. 

(Hr,)(sq. ft.) (deg. F./ft.) 


(B.t.u.)(hr).-Hft.)"Hcieg. F.)-h 


It is found experimentally that for a given isotropic substance 
the thermal conductivity depends essentially on its temperature. J 


* Both. Beat current and temperature gradient are "vectors and may be 
eompounded in the usual way, 

t Pactors to convert values from, one set of -units to another are shown 
on p. 697. 

X Por perfect gases, pressure is without effect (except at very bigh vacua) 
despite changes in density. However, for most substances, tiie thermal 
conductivity rises as tke pressure is increased above atmospheric. 
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Furthermoxe, except for cextstin special cases, the conductivity 
changes relatively slowly -with the temperature. Since the 
accuracy of measuring conductivities is not high, it is usually 
satisfactory to express the conductivity as a linear function of 
the temperature. A substance may have a definite conductivity 
even though the substance itself is not homogeneous, e.g., con- 
crete of a definite composition and structure. Furthermore, 
the conductivity does not depend on composition alone but also 
on structure. For example, the porosity influences the con- 
ductivity very greatly. Small amounts of impurities may affect 
it suljstaiitially ; particularly in the case of metals this may result 
in serious uncertainties. For different substances the thermal 
conductivity differs greatly (pages 694 to 697), the value of Ic for 
copper being approximately 10,000 times that for cork. 

Thermal Conduction in the Steady State , — Steady conditions of 
heat flow, under which a constant q^uantity of heat passes each 
section of path per unit of time and the temperature at each 
point in the system remains unchanged, will be first discussed. 
Since the rate of heat flow is constant, independent of time, 
dQ/dd- is identical with Q/9, frequently designated by g, and 
Eq. 1 becomes 

q = —kA dt/dL. 

Rewriting Eq. la in the form 

q dL/A ~-k dt, (lb) 

it follows that the equation is separated into one expression 
involving as variables only the shape and dimensions of the body 
and into a second expression involving only functions of its 
temperature- Given the dimensions of the body and k as a 
function of t, integration is immediately possible. Where 
k is linear with the temperature, 

where is the value of k at the arithmetic-mean temperature, 
(fi+t 2 ')/ 2 . The integral of dL/A must be evaluated for the 
specific ease. Frequently, it is convenient to call it {Lo-Li) 
or simply in which a proper value of is employed. 

Mathematically expressed 
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■^av. 


(10 


where A represeats the temperatare differeace h—h. Equatioa 
Ic is often written 


fca v.-^l a.v. 

Tj 1j j Tbav.ri av. 


( 2 ) 


rhe proper vsilue of is readily obtained by integration of the 
term dLJA, solving for by means of Eq. 2. When the cross 



section A is constant, as in flow of heat through flat walls, Eq. 2 
reduces to 

g=fcav.AA/Z/, ■ (3) 

Equation S is the simplest form of the conduction law and is 
frequently given as the formal expression of the law itself, 
rather than the differential equation, from which it is derived 
for this special case. 

Where heat is flowing through the sides of a closed cylindrical 
body of circular section, as in lagged pipes or insulated wires, 
the direction of flow being at all points radial and perpendicular 
to the axis, the cross section of the path is proportional to the 
distance from the center of the cylinder. Considering the flow 
through a section of thickness dL (Eig. 37) at a distance L from 
the center, the cross section of path A equals ^ttLN, where N 
is the length of the cylinder. Substituting and integrating Eq, 
Ic gives 

1 In L,i_ L^ — Li 
2TrN ” Lx A„. 
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or 

^ ^irN (Lj2 — ^2 A-i u4-2 , 

In. (L 2 /L 1 ) lne(^ 2 Mi) 2.3 logioCAsMi)’ ' 

Tor cylinders of circular cross section the rule is exact; for 
elliptical sections the equation may be used as an approximation, 
but for rectangular forms other more exact expressions haTe been 
determined. * 

Equation 4 requires that the average area of cross section, 
through which the heat is flowing in such a case, be computed 
by dividing the difference of the external and internal areas by 
the natural logarithm of their ratio. The average of two 
quantities obtained in this way is called their logarithmic mean 
and is, as will later appear, frequently used in problems On the 
flow of heat. It should be noted that the arithmetic mean of 
the areas • 

. _Ai’-jrA2 
2 

gives a value lor the average area differing from that of the 
logarithmic mean by not more than 4 per cent when the value 
of the expression A 2 /A 1 is 2 or less, an accuracy considered 
sufS-cient for most problems in heat flow. 

B. Potential Contcept — Conduction through Sevehad 
Solids in Series 

Many transformations of both matter and energy can be con- 
ceived as controlled by two factors, one a potential and the other 
a resistance, the rate being in general proportional to the quotient 
of the two. Inasmuch as the direction of transformation is 
controlled by the potential, the condition of equilibrium is zero 
potential difference. The application to electrical phenomena is 
familiar; electricity does not flow except under a potential 
difference,The direction of flow is determined by it, and the rate 
of flow, i.e., the current, is proportional to it. Similarly, tem- 
perature is the potential function of heat. Heat will not pass 
from one body to another, or from one point to another, except 
under the influence of a temperature difference. The direction 
of flow is determined by the sign of the temperature difference, 

* Heference 1 at end of cliapter. 
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and tlie rate of flow of heat is proportional to its magnitude. 
Equation 2 for steady conduction may be written as 


q =A/R 


( 6 ) 


« = 


Ai+A2+-As _ 

Ri‘^R2 Hh-Ks 


2A 


(Xy&a,v.-^av.) l“f" 


2-h {L/ki,yr.At, 

_SA 

ZR 


(7) 


where the individual resistance term R represents the ratio 
L/Qc^^A^^y Where heat is conducted at a rate’ q through a 
multiple wall, e.g., the solids a, 2), and c 
(rig. 38), writing, Eq. 6 for each resist- 
ance gives 

Ai = qRi, A2^qR2, 

By addition, noting that the sum of the 
individual temperature differences equals 
the overall temperature dijfference 2A, 
one obtains 



where is the overall resistance. In other words, thermal 
resistances, like electrical, are additive. 


C. Enow FROM Solid to Solid 

When heat passes through a surface from one solid^ to another 
in good contact with it, it is probable that at the boundary no 
temperature drop is found. However, this requires perfect 
contact between the solids, and also the absence of gases or vacant 
spaces caused by blowholes, bubbles, rough surfaces, etc., which 
are very likely to be present where two solids are brought 
together. Even traces of poorly conducting material between 
metals, such as oxide films on the surface, will cause abrupt 
drops in the temperature. It is usually impossible to estimate 
the thickness of such films, but their effects may be serious. 
In order to allow for the conductivity of the nrortai bond in 
brick walls, for example, an experimental wall is generally made 
up in the laboratory and the heat loss determined. The resulting 
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conductivity of the type of wall in question thus includes the 
conductivity of the mortar. 

lUustiation 1. — The -vertical flat walls of the combustion chamher of a 
furnace consist of in. of refractory = 0. 75, 3 in. of insulation = 0.08, 
and H in. of steel fcav. = 26. The average surface temperatures of the inner 
face of the refractory and the outer face of the steel are 2000 and 220°P., 
respectively. 

* . Calculate (a) the heat loss expressed as B.t.u. per hour per square foot, 
and (i) the temperature at the cold side of the refractory. 

Solution, a. Using the resistance concept, Eq. 7, 

q SA. 2000—220 

L \ , / L \ “ 0.625 0.25 0.021' 

.Ky.)b\K^rJo 0.75 ^0.08“^ 26 

yon 

^=450 B.t.u./(hr.) (sq. ft.). 

6. The temperature drop through the refractory is 1780 (0.833/3.96) or 
375°F., and hence the cold side of the refractory is at a temperature of 
2000 less 375°P. or 1625 °F. 

PART n. CONVECnOU 

A. Heat Exchan&e between Solids and Fluids (Liquids 
AND Gases) 

The inteichange of heat between a fluid nnd a solid surface 
with which it is in immediate contact is an engineering problem 
of major importance. It can be mastered only in the light of 
clear concepts of the mechanisms involved, but even so the 
extraordinary complexity of the interrelationships is at first 
discouraging. However, there is no other major held in which 
methods of engineering calculations and design have made 
greater progress during recent years, owing largely to extensive 
use of the methods of dimensional analysis. 

Let AB he the fixed interfacial surface of contact between a 
solid (r and a fluid EF, flowing parallel to the surface (Fig. 39) 
without change in state. Assume steady conditions and the 
temperature of the wall at C equal to ttc) hotter tlian the fluid. 
Heat must be flowing from the wall into the fluid. In conse- 
quence, there must be a temperature rise of the fluid in tlie 
direction EF, resulting in change of fluid properties and hence 
probably in modification of heat exchange between wall and 
fluid. 
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To avoid tlie complication tMs causes in the analysis of the 
problems, first limit consideration, to the differential interfacial 
area dA in the immediate neighborhood of a given point on the 
contact surface. Clearly, heat exchange between surface and 
fluid at this point will be determined, other things being equal, 
by the surface temperature ty,, irrespective of the mechanism 
hy which this temperature is maintained by energy supply from 
the left of surface AB. The conventional approach is to assume 
that the corresponding dififerential rate of 
flow of heat between solid surface and 
fluid can be expressed hy the equation 

dq=h(tw^t) dA = }iA dA, ( 8 ) 

better written dq/dA=7iA, treating the 
differential coefficient dq/dA (i.e., the cur- 
rent density, or rate of heat flow per unit 
contact area) as a single quantity. The 
numerical value of the coefiGlcient h must 
ultimately be deter nained experimentally. 

Because it is based on interfacial contact 
area, h is called the surface or film coejSS.- 
cient of heat transfer. Since in the practical problem there is 
usually more than one such interfacial surface, it is often called 
the individual coeflicient. It is designated point or local coejBfi- 
cient to distinguish it from averaged coefficients often employed. 
In the following, h is always expressed in B.t.u./ (hr.) (sq. ft. of 
contact surface) (deg. T. temperature difference between surface 
of the solid wall and the fluid). The equation is frequently written 

(9) 

but this fails to emphasize the fact that it is limited to point 
conditions. 

Study of the equation in the light of the conditions symbolized 
in Fig. 39 makes it clear that the numerical value of t and hence 
also of A is uncertain because of the necessary existence, along 
the normal CD, of some sort of temperature gradient in the fluid, 
which must be hot next the wall and progressively colder farther 
from it. In any event, t must be some sort of average fluid 
temperature, but specific choice is arbitrary, since such choice will 


A 
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merely define h. Tiie engineer is nsually interested in the total 
net effect of fiow on the fluid flowing through a given equipment, 
or up to a given point in it, and this depends on the temperature 
that the fluid will possess if allowed to discharge from the equip- 
ment at the point in question and then mix thoroughly. This is 
defined as the hulh temperature of the flowing fluid L Unless 
otherwise specifically stated, the fluid temperature used in Eq. S, 
and hence in defining A, is 1 

At the variable distance L along the normal CD, let u, p, C^ and C repre- 
sent the fluid velocity, density, specific heat and temperature, respectively, 
and dS the differential cross-sectional area normal to the direction of fluid 

flow. Since q total mass rate of flow past the 

plane of CD, the hulk temperature t is defined by the relation in which T 

represents the general variable temperature, To is an 'arbitrarily selected 
base temperature for calculation of enthalpies, and Li is the total width of 
the fluid stream. Where variation of p and C^ over the section are negligible, 
the above equation reduces to 

i dS == djS. (10c) 

Jl =»o =0 ■ 

The bulk temperature is readily measured experimentally by allowing the 
fluid to discharge adiabatic ally, determining its temperature after complete 
mixing. 

It. is clear that in the practical engineering problem one will 
usually be forced to integrate the equation dq/dA=hA in the 
direction parallel to the surface of contact, over the range of 
changing couditions of temperature and fiuid properties involved. 
Eurthermore, the integration must be made in. the light of the 
influeace on operating conditions of the source of the energy 
supply to the contact surface. In the following, discussion of 
this step of integration is preceded by analysis of point conditions 
for certain important cases. For others, however, point condi- 
tions are* so completely determined by the history of the fluid 
at other points of the contact surface that segregation of the two 
steps of analysis loses utility; in these cases, the whole treatment 
is given under the second heading. 
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InUnence of Point Conditions on h 

'Film Concept. — It must be kept in mind that, when a liquid or 
a gas is in contact witli a solid^ there is strong evidence to sho’r 
the presence of a relatively sloTvly moving film* of fluid on the 
surface of the solid, a film which becomes thinner as the velocity 
of the fluid parallel to the surface increases. Through such a 
film, heat can be transmitted by conduction only, although once 
the heat has penetrated the film the hot molecules are picked 
up and carried away mechanically by the Girling motion of 
the main body of the fluid, i.e,, the transfer is then mainly a 
matter of convection^\ Since most liquids and gases are exceed- 
ingly poor conductors of heat, one finds a large resistance to 
heat flow at the boundary of a fluid and a solid, and also at the 
boundary of a liquid and a gas. 

From the mechanism of the transmission, it is not surprising 
that the coefficient Ji is by no means constant, even for a given 
fluid, but is a complex function of a number of variables such as 
the physical properties of the fluid, the nature and shape of the 
solid surface, and the velocity of the fluid past the solid boundary. 
In cases of engineering importance, h varies for different fluids 
over 20,000-fold. Frequently, the capacity of heat-transfer 
apparatus is limited by the thermal resistances of the fluid films 
rather than by that of the retaining wall, and hence the magni- 
tudes of the individual film resistances become controlling 
factors in the si^e of apparatus needed for a given heat-trans- 
mission capacity. In all attempts to reduce the boundary 
resistance between fluid and solid, experience has proved that 
the most effective means are those tending to reduce the thick- 
ness of the surface film. Thus a rapid movement of the body 
of the liquid or gas past the surface can greatly reduce the resist- 
ance by reducing the thickness of the insulating film of fluid. 

Fluids in Circular Pipes. — The general approach can best 
be appreciated by considering a specific case, that of fluids 

See chapter on Fluid Filins, and Figs. 6 and 7, pp. 35 and 36. 

t Actually the resistance 1/fe equals the sum of the conduetion resistance 
L/k of the true film and the thermal resistaace R' of the fluid lying outside 
the true film. If desired, h may be visualized as equal to k/B, where B is 
the so-called ‘^effective'’ or ‘^fictwe’' thickness of the film. Except where 
W is negligible compared with LJk, B exceeds L. 
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flowing througli pipes of circular section. One ■wishes to be able 
to determine the density of the heat current, dq/dA. This will 
certainly be influenced by temperature difference and, in view 
of the film concept, by the absolute thermal conductivity h of 
the fluid. It will likewise depend upon factors influencing the 
character of flow:* diameter D, density p, velocity u and viscosity 
ju. Furthermore, the heat-carrying capacity of a given quantity 
of the moving fluid must be relevant. This is clearly proportional 
to its specific heat C. It seems unsafe to omit any one of these 
factors from consideration, despite the fact that their number 
. apparently involves complication to the point of confusion. 

However, the problem can be simplified by preliminary 
analysis. In the first place, the total effect of dq/dA and A“ 
has been arbitrarily expressed as h=dq/A dA, so that Ji may be 
chosen as a single factor combining all effects of these two. 
Since temperature varies across the section, there is corresponding 
variation in the properties of the fluid, particularly p and 
Friction induces a similar variation in u (see page 79). One 
must therefore decide what values of all these variables to 
employ. However, it is not unlikely that at least the major 
effect of velocity and density may be expressed in terms of their 
product, the mass velocity. Q=pu {e.g., as they appear in the 
Reynolds number), .thus eliminating all uncertainty as to the 
value of p and ix to be ' employed, f This reduces the assumed 
ultimate variables to the following list: h, D, G, C, ji and k. 
Upon applying dimensional analysis, as shown on page 75, one 
finds that three dimensionless ratios are involved. Tor the case 
under discussion, the ratios usually chosen are DG/p, Cix/k and, 
for ^ the third, h/CG or hD/k, the last equaling the product of 
the other three. The group Cix/h is called the Prandtl number. 

If one wishes to use these ratios as the independent variables 
in the attempt to correlate experimental data, one is immediately 
faced with uncertainty as to the value of p, to be employed, 
varying as it does with the temperature of the fiuid, which in 
turn varies across any given section of the pipe.f This difficulty 

* Pressure and temperature are probably ^vithout effect except as they 
influence properties of the fluid. 

t Variation, in fs is further discussed below. 

J Variation in C and fc due to radial temperature gradient is a theoretical 
difficulty, but almost silways too small munerically to be siguificaat. 
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can be met in part by choice of experimental conditions of low 
temperature difierence to minimize variation in temperature 
and hence in viscosity, but a radial temperature gradient is 
inseparable from heat flow. However, in view of the mechanism 
of heat exchange which has been presented, one^ would expect 
as the major effect of viscosity its influence on the thickness of 
the film. This in turn should depend largely on the viscosity 
of the film itself. This is still not specific because of the tem- 
perature gradient through the film, but use 'of an average film 
viscosity /x/, corresponding to arithmetic-mean temperature 
between that of the wall and the bulk of the flowing fiuid, cannot 
be far in error. 

When the mass of data available is analyzed on this basis, 
an extraordinarily effective correlation is discovered, which 
can be given the empirical form 

'-2 ( 11 ) 

This remarkable equation enables one to calculate for a given 
set of conditions a value of h that shows a maximum deviation 
from the most carefully collected data of various investigators 
of perhaps 50 per cent and a probable error of roughly one-third 
as much. This is all the more striking when one remembers that 
h varies over a thousand-fold from case to case, the Reynolds 
number one-hundred-fold, the Praudtl number forty-fold, and 
pipe diameter twelvefold. It is conveniently used in graphical 
form and is plotted as curve A C on Fig. 40. 

The equation is unfortunately often inconvenient in use 
where wall temperature is the unknown sought). If one wnll 
use in the formula, instead of /x/, the viscosity ju, corresponding 
to the bulk temperature of the fluid, one will obviously compute 
a value of h that is too high if the fluid is being cooled and too low 
if heated. An attempt has been made to compensate for this 
by modification of the function, writing 

(;i/(7p<?)C<7pA4/fc)--0.023(i)(?//x)-°-^ (12) 

where r^ = 0.6 if the fluid is being heated and n — 0,'7 if it is being 
cooled. This equation gives satisfactory correlation if the ratio 
of the film viscosity to the main-body viscosity does not differ 
too greatly from unity. For jlx/Zjlx outside the range, Eq. 11 is 
more dependable, although even in such cases Eq. 12 may be 
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used for preliminary orientation. Upon multiplying both sides 
of Eq. 12 by DC Jix, one obtains the familiar form 

QiD/h) (C^ix/ky-^ =0.023 (DC/fi) (12a) 

However, one must not lose sight of the limitations of these 
equations for turbulent flow, where Re exceeds 2100.’®' Elnowl- 
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Figs-. 40. — Heating and cooling of fluids by forced convection (and conduction). 

edge of the true surface temperature of the wall is assumed. 
They have no corrections for end effects, and are probably in 
error when applied to very short tubes. These equations are 
based on results for smooth tubes, and the effect of surface 
roughness is uncertain. Even more important, they apply 
strictly only to a given cross section of a tube and must be 
integrated or averaged when used for the tube as a whole. 

Tor the common gases the physical properties involved in 
this equation are so related that for them Eqs. 11 and 12 may 

In the neighborhood of the critical value of the Reynolds number, 
irregularities develop which are discussed on pp. 123 to 130. .r 
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be simplified to giTe the following dimensional equation : 

(126) 

Tor water at ordinary temperatnres, Eq. 12 may be simplified to 
the dimensional equation 

. /i=160(l-h0.' (12c) 

where t represents the. -.average water temperature in degrees 
Fahrenheit; Vs the average water velocity in feet per secoTid, 
based on a density of 62.3 lb. per eu. ft.,* D' the actual inside 
diameter, expressed in inches; and as, usual, h is expressed in 
B.t.u./(hr.) (sq. ft. of inside surface) (deg. F.). 

Analogy between Heat Transfer and Friction. — ^Extensive 
theoretical study of the relation between heat transfer and 
friction has led various investigators to conclude that hJCG 
should be proportional to the friction factor f and some function 
of the exact form of the latter being in doubt. Indeed, 

inspection of Eq. 11 shows that h/CG is inversely proportional 
to the 0.2 power of Rej and study of Fig. 27, page 78, indicates 
that, in the range of turbulence, / falls off with increase in Ee 
at about the same rate, an approximate empirical equation for 
the friction factor being J = 0.046Z2e/“®-^. Substituting in Eq. 11 

gives ^2) 

(11c) 

Flow of Liquid in Layer Form Ee> 2100.^ — Instead of allow- 
ing the liquid to fill the pipe, it is often advantageous to allow 
the liquid to flow by gravity in layer form down the inside or 
outside wall of a vertical pipe. Where the layer flows in turbu- 
lent motion, ^.e., where Re exceeds, say, 2100, one would expect 
Eq. lla to apply, and comparison with data*^^-^^ shows that this 
is a fair approximation. It will he recalled that the Reynolds 
number based on film viscosity is 4wG//x/, that the mass velocity 
equals w/B and that the hydraulic radius m equals S/p', where 
p' is the wetted perimeter. Hence Re/ equals Aw/p'/uf, ordinarily 
written AT/pf^ where T represents the ratio w/p'. Therefore, 
with a given film viscosity, mass-flow rate and wetted perimeter, 
Rcf is the same regardless of whether or not the pipe is fulL 

That is, y* = Gf/ (3600 X 62.3). 
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Since for turbulent flow the relation between the friction factor 
and the Reynolds number is approximately the same both for 
full pipes and for flow in layer form down vertical walls, the right- 
hand side of Eq. 11a will be the same in both cases. Because 
the physical properties 0 iJ>f and. h are the same, it is clear from 
Eq. 11a that the values of h/G will be the same in both cases. 
Since the cross section S of the fluid stream is less for flow in 
layer form than when the pip© is full, the mass velocity {G ==u^/>S») 
and consequently the coefficient of heat transfer between. pipe 
wall and fluid is greater for flow in layer form. ' As the mass-- 
flow rate w is increased, this advantage gradually disappears. 

Since in the falling-film case the friction loss equals the tube 
height, the Panning equation reduces io fG^J =2gm. Noting 
that G equals w/^ and that m equals /S/p', one obtains 



This equation will break down as G approaches, 4^y/7rD2. The 
heat-transfer coefficients predicted by combining Eqs. 11a and 
111 
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agree satisfactorily with experimental for heating water 

flowing at Reynolds numbers ranging from 3000 to 60,000 down 
the vertical walls of a clean 2-in. pipe Since f is approximately 
proportional to ( 4 r//z /)“^-2 should be proportional to F^-^. 

The analytical and experimental study of heat interchange 
between homogeneous fluids inside pipes and pipe wall lias been 
far more extensive than for other types of contact of -fluid and 
solid. The problems involved in these latter will probably be 
solved ultimately by methods analogous to those just presented. 
Meanwhile, one must use the best approximations available, 
even though these may not be so dependable as oii(i would desire. 
The following is a summary of what is considered to represent 
best engineering practice at the present time. 

Flow of Liquids and Gases Outside and Parallel to Tubes. — 
Few data are available fox these conditions, but, as would be 

* In. evaluating g, one should remember to use the same unit of time as 
employed in evaluating G, w and r. 
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expected by analogy tie case of flow inside tubes, the data 
for iicrhulent flow in the annular spaces between concentric pipes 
are approximated by using the relations for turbulent flow inside 
tubes, with D interpreted as an equivalent diameter equal to 
four tiines the hydraulic radius -(page 94). 

Flaw normal to Tubes. — Data for single tubes are of value 
in connection with the interpretation of pyrometer readings 
obtained with the gas and surroundings at unequal temperatures 
(page 163), Curve GH of Fig. 40 shows the recommended 
relation for the heating or cooling of gases flowing normal to a 
single fube. For air at ordinary temperatures, and with DG/pi/ 
above 1000, a simplified dimensional equation is # 

(13) 

Data for the important case of the heating or cooling of a gas 
or liquid flowing normal to a bank of staggered tvbes are tentatively 
correlated ^ 2 ) ]yj curve JK oi Fig. 40, page 112, in terms of 
dimensionless ratios. For air flowing normal to a bank of 
staggered tubes, an approximate dimensional equation^ is 

(14) 

where T represents gas (not film) temperature in degrees Fahren- 
heit absolute, is expressed in pounds per second per square 
foot of minimum cross section, and is in inches. 

Other cases are discussed later. 

Overall Coefficients. — In case of interchange of heat between 
a fluid and a solid through an interfacial surface, the heat current 
is frequently maintained by flow through a second interface 
from or into a second fluid, as shown diagrammatically in Fig. 
41. D represents the cross section of the solid wall separating 
the fluids. F is the main body of the fluid receiving heat and E 
the surface film of this fluid- The temperature gradient normal 
to the surface at the point in question is indicated. The bulk 
temperature of the colder fluid is f?, although parts of it are at 
the somewhat lower temperature, The colder side of the wall 
is at ^ 5 . However, the continuous loss of heat from the wall 
surface demands a corresponding supply which is maintained by 
the temperature drop, through the solid wall. Consider- 

ing a differential area dA of the wall surface beneath the fluid 
film E, the corresponding heat current dq equals h' dA A, where 
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A^U—h. Similarly, this same heat current must be given by 
the equation dq==k dA A^L, where k is the conductivity of the 
wall, L its thickness anA dA' its average area of cross section 
(see page 104), and A'=^ 4 — Similarly, the film coefficient 
of the fluid at the left of the wall being designated by A" and the 
corresponding area as cZA", one may write dq=-N' A'\ 
where A"— iSo— Solving these equations for the individual 
temperature drops and adding the equations, noting that the same 
heat current flows through the various parts of the path, gives 


E, FJuJd 

fj'fm J ^ 



Fig. 41. — Diagram illustrating temperature gradients in. transferring heat from 
fluid A through, th© wall D to fluid F. 


where Ao equals the overall-temperature, 
difference to — h, and liJR equals the total resistance, SjF2 = 
(IJhI d A) {L/k d A'') A {'L/h" dA^'^. Indeed, assuming the 
existence of a deposit € (e.g., a film of corrosion products or 
scale), granting that it has .the conductivity and thickness 
Lsy its resistance LJks cZA", can be added into the total, giving: 



Instead of dealing with the total resistance, its reciprocal can 
be treated as a conductance U dA, whence 


dq=UdA Ac. (15a) 

The overall coefficient of heat transmission f7 for a case of this 
type is defined by the equation: 


dA=Xil/h dA)A-'E{L/k dA) . (156) 

where the indicated summation involved the addition of all 
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thermal resistances in the path of flow of the heat. Frequently, 
e.g., where wall thickness is small compared with diameter, the 
relative differences in the various areas involved may he neg- 
lected, and one may write IfU— S(Z//fc), 

From the discussion of individual fllm coefficients, it is clear 
that the overall eoeflBlcien.t XJ must be an extraordinarily complex 
function of operating conditions. Wherever possible, it should 
be evaluated by determination of the individual film coefficients 
for the case in question, together with the resistances of the 
intervenipLg solids as determined by their physical properties. 
While the use of such overall coeffiicients is frequently allowable 
and extremely convenient, one should never lose sight of their 
complex nature as defined by the above equations. 

Integration in the Direction of the Surface 

It has been emphasized that heat transmission through an 
intervening wall from one fluid to another almost universally 
involves modification of the conditions from, point to point, i.e., 
change in temperature of one or both of the fluids with cor- 
responding changes in properties, and hence in film coefficients, 
and consequently in overall coefficients used. This demands 
integration along the total area of the intervening wall in order 
to determine the total heat-transmission effect. 

The heat current at a given point on the wall surface is dq — 
DAdA, where U is determined by Eq. 15Z). Inspection of that 
equation shows that the major variables in U are usually the 
film coefficients h, which depend upon the properties of the fluids, 
which in turn are frequently determined by* their temperatures. 
Now, in the great majority of cases the temperatures and other 
properties of the two fluids at a given cross section can be determined 
by a combination of energy and material balances on the equipment 
up to the section in question. This is equivalent to saying that 
both U and A are known or determinable functions of q. Conse- 
quently, one can separate the variables by writing the differential 
equation as dq/UA — dA , so that immediate integration is possible, 
graphically or otherwise. Fundamentally, this is the proper 
approach to the solution of any problem of heat transmission 
between fluids, through an intervening wall and under steady 
conditions of operation. This ultimate solution is frequently 
tedious, hut there are certain special cases in which the integra- 
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tion leads to relatively simple practical rules of importance. 
However, the- student must always keep in mind the fact that 
these rules are merely short-cut practical methods of performing 
the integration and, furthermore^ that they are applicable only 
in certain specific circumstances, the existence of which must 
he established before the rules are employed.* 

Single-phase Fluids Flowing through. Uniform Cross Section. — 
In the case of a fluid flowing steadily past the surface without 
change in phase, the cross section perpendicular to the direction 
of flow being constant, inspection of the equation for point 
conditions shows that variations in U from point to point in the 
apparatus must he due to variations in the physical properties 
of the flowing fluid. As long as changes in temperature and 
pressure of the fluid are moderate, the specific heat and thermal 
conductivity usually change but little, and in many cases even 
the viscosity is reasonably constant. If the variation in the 
physical properties is in fact negligible, it follows that the value 
of U is also substantially constant. If, now, these conditions 
obtain on both sides of the intervening wall in both fluids flowing 
through an equipment, one can neglect variations in both the film 
coefficients. If, furthermore, wall thickness and its conductivity 
are likewise constant, and one can neglect either interfering 
deposits or their variations from point to point in the equipment, 
it follows that one can use a single constant value of [/, applicable 
throughout the equipment. The problem reduces itself to the 
allowance for variation in temperature difference from point to 
point in the equipment, using the basic diflerential equation, 
dq/UA — dA. While this problem can be treated under the 
general case and must be so handled when the variation in A is 
complex, it can he solved in simple form for the special case in 
which change in temperature difference is proportional to the 
amount of heat transferred. 

Logarithmic-medn Temperature Difference . — In the case of heat 
exchange between two fluids under steady conditions of flow, 

* Where the cross section of flow of the fluid "varies progreiSsivelv through 
a piece of apparatus, this results in variation, of velocity, which in turn, may 
result in variation in individual film coefficients. In such case, direct 
separation of the geometric variables comprised in the term dA, from the 
thermal variables segregated in the expression dqfUl^j may be impossible, 
but indirect methods of integration of the differential equation, are available. 
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eitlier parallel or countercurrent, call dq the heat transferred 
per unit time from one fluid to the other through the differential 
contact area dA , The contact may be either direct or indirect. 
Designating conditions of one fluid by primes and of the other 
by double primes, an energy balance requires that dq = 
dtC^'v)" dt'^j the sign of the last expression depending on relative 
directions of fluid flow. Because conditions are steady, w' 
and u" are constants. If and 
C" can also he assumed constant, * 
it follows that both and t" are 
linear in q, as shown in Fig. 42. 

Since A is also linear in q. 

From a study of the plot of A vs. 
q, one may write 


c2A (A 2 — Ai) 


or dq==QQ— 


dA 


Equating this to the rate equation, 
dq^UA dA, and rearranging gives 
dA/l7A = (A2— Ai) dA/qa. 
be assumed constant through the 
apparatus, integration from 0 to A and from 



Tf JT r*ckr\ logarithmic-mean tem- 

AI U can peratare difference. 


to A 2 gives: 


CI6) 


This is the integrated overall expression for the case in hand, 
but it is ordinarily used in a slightly modified way. Granting 
one prefers to use the heat-flow equation in the form qo= UAoAjn., 
where A^. is the mean temperature difference, inspection shows 
this procedure is correct if one will define 


A2—A1. 


In 


( 16 g) 


the so-called tcgarithmic-mean temperature difference. 

Study of this equation shows that the logarithmic mean 
becomes identical with the arithmetic as the relative difference 

* Constancv of temperature ou oue side, e.g., a monovariaiit change in 
state, is equivalent to an infinite value of C. In this event, direction of 
fluid flow' is immaterial. 
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between. As and Ai becomes small. For A^f = the difference 
between the two means is only 4 per cent ; since this is within the 
accuracy of much engineering work, one often uses the simpler 
arithmetic mean for lower ratios. The logarithmic mean is 
of especial yalue where the ratio A^JA-l is high, i.e., for large 
fractional variation in temperature difference in the apparatus, 
under which conditions the arithmetic mean is useless . 

Study of the derivation shows that it assumes steady adiabatic 
conditions of operation in a given apparatus and constancy of 
heat capacities and overall coeffiLcient U. However, the use 
of the logarithmic-mean temperature difference in conjunction 
with arithmetic average values of the heat capacities and the 
overall coefficient is a good approidmation, frequently employed, 
where fractional variation in the quantities mentioned is moderate 
but that in temperature difference is large. 

A similar derivation shows that the logarithmic mean A also 
applies to batch operation, where time is the variable, again 
assuming constancy of specific heats and overall coefficient and 
adiabatic operation. 

The factor that most frequently rules out the use of the 
logarithmic mean, in eases where it is otherwise applicable, is 
variation in U, However, if U is linear in A (or, what is equiva- 
lent, linear in i' or a derivation similar to the above gives the 
relation 


% ___ ^ 1A2 — U2L1 { 17 ^ 

Ao'~ln{U:A2/U2A0 ^ ^ 

for parallel or counter current conditions of steady flow; and 
for batch operations Qo / 6 = Ao{UiA2— U2Ai)/Ir(U JA2/U ^Ai). 
Frequently it is a satisfactory approximation to assume U linear 
in A, calculating the values of U i and U2 carefully for the case 
in hand, but one should also check one or two intermediate values 
to make sure the linear assumption is not seriously in error. 

Illustration 2. — It is desired to heat 13,400 Ib./hr. of a hydrocarbon oil 
from 80 to 217‘^F., while flowing through a horizontal standard 2-iri. steel 
pipe externally heated by dry saturated steam condeixsing at 227°F. Calcu- 
late the length of pipe required. 

Data . — The oil has a mean specific heat of 0.47, and the following owerall 
coefficients U, based on the inside surface, have been calculated from Pig. 40. 
with the aid of a curve of viscosity vs, temperature. 
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t 

80 

95 

110 

130 

160 

190 

217 

u 

29.5 

38 

47 , 

51 

70 

81.5 

91.7 


Solution . — Upon plotting U 'vs. A three approximately straight lines are 
obtained from 80 to 110, 110 to 160, and 160 to 217°F, The equation (17) 
is then applied to each of the three zones in which. U is linear in t, and the 
total inside surface is found to be 37.9+59.8-1-143 or 241 sq. ft., correspond- 
ing to 445 lin. ft. of pipe having an inside diameter of 2.07 in. An alter- 
native method would have been to plot l/UA. vs. t, noting that the area 
under the curve was A/wCj but the method illustrated is more convenient 
in this case. 

Multi-'pass Flow of Fluids withoict Change in Pham . — As already 
indicated, from the point of view of effective utilization of heat, 
it is almost always preferable in transferring heat from one 
fluid to another without change of phase to use counterflow, 
although in specific cases parallel flow may he desirable for other 
reasons. However, the practical construction of equipment for 
either true countercurrent or parallel flow is often quite dij6S.cult. 
Instead it is usually convenient to enclose a large bundle of tubes 
within a single cylindrical shell in such a manner that one fluid 
passes through the tubes and the other outside them but within 
the shell. In order to establish the fluid velocities compatible 
with the economic transfer of heat, it is frequently necessary to 
arrange the paths of flow so that either or both of the fluids must 
reverse directions one or more times in passing through the unit. 
In such equipment, the flow is seldom truly countercurrent or 
parallel but a combination of the two, called reversed flow. 

That the logarithmic-mean temperature difference is generally 
inapplicable to the design of such units can be easily shown. 
Visualize a heat exchanger consisting of a U-tube placed inside 
a pipe with its return bend upstream to the fluid flowing through 
the jacket. If the colder fluid is passed through the U-tube, 
operating conditions could be such that this fluid is heated in the 
entrance pass of the tube and actually cooled in the return pass. 
Obviously, calculation of the length of the U-tube required to 
produce a given temperature change in either of the two fluids 
under fixed conditions of flow and inlet temperatures might be 
seriously in error if calculated by the usual methods employing 
the logarithmic-mean temi^erature difference. Failure to recog- 
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nize this fact of tea leads to performaace specificatioas on such a 
nnit whicli are thermodynamically impossihle. 


Assume such an apparatus in wKich the distance through it in the direction 
of the fio^w of the fluid entering the U-tube is x (see Fig. 43) . Call the mass ' 
of fluid entering the IJ-tube w, its specific heat Ci, its temperature at any 
point in the first pass t' and that in the exit pass t'\ Designate the mass of 
the other fluid flowing always in the —x. direction by TT, its specific heat by 
Ca and its temperature at any point by T, Call the wall area per unit 
length of apparatus a', Assume that the specific heats of the fluids and the 
overall coefficient of heat transfer U are constant and that the shell-side 
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Fig, 43. — Diagram of exchanger with two tube passes. 


fluid is at a uniform temperature over any cross section. Focusing atten- 
tion on a differential length of the exchanger dx, it is clear that the following 
relations apply: 

wCi dt' = U{a'/2Kdx) (T- t'). 

-uCi dt" = C7(a/2) (dxXT -t"). 

WC 2 dT^wCi(dt'-di"), 


Solution of these simultaneous equations in terms of Am., defiined by the 
equation qo—tvCi 02 —h) == XJa'NAm, = JJAAm., gives^'^®^ 


ln ^^~^^^ — {Ti —Ti)^-\-(t2 — tx)^ 

Ti-^-Tz — h — tz — ■%/ {T'l — F2)^-f*(i2 — h)® 

Thus it caa be seea that the true meaa teixipemture difference 
can. be quite different from the logarithmic, mean, 
However, where the temperature of either fluid remains constant 
{i.e.y T1—T2 or ^1=^2), the above expression reduces to the 
logarithmic-iaean temperature difference. For the more com- 
plex flow paths, the expressions for the mean temperature differ- 
ence become even more complicated. 

Many commercial exchangers conform essentially to the 
description above, although there may be many IJ-tubes con- 
nected in parallel through common headers at both ends, els 
in Fig. 44 . Units of this type may have a single pass on the shell 
side and two passes on the tube side; more tube-side passes are 
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formed connectiag groups of tlie parallel-canaected U-tixbes 
in series. More complex flow paths are encountered where 
several tube bundles of tMs type are enclosed in a shell divided 
into compartments by longitudinal baffles, giving two or more 
shell-side passes witli two or more tube-side passes per shell 

For these cases, mathematical relationships between the 
true mean temperature difference and certain dimensionless 
ratios have been obtained, based on the assumptions of constant 
overall heat-transfer coefficient and specific heats, of uniform 



44. — Exchanger with, two passes in the tubes and one pass in the baffled 
shell. (,Courtesy of Str'uthers-Wells Co.) . 

temperature of shell-side fluid at any cross section of each pass*' 
and of equal heating surface per pass. These relationships are 
plotted in Figs. 456,^'^^ 45c, and in terms 

of F, the ratio of the true mean to the counterfiow logarithmic- 
mean temperature difference. Similarly Fig. 45/^’’^^ shows values of 
F for the case in which the shell-side fluid flows at right angles 
to a single-pass tube bundle and in which the shell-side fluid is 
at a uniform temperature at any cross section normal to its direc- 
tion of flow. 

Although these reversed flow arrangements give a smaller 
mean temperature difference than is obtainable with true 
counterfiow, yet their use is often justified by the increase in U 
due to the higher velocities. The disadvantage of reversed or 
cross flow may be partially offset by placing a number of units 
in series with counterfiow of fluids through the battery. 

Streamline Flow in Tubes (DG / p, <21Q0) . — If there is flowing 
through a straight pipe at low Re a fluid whose viscosity changes 
but little with temperature, the radial change in properties may 
be negligible, even though it is being heated or cooled through 

* TMs uniformity is closely approached by heavily baffling the shell side. 
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the pipa wall; provided the temperature difference is small, 
In such event, the flow will practically follow Poiseuille's law. 
The heat transmission is by pure conduction, and, since the 
velocity distribution is known (page 80 ), one can set up the 




IBi&Sil 



Fig. 45. — A, on.e'''sheU pass and two or more tahe passes (reference 7); E, 
two shell passes and four or more tube passes (reference 7) ; (7, three shell passes 
and six or more tube passes (reference 7c); D, four shell passes and eight or 
more tube passes (reference 7c); B, six shell passes and twelve or more tube 
passes (reference 7c) ; F, cross flow, one shell pass and one tube pass (reference 7b). 

Nomenclature 

Tx = inlet temperature of hotter fluid. 

Ta “ outlet temperature of hotter fluid- 
tx = inlet temperature of colder fluid. 
t 2 = outlet temperature of colder fluid. 


F = ordinate =. 


true mean temperature difference 
logarithmic-mean temperature difference for counterflow 


differential equations for heat flow, treating the problem purely 
theoretically, as in analysis of streamline iow itself. These have 
been integrated for the specific case of constant wall temperature 
but can be evaluated only if the radial temperature distribution 
is known at some section. Granting uniform temperature at 
inlet, the rise in bulk temperature at any section of the straight 
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pipe at distance N is found to be the product of a series function 
of the dimensionless ratio Wc^/kN and the initial temperature 
difference Ai. It is usually easier to work in terms of A, particu- 
larly so if one may employ an arithmetic-mean temperature 
difference, From the above relation it follows algebraically 

that, using A^.^. and an eqtuivalent coefficient, 
is a modified function of voC^fhFf. The complicated theoretical 
function is approximated for normally encountered values of 
wCp/kN by the empirical form^®^ usually employed : 

K.^D/k=1.65(wCp/kN)^^. (18)* 

If, however, one assumes a long tube (large N) and low rate of 
flow (small w), equivalent to assuming a very low value of 
wCp/kN, the fluid is exposed to a large surface for a long time 
and hence will come practically to wall temperature (A 2 — O). 
Since, by definition, Q/d —wCih—ti) and in this 

case t 2 = iw, then \,j^D = 2wCpf'K]Sf , or 

= (2/x) {wCJhN ) . (19) 

In the range in which this equation applies it is obvious that 
change in the operating conditions makes no change in the useful 
result (i.e., temperature change of the fluid). In this sense it 
has no direct utility. 

Both these equations are only special cases, but, in addition 
to their value in limiting the field of variation, they disclose 
the significance of the ratio wCp/bN in heat transfer t and its 
general effect in streamline flow; for, if it is the determining 
independent variable in the limiting case, it must so appear in 
the general case as to reduce to the forms given above on elimina- 
tion of other variables. 

For large and even moderate temperature differences, these 
equations must obviously be modified- The theoretical approach 
now becomes more complicated, and unfortunately the amount of 
dependable experimental data available is limited. The follow- 
ing is a tentative correlation of these. Comparing two viscous 
liquids, identical in properties and conditions of fiow, except 
that the first has a low temperature coefficient of viscosity 

The term N is defined in Fig. 43, p. 122. 

t Note that thib (•ol^stitutns an additional method of discovering a 
significant dimeii-sionless ratio in the general analysis of a problem. 
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and the second a high, one, the first Thrill conform approximately to 
Eq.. 18. The second, however, if heated, drops ia viscosity near 
the vrall, and hence fluid velocity vdll increase in that neighbor- 
hood, resulting in increased heat transmission, increased h. 
Cooling the liquid obviously has an opposite effect. To allow 
for this behavior, introduction of the ratio has been sug- 

gested; the data indicate that, in Eq. 18, wOp/kN should be 
multiplied by it. A second, more involved phenomenon is the 
convective mixing, the swirling circulation induced by change 
in density of the liquid with temperature, which can completely 
distort the streamlines and correspondingly hasten distribution 
of heat through the fluid. This must depend primarily on the 
volumetric coeflflcient of thermal expansion of the fluid /5. Its 
effect will he proportional to the temperature diflerences involved, 
measured by A, and to the gravitational or other field of force 
which alone induces the circulation, i.e.^ to g. The density p 
of the fluid is significant in that both the density differences 
developed (which in turn axe the effective cause of the phenome- 
non) and any inertia effects are proportional to it. Fluid 
viscosity should damp the action but tube diameter increases 
its scope. The magnitude of the effect must depend on the 
inclination of the tube. All these factors but the last are com- 
bined in the dimensionless ratio (D^p^g / known as 
the Grashof number, Gr, film viscosity being used since the major 
effects are probably near the wall. Because its effect must vanish 
at A = 0, Gr cannot be used as a multiplier in Eq. 18. The data 
indicate that for horizontal pipes is proportional to 

the term l-i-0.015 Gr. The working equation^^) recommended 
therefore becomes 

This equation is presented graphically as curves A, B, C and D 
of Fig. 46, where represents the term | 

Curve EF corresponds to Eq. 19, and represents the asymptote 
which the preceding form approaches at low values of wCpJhN. 
In the case of gases, streamline motion requires such low rates of 
flow that in tubes of ordinary length the low values of wCp/kN 
make curve EF a good approximation, f.e., the gases practically 
reach tube-wall temperature. 
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While these equa^tions are based on the assumption of constant 
tube-wall temperature, since in their final form they become an 
expression for the coefl&cient it seems probable that they 

may he used dependably to estimate average values of 
even in cases in which wall temperature changes from point to 



Fig.- 46- — Curves A, B; C, and D are based on Eq. 20; curve EF is based on 
Eq. 19- The term N is defined in Fig. 43, p. 122. 


point, provided there is not undue variation in the individual 
factors appearing in them. 

For liquids of high viscosity, such as viscous oils, flowing in 
tubes of ordinary djiameter, the Grashof number is small and the 
term 1.65(ld-0.015'\y5r) becomes approximately 2.0. The 
effect of viscosity gradient may be expressed conveniently in 
terms of the ratio ixJijlw, giving 



Critical Begiori.~ln order to compare Eq. 20 for streamline 
flow with Eq. llci for turbulent flow, both equations are plotted 
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to logarithmic scales in. Fig. 47^^^ witli the term {h/CpO^{CpHf/k) 
as ordinates versus Bef as abscissae. The range of strong turbu- 
lence (iJe>ca. 7000) is represented by curve AB based on Eq, 
llo, the ordinates being equal to //2. Since wCp/ltN equals 
{Tr/A){DfN){CpHffh){DO/fj.f) and JiD/k equals (h/CpG^iCpUfJk) 
for a given situation Eq. 20 reduces to 

where ^equals 1.5(D/A7)W(,x//.r)^(l -i-0.016.^) = 1.5{D/N)^4^\ 
In the three cases illustrated by curTes DE, FG aad HK, 

of Fig. 4:7, m/iJ'/ was arbitrarily 
taken as 2/1, and, taking the 
critical value of Be as 2100, 
{Mef)c 'would be 4200. Where 
the Grashof group is small, as 
for viscous oils (Case 1), LJE 
and BA must be joined by a. 
curve such as DB, which goes 
through a minimum at D. 
However, for water (Case 3), 
the curve HK joins JBA hy a 
curve such as HB. When 
■working in the critical region, say Re ranging from 2100 to 7DOO, 
Eqs. 20a and 11 are used in this way to estimate the probable 
values of hA The natural convection mixing that accompanies 
a large Grashof number is important in the streamline region 
(cf. HK and DE), but the effect fades out asymptotically in the 
region of strong turbulence. 

When working with viscous oils in the critical region, where 
Re lies between 2100 and 7000, the substantial effect of heated 
length, shown by Eq. 20a for streamline flow, fades out asymp- 
totically at high Re, as shown in Fig. 48.^®“^ 

Resuine for Single-'phase Flow inside Tubes. — Summarizing, the 
recommendations for predicting the heat- transfer coefficient for 
flow inside tubes are as follows: 

* Of course, if the apparatus is overdesigned, so that A 2 , is nearly zero, 
Elq. 19 would replace Eq. 20. 



Re.f 


47. — Curves for critical region, 
for }x/}M/ of 2. 
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1. If DG/ju is aboFe 7000, use Eq. 11 or llct or curve AB of 
rig. 40, or Eqs. 12 to 12c as approximations. 

2. If DG /]u is below 2100, use ri'g. 46, which is based on Eqs. 
19 and 20, or Eq. 20a. for viscous oils. 



G. 48. — Heating and cooling, of viseous oils flowing inside tubes. The cnrves 
for Re below 2100 are based on Eq.. 20a. 

3. If DG/n lies between 2100 and 7000, use the procedure 
illustrated in Eig. 47, based on Eq. 206 and 11, or. Fig. 48 for 
viscous oils. 

lUustxation 3. — It is desired to heat 81,000 lb. /hr. of a hy'drocarbon oil 
in a tubular exchanger from 75 to 200®F. with steam, condensing at 240 °F. 
The oil is to be pumped through the tubes at a welocitv of 3 ft. /sec. Tubes 
are to be 16 ft. long, made of A-dmiraltv metal, 1 in. o.d. and 0.902 in i.d. 
Calculate the number of tube passes and the total heating surface required. 

Data . — Over this range of temperatures, the specific heat of the oil may 
be. taken as constant at 0.52 B.t.u./(lb.)(deg. F.), the density at 56.4 Ib./cu. 
ft., the thermal conductivity at 0.091 B.t.u. /(hr.)(sq. ft.) (deg. F. /ft.). 
The viscosity of the oil at several temperatures is : 


Deg- F 

60 

80 

100 1 

120 

160 

200 

240 

Aclb./(hT.)(ft.) 

66 

40 

26. 5 

18 

10 

6.2 

4.2 


Assuming that the combined coefficient for steam and scale is lOOO based 
on the outside tube area, the overall resistance, based on the inside 

area, is 


1 0.049/12 1 

h "*”60(0.95170.902) "^1000(1.00 /O.902) 


= i 4-0.00097 

il 
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where h is the individual coefficient for the oil film. The coefficient h, and 
hence ?7, will vary from one end of ’the exchanger to the other as the viscosity 
of the oil changes with temperature. At the oil inlet the oil temperature 
is 75°F., and from a plot of /x vs. temperature its viscosity is 45.4= lb./ (hr.) 
(ft.); the corresponding Eeynolds number is (0.902/12) (3) (56.4) (3600)/45.4 
= 1010. Trom Fig. 48, page 129 at f2e = 1010 and iV'/Z) = (16)(12)/0.002 
==213, the value of the ordinate is 0.0031. Then 


(0.0031) CC^g) ^M 




(0.0031)[(0.52)(3 K36O0 X56.4)]/45.4\o 
(0,52X45.4/0.091)^ Wu, V 


For the moment assume that ;=4.7; then h = 24(45.4/4.7)°-^^ = 32.8, and 
the corresponding resistance is 1/32.8 = 0.0305. The sum of the resistances, 
of the condensate film, scale and pipe wall is 0.00097. Using the resistance 
concept, the temperature of the inside wall of the tube is 


240- 


0.00097 

0.00097 -h0.0305 


(240 -75) =235‘"P. 


and the corresponding mw is 4.5. Assuming iu, = 235°r., recalculation gives 
a new. value of h of 33 and a new wall temperature of 2S4.9°T., which 
satisfactorily checks the assumed value. At hoi 33, l/ifi =0.00097-1-)^ 3 , 
whence (7 =32. By a similar process the following table was prepared: 


t, deg. F. 

75 

80. 

100 

110 

120 

140 

160 

180 

200 

Vi 

32 

3i:5 

30 

29 

42 

64 

82 

96 

108 


In order to calculate the total length of each fluid path through the 
exchanger, the equation wC dt= U (dA)CT —i) may be int^rated graphically 
by plotting 1/U {T—t) vs. t. The area under the curve, which is equal to 
AJwCy is found to be 0.0235.- Taking one fluid path as a basis, v) equals 
(3600 X3)(56.4)Cx/4)(0. 902/12)2 or 2700 Ib./hr., whence A equals (0.0235) 
(2700) (0.52) or 33 sq. ft. The corresponding length of the fluid path is 
140 ft. Since each tube is to be 16 ft. long, i 6 = 8.75 passes are required; 
9 passes would be used. 

The total number of fluid paths in parallel would be 81,000 /2700 =30, and 
the total inside tube area is 30 X 33 =990 sq. ft. 

Gravity Flow of Liquids in Layer Form (J?c<2100). — This 
case is analogous to that of streamline flow in full pipes, and the 
theoretical method of attack is the same. The results are 
apparently not substantially affected by natural convection, 
since the fluid flowing down the inner walls fills only a small 
fraction of the total cross section and the fluid velocities are 
consequently much higher than with the same rate of fluid flow 
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in full pipes. The data are best correlated graphically by the 
curve of Fig. 49, which iavolves the dimensionless coordinates 
hL/k and CLVfklSf^ and the parameter ju/jLiti,, The latter term 
allows for the distortion of the velocity gradient, owing to the 
fact that fjL varies with the temperature. Over the range where 



kN 

Fig. 49. — Gravity flow of liquid ia layer form down vertical walls, based on 
* Eqs. 21 and 21a, 4r//z<2100. 


the curves A to F are straight, they may he represented by the 
equation 



where L'~ The 45-deg. curve, which is the asymp- 

tote of curves A to F inclusive, is the analogue of Eq. 19 for full 
pipes and corresponds to the equation 


_2(CFr) 

k m 


(21a) 


Figure 49 and Eqs. 21 and 21a apply to liquid layers flowing down 
the inside or outside of vertical pipes, where 4T/}jl is less than 2190. 

Under certain operating conditions in the streamline region, 
higher coefficients are obtained with gravity flow of layers down 
the walls of vertical pipes than with full pipes. For example, 
in heating an oil flowing at the rate of 100 lb. per hr. through a 
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pipe h.ayirLg an. inside diameter of 1 in. and. a length of 6 ft., 
given ^==40, ^=0.0826, (7 ==0.455 and tlie average 

coefficient for the falling-film case is 26 compared to 9 for the full 
pipe, a ratio of approximately 3 to 1. 

Tor the so-called trombone cooler, where the liquid flows by 
gravity over a tier of n horizontal pipes, each having length N', 
the available data agree satisfactorily with those for the vertical 
pipes if N is taken as mrD/2, and T is taken as wJ2N'. 

Oas Plow Parallel to a Plane. — In this case the average coeffi- 
cient of heat transfer would he expected to depend on the length 
of travel of the fluid along the plane, as is also true of the friction 
factor for fiow along a plane. Indeed an equation^ analogous 
to Eq. 11a, page 113, may be employed: 



where and are the linear velocity and density of the main 
stream of fluid measured at a substantial distance from the plane, 
where the velocity is uniform; and //2 is 0.036(7VF^p^/ju)-o-2 
above of 16,200, and is 0.66(iVF„p^/yu)“°*^ below 

JSfV^p^fij. of 16,200. The average value of the coefficient of heat 
transfer is based on the temperature difference between the sur- 
face of the plane and the average temperature of the main gas 
stream, ^.e., 

= hifx (tv> J/oo) • 

Equation 22 is shown graphically as curve EF on Pig. 40, page 

112 . 

natural Convection from Tubes and Planes. — -A study of the 
variables involved leads to the dimensionless groups: hU/k, 
Cpfx/k, /3A and L^p^g/fJ’, where U is a shape factor having linear 
dimensions. The bulk of the experimental study of natural 
convection has been devoted to single horizontal cylinders, 
ranging in size from small wires to large pipes, exposed to gases 
or liquids. These data are well correlated by the equation 

y = (f>x (23) 

where y equals hD/kf and r equals the complex term 
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), which is the product of the Grashof aad Prandtl 
groups- The coordinates of the logarithmic plot follow: 


log X 

-4 

-2 

0 

2 

4 

6 

8 

log y 

— 0.31 

0.18 

4-0.035 

0.325 

0.73 

1.21 

1.71 


For heat loss from, pipes to the air of a room, this function reduces 
to the dimensional equation : 


/a 

. (23a) 

For the heat loss from various shapes to the air of the room the 
following simplified eq[uations are available : 

Long vertical pipes, 7i = 0.4(z^/D0®*^^ (235) 

Small vertical plates, 7i= 0.28 (A./iZ')®*25 ( 23 c) 

Large vertical plates, = (23d) 

Horizontal plates, facing u'ptioard, /i = 0.S8A°’^^ (23e) 

Horizontal plates, facing downward, 7i = 0.2A®‘^^ (23/) 


In these simplified equations, (23a) to (23/), which are not 
dimensionless, it is necessary to use the units of the nomenclature 
table on page 143, noting that D' is expressed in inches and the 
height if in feet. 


B. CoNDEN-siN-a Yapors 

When a pure saturated vapor conies into contact with an inert 
surface maintained at lower temperature, condensation ensues. 
If the surface is wet table hy the condensate, a continuous film 
of liquid tends to form. Further condensation can occur only on 
the outer surface of this film. Moreover, because the heat of 
condensation is released entirely at the locus of change of phase, 
the process can continue only as the heat is transmitted through 
the film. Since most liquids are poor conductors of heat, the 
film offers the major if not the only thermal resistance between 
the vapor and the cooling surface. If, on the other hand, the 
surface is nonwettablc, surface tension drsiw^i the condensate 
into isolated drops which soon grow large enough to fall off 
unless the surface is horizontal. This keeps a large fraction of 
the cooling surface bare and hence available for condensation of 
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additional vapor, resulting in far Mglier coefficients of heat 
transfer between cooling surface and vapor. 

1. Film-type Condensation of Puref Vapor. — Visualize a 
vertical tube, the wall surface of wMcb, in contact with a pure 
saturated vapor, is maintained at a constant temperature below 
that of the vapor and is wetted by the condensate. { Focus 
attention first on the surface near the top of the tube. The 
condensate will flow down the tube wall under gravity, but, 
because there is but little liquid at this point, the film will be 
■ thin and its motion streamline. § At points progressively 
lower on the tube surface the cumulative amount of condensate 
flowing past the point is larger and the film of liquid correspond- 
ingly thicker. The heat* of condensation being absorbed from the 
vapor must, therefore, flow through the thicker film of con- 
densate, resulting in progressively lower value of the surface 
coefGLcient h. While one can deal with the value of /i at a given 
point, it is usually more . convenient to consider an average 
value, h^y.y for the tube as a whole. 

Take as basis unit horizontal width measured along the periphery of the 
condensing wall, and consider a point N ft., below the point where condensa- 
tion starts, motion still being streamline. The total amount of condensate 
formed vertically above the point and flowing past it is P lb. per unit time. 
Call the thickness of the liquid film at this point, L. If one may neglect 
variation of physical properties of the liquid, particularly viscosity, due to 
temperature gradient through the film, from Eq. 19, page 94:, the average 
velocity of the liquid is w = pgL^JBix /, whence P —puL = p^qI? jB\i. j. However, 
because there is no turbulence, the heat goes through the film by pure con- 
duction, f.e., 



The rate of condensation dr in the area dN is dP = dN jr, as defined by the 

* Occasionally one part of a given surface may be wettable and another 
not. 

t What follows is equally applicable to condensation of a constant boiling 
mixture of miscible liquids, Immiscibility of the condensing constituents 
would obviously interfere with flow. 

t The vapor may be either outside or inside the tube, but preferably the 
former, since in the latter case all vapor condensed in the tubes must enter 
at the ends, tending to develop a pressure gradient interfering with 
condensation. 

§ This may not be true if the rate of condensation is excessive and the 
velocity of approach of vapor to the surface correspondingly high. 
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heat-transmission equation, 'wlxere r is the latent heat of the material con- 
densing. Differentiation of the abo-ve flow expression gives dr = p ^gL^ dLJ 
and integration (noting that L equals 0 at iV equals 0) gives N = 

However, granting one may use an average' surface coefficient from 
the top to the point in question, this -will be defined by the equation, = 
Tr/NA, or, since V ^p^gL^/2iJtf, 7i^^,~rgp^L^/Zp,fHA. Eliminating X from 
the expressions for ^^av. and N and rearranging in dimensionless groups, one 
obtains the Nusselt equation 


h 


= 0 . 94 .^'- 


irgp^ 

kp/A. 


( 25 )* 


which may be rearranged as 


Comparing the equations for the local and average coefficients, 
Eqs. 24 and 25a, it is found that, at any distance 2f from the 
point where condensation starts, the local coefl&cient is three- 
quarters of the average coefficient for the length N, 

Por a single horizontal tube, condensation occurring on the 
external surface and dripping off, analogous reasoning leads 
to the expression f 


equivalent to 




kp/A 


/z-av.— 0.76fc-v 


( 26 ) 

(26a) 


Dor n horizontal tubes lying in a vertical bank, so that the 
condensate drips from one tube to the next below, one is obviously 
increasing the e:ffective vertical height. Inspection of Eq. 26 
shows that in that case /la-r. is inversely proportional to the fourth 
root of the vertical height. Hence for horizontal tubes vertically 
banked one uses Eq. 26 and divides the value of thus obtained 
by the fourth root of n. Staggered tube arrangements are fre- 
quently equivalent to vertical banks in this sense. 

* One must remember to use the same time unit in evaluating g, p and h. 

t Tbis equation is fur less plansiblo thnn the preceding one, because 
it neglects the distortion of the film by surface tension, likely to be consider- 
able. particularly on the undersurface of the pipe. 
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In each case the first form of the equations is conv'enient in 
problems in which A is known, and the second in those in which 
the total condensation per unit horizontal length (tube length 
for horizontal tubes or perimeter 'irD for Tertical ones) is given. 

Analysis of the equations shows that a tube of given dimensions 
is more efiective in a horizontal than in a vertical position for 
the usual case where iV/Z)n> 2.76. Thus, if N/Dn is 100, 
horizontal tubes give an average surface coefficient approxi- 
mately 2.5 times that for the vertical tubes. 

The longer the vertical travel, the more condensate passes 
a given point and the thicker the film. This will finally develop 
turbulence, after which these equations must break down. This 
probably occurs in the neighborhood of =47nup//i = 2100. 
The expression for Heynolds number reduces to Re = 4r/ii for 
either a vertical or a horizontal tube. As Re increases above 
2100, the total thickness of the condensate layer increases, but 
so does turbulence; the result is a decrease in the thickness of 
that portion of the layer which flows in streamline motion , and 
an increase in the local individual coefiicient of heat transfer. 
Provided the region beyond the critical point is not great, for a 
vertical tube it is safe to assume that the local h is constant at its 
critical minimum value, i.e., at A = fc'A^^py3At/(210Q/A/4) = 
Jc-v^gfpY1575p^. It will be recalled that this is 75 per cent of 
the value of for the streamline region up to the critical point. 
A similar analysis breaks down for horizontal tubes because of 
the variability in slope of the surface. However, for conditions 
in the beginning of the turbulent range in banks of superimposed 
tubes, one will probably not be greatly in error in assuming, by 
analogy, the turbulent coefiicient to he three-fourths of for 
streamline flow at the crij^ical limit. 

In . pra,ctical engineering work tube-'wall temperature is never constant, 
so th.at one must integrate for its variation, as -well as that of film thickness. 
In the important case of vertical tube condensers, operating under steady 
conditions, cooled by a fluid of substantially constant heat capacity over 
the temperature range involved, flowing in such.' a way that variation in the 
surface coefficient h of the cooling medium may he neglected and ignoring 
sensible relative to latent heat abstracted from the condensate, this is 
readily done. 

Denoting by Ai the overall temperature difference between condensing 
vapor and cooling fluid at the top of the tube, overall temperature difference 
is clearly A=Ai ±61, where 6 is a constant equal to the ratio of the latent 



FLOW OF HEAT 


L37 


hea-t of the vapor to the product of mass rate and specific lieat of tlie cooling 
fluid, and where the sign is positive if cooling fluid flows upward, negative 
if downward. 



Likewise, the overall coefficient JJ is given by the relation, 

L In a where h is the cooling-fluid surface coefficient, oc is the ratic 
of cooling to condensing-wall area, L'is wall thickness; is wall conductivity, 
L is condensate film thickness and k is its conductivity. Calling 




kh' 


L'lncc 
fc'Ca-1)' 
one obtains 

h'FTAu 


Integrating in the manner employed on. page 




(27) 


where the values of (piAa/Ai)* are shown in Fig. 50. The second term in the 
bracket is obviously the correction for the effect of the film of condensate. 


CondeTisation of a Single Bu'perJieated Vapor. — As brought out 
by the work of Merkel and of others, with corresponding steam 
pressures and wall temperatures, superheated steam transfers 
heat at only a slightly higher rate than saturated steam. The 
rate per unit area, q/ A, is obtained approximately by multiplying 
h for the saturated vapor by the difference between the saturation 

*Calliag 2 = ^. ■*(§;) = ^ sign indicating 

down-flow of cooling fluid. 
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temperature ts and that of the wall Of course, if the 
temperature is above the saturation temperature, no condensation 
results and the steam is merely desuperheated, the coejBficient 
being given by Eq. 11a, page 113. 

2. Bropwise Condensatioa of Pure Vapor. — Iihpurities, often 
of the nature of fatty acids, which are sometimes accidentally 
present in boiler steam, or which are purposely added, such as 
benzyl mercaptan, are found to favor dropwise condensation, 
While a complete hst of the action of various compounds on the 
various metals and the amounts of promoter required to produce 
dropwise condensation for stated periods of time are not available, 
it is known that the coefficients of heat transfer Tk with ffne- 
grained dropwise condensation of steam range from 11,000 to 
17,000 B.t.u./(hr.) (sq! ft.) (deg. T. diff.) on copper or chromium- 
plated tubes'^ 3) and 3000 to 4000 with brass. These coeffi- 
cients are so large, and the corresponding resistances are so small 
compared with the other resistances usually encountered, that 
the other resistances tend to he of controlling importance. 
In surface condensers with copper tubes where the velocity of 
the cooling water is 6 ft. per sec.-, the overall coefficieilt U is 
increased roughly 70 per cent when the steam condenses in drop- 
wise fashion instead of forming a continuous film. 

Allowance for Scale Deposits . — Clearly the thermal resistances 
of scale deposits will depend upon the nature and thickness of the 
deposit. In the absence of specific information, the following 
^'scale-deposit factors^’ hs^ks/Ls, expressed in B.t.u./(hr.) 
(sq. ft.) (deg. F. difif.), are suggested for use in Eq. 15, page 116: 

For condensing steam: 3000. 

For condensing petroleum vapors: 500. 

For heating Clearwater: 3000. 

For heating muddy water : 600. 

For heating topped crude or petroleum residue: 200. 

Illustratioa 4. — It is desired to design a tubular surface condenser to 
handle 300,000 lb. /hr. of dry saturated steam condensing at an absolute 
pressure of 1.5 in. of mercury. It is planned to use Admiralty-metal tubes, 
/c = 63, haying outside and inside diameters of 1.00 in. and 0.902 in., respec- 
tively, Clean cooling water is available at 70®F., and it is planned tenta- 
tively to permit the cooling water to rise 15®, and to employ a water velocity 
of 7 ft. /sec. The following items are to be calculated: (a) gal. /min. of 
cooling water, (b) number of tubes in parallel, and (c) length of each tube. 
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Solution, a. Using data from the steam tables and neglecting heat 
losses and changes in kinetic energy, the cooling water rate is found to be 
300,000(104:1)/(15)(8.33)(60) or 41,500 U. S. gal./min. 

h. A.t the specified water velocity, each tube handles (0.785) (0.'902/12)2 
(7) (60) (7. 48) or 13.94 gal. /min., and the number of tubes in parallel is 
hence 41,500/13.94 or 2970. 

c. By Eq. 12c the water~side coefficient is 160(1 +0.75)(7)°-V(0-902)®*^ = 
1350. Using a steam-side coefficient of 3000 and ‘‘scale-deposit factors'' 
ksfLa of 3000 on both steam and water sides, by the resistance concept: 

■ -1 ^ -di ^ LsAi ^ LmAi ^ LsAi ^ At 

XT \ Jh-oAv ki^xAv kfnAav htoAv} 

3000^3000^ 12 (63) (0.951) ^3000(0.902) ^1350(0,902) 
=0.0003334-0.000333 -[-0-000068-1-0.000369 +0.000822 = K 20 . 

The terminal temperature differences are 91.8—70=21.8 and 6.8. Since 
the overall coefficient is substantially constant, the logarithmic-mean 
temperature difference (12.9°F.) applies. By the heat-transfer equation 
the total outside surface is 300,000 (1041)/(520) (12.9) or 46,500 sq. ft. 

The external surface per tube, equals 46,500/2970 or 15.7, which corre- 
sponds to a tube length of 15.7(12/‘7r) =60 ft. Since this length is longer 
than convenient, three or four passes could be used on the water side. 
Because the temperature of one of the fluids is substantially constant, the 
use of reversed flow would not reduce the mean temperature difierence. In 
practice other water velocities and temperature rises would be investigated 
to determine those at which annual charges would be a minimum. 

3. Coadensation in Presence of a Noncotidettsable Gas. — 

Except in the unusual eases where the presence of a small con- 
centration of noncondensable gas causes a shift from film to 
dropwise condensation, the presence of the inert gas seriously 
reduces the coefficient of heat transfer, owing to the presence of 
the gas film of low thermal conductivity. For this reason vapor- 
heated apparatus should be well yented to prevent the accumula- 
tion of inert gas. 

If the cooling surface is at a temperature below the dew point 
or saturation temperature, condensation results even though the 
main body of the mixture is highly superheated. Owing to a 
difference in partial pressures, the condensable vapor diffuses 
through the gas film and liquefies at the interface between the 
gas and condensate films. Owing to a temperature difference, 
sensible heat is transferred through the gas film. Both sensible 
and latent heat quantities are transferred through the condensate 
film and the tube wall to the cooling medium on the other side. 
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Quantitative treatment of this case involves the vapor-diffu- 
sion equation, heat-transfer equation and material and energy- 
balances, as developed in Chap. XVIII. 

C. Boiiiiisra Liquids 

Forced Circtilation Type. — In this type of evaporator the 
unevaporated liquid from the vapor-liquid separator is recircu- 
lated by a pump through vertical or inclined tubes, usually 
externally heated by condensing vapor. 
Although the liquid is at the temperature 
^ corresponding to the hoiling point at the pres- 
§ sure in the overhead separator, the pressure at 
the bottom of the tubes is greater than this, 
•Ji owing to the fluid head and friction loss in the 
^ tubes, and hence as the liquid flows through the 
first part of the tubes only sensible heat is 
transferred, unless boiling should oceur in the 
film next to the walls of the tube. As the liquid 
progresses up the tube, it becomes warmer and 
the pressure decreases, and it finally reaches a 
point where boiling occurs. Since above this 
point the pressure drops off even faster than 
before, because of increased friction due to increased volume, 
the tenaperature will fall. This analysis is supported by the data 
of Fig. wherein the temperatures of both the fluid and the 

inner wall of the tube are plotted vs, the height of the vertical 
tube. If most of the tube length was used for warming the fluid, 
it would he expected that the coefficients would be of the general 
order of magnitude of those given by Eq. 12 for heating fluids 
without vaporization. This was found to be the case for data 
on sugar solutions and a number of organic liquids, including 
aqueous solutions of methanol. 

In forced-circulation types involving horizontal tubes, the 
situation must be similar to that for the vertical types,. except that 
the decrease in pressure is due only to friction and increase in 
kinetic energy. 

natural Circulation Evaporators. — As noted on pages 393 to 
399, there are many types of natural-circulation evaporators, 
but general equations for h in the various types of evaporators 
are not available. However, since with aqueous solutions of 
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low viscosity the individual coefficients are large and the cor- 
responding resistance is small, the effect of scale' deposits is apt 
to reduce materially the overall coefficient- Substances such as 
calcium sulfate, which become less 
soluble with increase in temperature, 
are notorious as scale formers. 

In the range of small to moderate 
temperature differences (2 to 20°), the 
individual coefficients from tube to 
liquid are found by several observers 
to increase with the 2,4 power of the 
temperature difference from tube to 
liquid.**' However, as the temperature difference is further 
increased^ this rule eventually breaks down before the maximum 




Tig. 52.a — Boiling of ethyl acetate afc atmospheric pressure by a steam-heated 
aluLininum tube. The left-hand picture was taken when the steam pressure 
was 12 lb- per sq. in. gauge, the overall temperature difference A was 73°F 
and the heat-transfer rate was 41,000 B.t.u. per hr. per sq. ft. The right- 
hand picture was taken when the steam pressure was 40 lb. per sq. in. gauge, 
the overall temperature difference was 104®F., and the heat-transfer rate was 
m o were taken from the recent work of 

E. T. Sauer (S.IVI. Thesis in Chemical Engineering, Massachusetts Institute of 
Technology, 1937). Photographs were taken with an exposure of 1 /1 00,000 sec. 
by W. E- Tucker, using the Edgerton technique. 


heat current density is reached, at B in Tig. 52. In the zone 
CD where the heating surface is insulated from the liquid by a 

’•' For a given small temperature difference from metal to liquid, the 
individual coefficient from metal to boiling water was the highest of 11 
liquids tested and n-butanol gave less than 1 per cent of that result. 




142 


PRINCIPLES OF CHEMICAL ENGINEERING 


nearly co^itiiiuous fi-lm of vapor, the rate of heat transfer by 
condnction and radiation through the vapor film is relatively 
small. The so-called “critical temperature difference’’ is 
considerably smaller for some organic liquids, such as benzene, 
toluene and methanol, than for water/ie) consequently 

operation in the undesirable range CD is infrequently encountered 
■with water but is easily obtained with low-boiling organic liquids 
(see Fig. 52a). 

Heat transfer in evaporators is further discussed in the chapter 
on Evaporation. 

Spray Chambers, Packed Towers, Etc. — In some types of 
heat-transfer apparatus the two fluids are brought into direct 
contact in an apparatus where the exact extent of the heat- 
transfer surface is difficult or impossible to evaluate. To handle 
such cases, the usual equation ?7 dd. A is modified by 
substituting the relation dA = aS dN, where a represents the 
square feet of heat-transfer surface per cubic foot of apparatus, 

• having the volume S dN cu, ft., where /5 is the cross section and 
dN the length. This gives 

dq=^(Ua){S dN)CA) (28) 

and the product of the two unknowns, U and a, is evaluated as a 
single term Ua, being expressed as B.t.u./(hr.) (cu. ft.) (deg. F. 
diff.). This concept of a coefficient on a volumetric basis is 
applied in later chapters. 

Optimum Telocity {Economic Balance). — In the above equations 
it will be noted that velocity is an important variable and one 
largely within the control of the designer. Thus, in air heaters 
for ventilating systems, driers, humidifiers, etc., one may use a 
high air velocity, thereby securing a high coefficient of heat 
transfer, but this is done at the expense of a high pressure drop. 
If desired, one may go to the other extreme and use a very low 
air velocity, requiring therefore a large heating surface but 
involving a low pressure drop and accordingly only a small 
power consumption. The decision as to the velocity to be 
employed in a given case requires an economic balance between 
cost of power and cost of heating surface. The curves in Fig. 
53 have been calculated for the heating of 10,000 cu. ft. per min. 
of air from 70 to 150°F., using steam condensing at 220 °F. in 
a heater made of staggered standard 1-in. pipes. The coefficients 
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were determined from Fig. 40, page 112, and the pressure drops 
from Eq. 21, page 95. The cost of heating surface was taken 
£is $1.40 per sq. ft. including all installation costs. The eost of 
power delivered to the air, corrected for efficiencies of fan. and 
motor, was assumed to be 5 cents per kw.-hr. The drier fox 
which this apparatus was designed operates 7200 hr. per year, 
t,e. 300 days. The annual charge against the heating surface 
for depreciation, interest, taxes, 
maintenance, etc., was taken as 
15 per cent. 

It will be noted that the point 
of lowest total cost corresponds 
to a linear velocity of only 8 ft. 
per sec. through the minimum 
clear area. The explanation for 
this result is that the percentage 
charged off against depreciation 
is lower than is justifiable under 
other than exceptional condi- 
tions. High fixed charges demand high velocities; high power 
cost, the reverse. There is often a tendency on the part of the 
designer to reduce initial investment by an installation that is 
in reality uneconomical because of excessive operating costs. 

Nomenclature 

(The units are based on feet, pounds, hours, degrees Fahrenheit and 
B.t.u. Arty other consistent set may be used in the dimensionless relations 
given, but fox the i&w dimensionaJ eq[uatioiis the units of this table must be 
used.) 

A = area of heat-transfer surfa,ce, sq. ft. 

^av. — average value of Ay sq. ft. 

<2 = heat-transfer surface per unit volume of apparatus, sq. 
ft./cu.ft. 

a'=& ratio, A/N, sq. ft./ft, 

B= effective thickness of film, ft.; B = kfh. 
h = a constant. 

C, c = specifie heats. 

(^ 3 ) = specific heat at constant pressure, B.t.u./(lb.) (deg. F.). 
d = prefix, indicating differential. 

Z) “diameter, ft, 

Dea. “equivalent diameter, ft. 

D' “diameter, inches. 
e = base of natural logarithms, 2.718. 



5 6 7 8 9 10 II 12 13 14 

Sec.) 


Fig. 53. 
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F== ratio of true mean temperature diJfference to that for coun- 
terflow. 

/=frictioii factor in Fanning equation, dimensionless. 

(x —mass velocity, equals w/Sy lb./(lir.) (sq. ft. of cross section 
occupied by fluid). 

Gmax. =inass velocity through, minimum free area in a row of pipes 
normal to the fluid stream, lb./ (hr.)(sq. ft.). 

=mass velocity, lb./(see.)(sq. ft.), 
acceleration due to gravity, 4.18 X 10^ ft./(hr.) (hr.). 

H = height of vertical plane, ft. 

fe== local individual coefficient of heat transfer, equals dq/dA A, 
B.t.u./(hx.)(sq. ft.) (deg. F. diff.). 
hm. ==mean. value of h for entire apparatus, based on 
/la.m. = average h, arbitrarily based on arithmetic-mean temperature 
difference. 

As —scale factor = conductivity of scale /thickness of scale. 
fc=thermal conductivity of fluid, B.t.u./(hr.) (sq. ft.) (unit tem- 
perature gradient, deg. F./ft.). 

dt^ 

hf=k at the “film’' temperature, i/==(i+^n,)/2. 

I/= linear dimension; thickness of conductor, ft. 

M —mass. * 

hydraulic radius, ft.; equals S/p'. 

N —length of heat-transfer surface, heated length, ft. See Fig. 43. 
72.= number, dimensionless, 
p'’ == perimeter in contact with fluid, ft. 

Q ^ quantity of heat, B.t.u. 
q, go = rate of heat flow, B.t.u./hr. 

i? — individual thermal resistance, I/Aav^av.- 
Re — Reynolds number, 4mG/ ju — 4r/ju. 

Ref — Re at film temperature t/, where tf = (ti-tw) /2. 
r = latent heat of condensation, B.t.u. /lb. 

S = cross section, filled by fluid, in plane normal to direction of 
fluid flow, sq. ft. 

T - temperature, deg. F. abs. 

"'i, 2 ^ 2 = inlet and outlet bulk teipperatures, respectively, of warmer 
fluid, deg. F. 

t =bulk temperature (based on heat balance), deg. F. 
is ~ saturation temperature of vapor, deg. F. 
tw = wall temperature, deg. F. 

b, b= inlet and outlet bulk temperatures of colder fluid, deg. F. 

= temperature of stream of great depth, ambient temperature, 
deg. F. 

i = temperature difference (in discussion of diiiicrisions). 

V =hulk temperature of fluid at any point in entrance and exit 
passes, respectively, of U-tube in discussion of Am. in 
multi-pass exchangers. 
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27 =OTerall coefficient of heat transfer, B.t.u./(hr.)(sq. ft.) 
(deg. F.). " • 

V, average veloeity, volumetric rate divided by cross section 
filled by fluid, ft. /hr. 

Feo = velocity of stream of great depth, ft. /hr. 

Vs = value of V, ft./sec. 

TF, w =mass rate of flow per tube, lb. /(hr.) (tube), 
ic, 2/, z= variables. 

a = alpha, a ratio. 

^=beta, volumetric coefficient of thermal expansion, having 
units of reciprocal of temperature. 

r —gamma (capital), mass rate of flow, lb. /(hr.) (ft- of wetted 
periphery measured on a plane normal to direction of 
fluid flow); w/ttD for a vertical and w/2N for a hori- 
zontal tube. 

- *7= gamma (lowercase), surface tension, Ib./hr.^ 

A = delta, temperature diflerence, deg. F., either overall or 
individual. 

Aa^.ia., Ai.m. == arithmetic and logarithmic means of terminal temperature 
diflerences, respectively, deg. F. 

Am. = true mean value of the terminal temperature differences, 
deg. F. 

d— delta, partial derivative. 

d = theta, time, hr. 

^==mu, viscosity at bulh temperature, lb. /(hr.) (ft.); equals 
2.42 times centipoises. 

jay = viscosity, lb. /(hr.) (ft.), at arithmetic mean of wall and fluid 
temperatures. 

jUto = viscosity at wall temperature, lb. /(hr.) (ft.). 

7r=pi, 3.1416. 

p =rho, density, Ib./cu. ft. 

^density of stream of great depth, Ib./cu. ft. 

=phi, function defined by (/i/jLt/)^^(l ^-0.015'^^<rr)- 

^ — psi, function. 

PA.RT rir. RADIATION 

Intro dtiction. — All bodies emit radiant energy and the rate of 
energy emission always rises with the temperature of the body. 
Furthermore, the spectra, of the radiation emitted by solids and 
liquids are always continuous. When radiation strikes a body, 
part of it is absorbed and quantitatively transformed into heat, 
part is reflected, and part may be transmitted unchanged if 

* The type of radiation under discussion is called thermal radiation, in 
contradistinction to fluorescence, phosphorescence, radiation excited by 
electric discharge, and the like. 
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the body is not completely opaque. The total emissive power E 
of a surface is the total radiant energy emitted per unit, time from 
a unit area. If the surface is exposed to uniform radiation from 
a source that fills the field of view of the surface, the fraction of 
the incident radiant energy which is absorbed is termed the 
hemispherical absorptivity of the surface, hereinafter called 
merely the absorptivity a; similarly, the fraction reflected is 
called the reflectivity. For opaque bodies, to which all later 
treatment is restricted, the sum of absorptivity and reflectivity 
equals unity. Certain bodies, such as lampblack or a surface 
coated with it, absorb nearly all the radiation falling upon them. 
An ideal body which absorbs all the radiation striking its surface 
is defined as the black body. No actual surfaces are absolutely 
black in this sense, but many nonmetallic bodies absorb approxi- 
mately 90 per cent of the incident radiation. The emissivity p 
of an actual surface is defined as the total emissive power E of 
the siirfaee divided by the emissive power of a- black body at -the 
same temperature, p = * 

Yisualize two parallel plane surfaces, and S2, having 
areas that are large relative to the distance between them. Both 
surfaces are maintained at the same temperature; Si is a black 
body, absorbing all the radiation falling upon it; the other, S2, 
has an absorptivity less than unity. The space between is 
evacuated so there is nothing to interfere with the 'travel of 
radiant energy. The absorption of energy from the black body 
hy the surface S2 is Esaj and the reflection from S2 to Si is 
— a). The emission from S2 is EbP and must be of such 
magnitude that the sum of it and the reflected energy must equal 
the emission E3 from Si, since otherwise there would be a net 
transfer of heat between two bodies at the same temperature. 

herefore, EbCI — o) plus EbP equals Eb, and the absorptivity a 
equaU the emissivity p under these isothermal conditions. Since 
the absorptivity of a surface can never exceed unity, the above 
relation indicates that the emissivity can never exceed unity, 
2.6., no surface can emit more radiation than a black body at 


in cautioned to bear in mind the frequent looseuse of terms 

to cover th^ term’s.^"® sometimes used 

to cover the term herem called “absorptivity.” “Absorptive pmver ” con- 

tivi*; Absorptivity aud reflec 
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the same temperature, aad hence the black body is sometimes 
called the perfect radiator. 

In the light of the preceding paragraph, it is clear that, if 
a small peephole were made in the surface of the black body in the 
above case, the amount of energy per unit time streaming through 
this peephole (the sum of emission and reflection from the non- 
black surface) must be equal to that emitted from a black body 
at the same temperature. A more detailed analysis shows that 
this conclusion is valid regardless of the shape or material of 
construction of the enclosure, so long as 
it is isothermal. Indeed, the isother- 
mal enclosure provided -with a peephole 
serves as the basis of all temperature 
standards above the range of the gas 
thermometer. 

Investigation of the spectra of hlack- 
body radiation gives curves such as 
those shown in Tig. 54. These curves, 
which show the distribution of radiant 
energy throughout the range of wave- 
length, are ixed at any given tempera- 
ture and are a function of temperature 
only. The energy lying between the 
wavelengths k and is obviously 

equals Cxs d'K where cxb is the monochromatic emissive power 
of the black body per unit wavelength, expressed as energy per 
unit time per unit area and per unit wavelength. The value of 
exB always reaches a maximum at a characteristic wavelength 
dependent on the temperature; expressing wavelength in microns 
and temperature in degrees Fahrenheit absolute, X^ equals 
5200/T. As the temperature rises, the whole curve rises and the. 
maximum moves in the direction of shorter wavelength (see 
Tig. 54). It is clear that the total emissive power Eb of the black 
body at any given temperature is the integral of the area under 

the corresponding curve, ’f.e., Eis equals e^B dX. 

The ratio of the monochromatic emissive power cx of an 
actual surface to that of the black body at the same temperature 
is called the monochromatic emissivity, f.c., p = ex/CxB. The 
statements made as to the equality of emissivity and absorptivity 
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X= Wavelength in Microns 

Fig-. 54. 

proportional to dk and 
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of a givea surface as applied to radiation of all wavelengths must 
apply likewise to each individual wavelength, since otherwise the 
character of the black-body spectnim would depend on the sur- 
face. Hence the monochromatic emissivity p\ equals the mono- 
chromatic absorptivity a\ for any wavelength and depends only 
upon the character of the specific surface and its temperature. 
Because the radiation from a black body, both monochromatic 
and total, is fixed at a given tempera- 
ture, the value. of pi or of p at that 
temperature fixes definitely the energy 
emitted from the surface. On the 
other hand, the amount of energy 
absorbed by a surface is a function of 
the nature and intensity of the radia- 
tion to which it is exposed as well as of 
the surface absorptivities ux and. a. 
The character and temperature of the 
surface are therefore inadequate to 
Q z 't V 8 10 define fully the energy received by 

X=Wawleng+hfn Microns absorption. There is no experimental 
evidence that the absorptivity is 
materially affected by the intensity of the incident radiation. 

If the values of for an actual body vere constant at all 
wavelengths, its spectral distribution curve, e->. vs. \ would be 
similar in shape to that for a black body at the same temperature, 
and at each wavelength the height of the curve, would he the 
same fraction of exj, (Fig. 55). Such a body is dehned as a gray 
body. In the treatment of gray bodies one can deal directly 
with total emissive power and ignore the monochromatic effects 
when considering total energy exchange. While the phenomena 
of radiation are extraordinarily complex, fortunately, under the 
conditions encountered in. most engineering work, the interrela- 
tionships can be greatly simplified. Thus, the temperature 
levels encountered in engineering practice are such that the bulk 
of the energy lies in the infrared spectrum in contrast to sunlight 



Since expenmental evidence indicates that px, the emissivity at any 
ivaplength, IS but little affected by temperature, a truly gray body 
te.llptrltnre*“^^^ absorptivity o and a total emissivity p unaffected by 
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wMch has its maximum intensity in the visible spectrum. The 
great majority of solids except polished metals, approximate 
the gray-body state under such conditions of infrared radiation 
and can be reasonably treated as gray bodies. E-eliable data 
on p and a are meager, and factors such, as differences due to 
surface roughness and degree of glazing cause variations in the 
results obtained. Hovrever, for most surfaces except polished 
metals, t V and a are high and range from 0.7 to 0.97, indicating 
the use of a value of 0.9 where other data are unavailable. 

With polished metals the values of a and p are low at low 
temperatures and increase with temperature, owing to consider- 
able variations of a\ and px with wavelength. Despite this, for 
many problems a single average value for a and p for a given 
metal is a workable approximation. 

Stefan-Boltzmann Radiation. Law for Black Bodies. — Based 
on Tyndalhs measurements of the emission of radiation from 
platinum black, Stefan noted in 1879 that the rate of energy 
emission was proportional to the fourth power of the absolute 
temperature. A few years later Boltzmann deduced this 
relation for black bodies by thermodynamic reasoning. The 
relation known as the Stefan-Boltzmann law for black bodies is 
in which a is the Stefan-Boltzmann constant, revised 
several times as experimental technique improved. The present 
value of <r is 0,173X10“^ when Eb is expressed in B.t.u. per hour 
per square foot and T is expressed in degrees Fahrenheit abso- 
lute. J Employing these units, the Stefan-Boltzmann law 
becomes: 

E.-0.173(^)‘. C29) 

Let A represent the surface of the black body expressed in square 
feet and q the rate of emission in B.t.u. per hour. If all parts 

* At a given temperature the absorptivity of a surface for siinliglit may be 
considerably different from its absorptivity for the longer -wavelengths pre- 
dominating in low-temperature radiation. 

t Unoxidized alnminnm plate and foil have cmissivities of 0.04 to 0.06; 
even -when oxidized at 1100°P. ; because of the transparency of the thin 
coating of oxide, p is only 0.2. 

I When A^^is expressed in gram calories per second per square centimeter, 
and Tin. degrees centigrade absolute, cr is 1.37X10“^^. 
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of the black emitting surface are at a uniform temperature, 
q^EsA ; if the surface temperature varies, dA. 

Intehcha^ngh between Black Sxteeaces 

If one observes at a distance the thermal radiation from a 
black bod 7 of any shape whatever, the result is identical with 
the radiation one would receive from another black body, at the 
same temperature, whose actual surface in position and area is 
identical with the projected area of the first body. It is fre- 
quently assumed that the same is true for bodies that are not 
black bodies, assuming that the projected surface is identical in 
character with the actual one. This is approximately true in the 
case of many industrial surfaces that have high emissivities, but 
breaks down in the case of the polished metals. This rule is capa- 
ble of mathematical formulation in terms of the important cosine 
law. 


Derivation of G-eneral ’ Differential Equation. — Consider a small black- 


surface element dAi of total emissive power Eb radiating in all directions 



Eig. 56. 


from one side. The problem is to determine what 
portion of its radiation is intercepted by some other 
small black surface of element dA^. Figure 56 presents 
the details of the problem. Obviously the radiation 
per unit time from dAi intercepted by dA^ is 

proportional to the d'p'parent area dA^ as viewed from 
dA 2 . Furthermore, the interception of the emitted 
heam is proportional to the d'p'parent area dA\ of dA^. 
taken normal to the beam. Also the radiation received 


at dA^ will vary inversely as the square of the distance or radiu^, r separat- 
ing d,A\ and dA^.. Algebraically stated, these rela- 


tions give the equation 

dq ,^2 = ix idA[) {dA',) /r^ (30) 

where L is a proportionality constant. This is the 
‘‘sqnare-of-the distance law^^ familiar from physics 
experiments in illumination. ■ Since dA'^ equals dAx 
cos (l>i* and dA^ equals c 2 A 2 cqs <f> 2 , this maybe written 



cos <^i) {dAi cos 


(30a) Fig. 57, 


This equation is sometimes expressed in a different form. Xet the small 


*This may be seen from Pig. 57, which shows an enlarged view of dA, 
having side AB, and of dA{ having side BC. Since AB and BC, enclosing 
angle ABC, are, respectively, perpendicular to EF and DF^ BC/AB equals 
cos ABC. Since BCfAB equals dA'jdA^ dA[ equals dAj. cos 4>i. 
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solid angle subtended by dA^ at dAx be called dwi (see Fig. 58). By definition 
a solid angle is numerically 'the area subtended on a sphere of unit radius, or, 
for a sphere of radius r, the intercepted area dWided by r^. Hence one may 
write docx =dA'jr'^ =dA^ cos <^ 2 /r 2 , and Eq. 30a becomes 

dqi~^% = ii dAiCOB 4>x dcoi. (305) 

Since Eq. 30a is symmetrical with respect to dAx and 
dA 2 , and to cos 0i, ^nd cos <^ 2 , a third way of writing 
Eq. 30a is 

(30c) 

The various forms of Eq. 30 are completely equivalent; 
the choice among them in subsequent use will depend 
on* the particular problem.. The proportionality factor ii will be referred 
to as the intensity of radiation from the surface dAx. 

The rate of radiation dqx in. all directions from one side of 
dAi is given by integration of Eq. 30b over the complete hemi- 
spherical angle 7r/2 above dAi] dqi==^dAiiijdoai cos <^i. Since by. 
definition Eb'l equals dqi/dAi, the relation bet-ween JEJbi and ii is 
obtained by 



cos (ZQd) 

Referiing to Fig. 59, describe a hemisphere of radius r around 

dAx. Let dA^ be a small surface 
element of the surface of the 
hemisphere, the radius r making 
the angle <l>i with the normal to 
dAi.^ Considering as an element 
of area -of the hemisphere, a 
ring of width r d4i and a length 
of 27rr sin ( 561 , the area dAi is 
2 Tr 2 sin <^i d<^i. Substitution 

of this value of dAi in Eq. 30d gives 

Tt 

Bbi = 2 TfiJ^ sin cf>i cos q 6 i d(j>i = 

Thus the intensity i of the cosine law is found to be the total emissive 
'power of a black hod'y, divided by tt: 
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The same result is obtained by considering the upper surface to 
be an infinite plate parallel to dAx, rather than the hemisphere 
considered above. 

Of the radiation emitted per unit time by the black element 
dAs, the amount dq^^i intercepted by is given by equations 
like Eqs. 30a, 306 and 30c, except that is replaced by 
Since for the present case of black bodies all radiation intercepted 
is absorbed, the net rate of interchange, or dg^i_, 2 ;niihus dq%^i^ 

is given by equations like Eqs. 
30a, 305 and 30c, except that ii 
is replaced by vrhich 

equals — 

Net Rate of Radiation between Two 
Finite Black Bodies. — The applica- 
tion of this relation to the evaluation 
of the net interchange between finite 
black surfaces will be illustrated by a 
simple case, that of two parallel disks 
directly opposed, separated by the dis- 
tance K. Figure 60 shows the details 
of the problem. The larger and 
smaller disks have radii a and 6, and 
areas Ai and A 2, respectively. The 
angles 1/^1 and are measured from the 
reference plane ABCD. The elemen- 
tary surfaces dAi and dA^ lie at local radii and /> 2 , respectively. Equa- 
tion 30, with the replacement of iby the term {Ebi is convenient 

to use: 



Fig. 60. 




{Ebi — Ej3z) dAi cos <t>i dAz cos 4>2 


(30/) 


By examination of Fig. 60, the terms in this equation may be identified as 
follows : 

dA\==dpi pxdpi} dAfi^dp^ p2 

cos 4i—K/r; -cos 4>z = X/r; 

' r “V^ pi^d-p 2 ^ — 2p IP 2 cos 

Substituting these five relations in Eq. 30/ and inserting limits to cover the 
whole area of each disk give the relation 


J *2-jr pZ-x pa ph 

0 Jo jo jo 


pxPzK^ dpi dp2 drp'i dxpz 


|0 ■w[pi®-|-p2^ — 2piP2 COS (i/'a — 


( 31 ) 
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Since the radiant-hesit interchange betw'een tke disk of area Ai and an 
infinite parallel plane replacing A 2 is (Ebi—FbO^i, it is seen that the bracket 
in Eq. 31 represents A-lFi^z, where Fi-l+a represents the fraction of the 
radiation leaving one side of in aU directions, -whicli is intercepted by 
disk Ai. By the symmetry of the problem, the bracket may alternatively 
be considered to be represented by A^^^u Since either AiC== 7 r& 2 ) or 
Aii—TTCt^) may be factored out of the bracket, the choice of Ai gives one 
value to Fi -^2 and the choice of A 2 another value of Fi-^±. 


The general equation of radiant-heat interchange between two 
black surfaces is consequently 


^aet — (JEJ £. 1 . — Ej JB<^AFa “ 0. 173 A 




,iooy J 


(3La) 


in which A is the area of one of the surfaces andiP^ is a geometrical 
factor dependent only on the shape of the system and on which 
of the two surfaces is used far eyalnating A. 

In the case of a small black body of area Ax and temperature 
Ti completely enclosed, it is obvious that all the radiation leaving 
A 1 in all directions is intercepted by the walls of ‘the enclosure 
at T 2 , f.e., Fi ->2 is unity. The net exchange is then 


(EbI — EJb^^Ai — 0.173ALl 




The value of Fa corresponding to the case of finite disks con- 
sidered in detail above is presented as curve 1 of Fig. 61 for 
the special case of disks of equal radius. Figure 61 also includes 
as curve 2 the factor Fa for squares. The factors for many 
other shapes of industrial importance are available in algebraic 
or graphical form. 


• Interchange between Gray Surfaces 

Analysis of the problem of interchange between surfaces 
makes it clear that structures having identical surface character- 
istics, relative temperature distributions and shape factors, hut 
differing in dimensions will have at all points identical rates of 
total radiation interchange per unit area at corresponding points. 
Since this is true, the total rate of energy interchange over a 
given area will be proportional to that area, despite the possibility 
of considerable variations from point to point in the area. 

Granting that the heat exchange is due predominantly to the 
maintenance of. a relatively uniform high temperature Ti over one 
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portion of the area of the structure and a relatively constant 
lower temperature 1^2 over another, and that net energy quantities 
transferred from other areas are negligible, this is equivalent to 
sa 3 ung that the total energy interchange per unit time can be 
expressed by an equation of the form 

9'=O ir3^[(5^) - (j^) C32) 

in which q represents the net rate of heat radiation, ^B.t.u. per 
hour; A the area of one of the two surfaces, square feet; Fae a 
factor which allows for the average angle throughout which one 
surface views the other and is dependent on which surface is 
chosen to use in the area term A, and also makes allowance 
for the emissivities pi and p 2 of the two surfaces. IFrom the 
character of the preceding discussion it should be clear that for 
any structure of a specific geometrical shape, built of surfaces 
of specific radiation characteristics, it ought to be possible to 
evaluate the function Fab by integration of the fundamental 
equation given. However, it is not surprising to find that 
the integrations themselves are extraordinarily complicated. 
Indeed, in many cases one can only make approximations, which 
are not too accurate. However, these integrations have been 
carried out for a relatively large number of cases of engineering 
importance. It has been found possible to approximate the 
factor of Eq. 32 by the product of two factors: the geometrical - 
factor already discussed, and a factor Fe to allow for the nonblack 
character of the surfaces. Equation 32 then becomes 


^ = 0.173A 




Ij 

lOO 




FaFe 


(32a) 


The factors Fa and Fe are tabulated for a number of important 
cases in Table I, accompanied by Figs. 61 and 62. ‘ Eor other 
cases occasionally encountered one must go to the literature. 
Since in the expression for Fe the factor p must serve as the 
emissivity of the surface and as its absorptivity for radiation 
from the other surface (which is at a different temperature), 
and since absorptivity depends more on the ‘^temperature'’ of 
the radiation being absorbed than on the temperature of the 
absorber, the value of p for the sink should be evaluated at the 
temperature of the source. Since the radiation emitted by 
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the sink is small compared to that from the source, the emissivity 
of the source is more important than its absorptivity for radia- 
tion of a loiver '‘temperature"'; hence the value of p for the source 
should also be evaluated at the temperature of the source. The 
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approximation here involved is well within the precision with 
which emissivities are known for most industrial surfaces. The 
use of Eq. 32<2 with values of Fa andF£rof Table I is theoretically 
restricted to cases where the source and sink are at a uniform 
temperature. 
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Table — RADiATioisr bbt-weekt Solids. Tactoks for XJsb in Eq. 32a 

{HotteV) 


Case 

Surfaces between which radiation 
is being interchanged 

Area, 

A 

Angle factor, 
Pa 

Emissivity factor, Fb 

1 

Infinite parallel planes - . 

Either 

1 

1 

1.^— -1 
pi P2 

2 

Completely enclosed body, small 
compared with enclosing body. 
(Subscripts 1 refer to enclosed 
body.) 

Ai 

(Note 

a) 

1 

Pl 

3 

Concentric spheres or infinite cylin- 
ders. (Subscripts 1 refer to en- 
closed bodies, 2 to surroundings.) 

. Ai 

1 

pi A 2 VP 2 J 

1 

1 

h) 

pi P2 

4 

Element dA and semi-infinite sur- 
face, latter generated by line mov- 
ing parallel to its original position 
and to plane of dA, Pass plane 
tl^ough normal to dA, perpen- 
dicular to generating line of other 
! surface. In this plane and 

are angles made by lines connect- 
ing dA to edges of surface, with 
the normal to dA. 

dA 

sin sin 4>" 

2 

Only plane 
angles are in- 
volved 

Plp2 

5 

6 

Tw;o equal parallel circular disks 
with centers on same normal to 
their planes. 

Either 

Pig. 61, line 1 

\ piPs<F's, 

/ 1 

Two e<^ual squares in parallel planes 
and directly opposite one another. 

Either 

Pig. 61, line 2 

(1 

f pipz 

f (Note d) 

' (Note /) 

7 

■ 8 

Two equal rectangles in parallel 
planes and directly opposite one 
another. 

Either 

VFa'XFa." 
(Note c) 

Two rectangles with a common side, 
in perpendicular planes; 

Either 

Pig. 61 

pips, approximate 
(Note /) 

9 

Parallel squares or disks, connected 
by nonconducting but reradiating 
black walls. 

Either 

Pig. 61, line 3 

Pip 2 , approximate 
(Note f) 

10 

Parallel rectangles connected by 
rprccndu?tir.g but reradiating 
1:1;.;' 1. v ; 1 i. 

Either 

(Note e) 

P 1 P 2 , approximate 
(Note /) 


o. Enclosed body must contain no negative curvature if Ai is used. Reokce anv “ Him-, 

Pi Pi _ ^ ^ 

e. Obtained from Case 9 as Case 7 is obtained from Case 6. See Note r and Pi'o- 

Howevar?Xre''r^drarl^^.8o?hiSer?l?lpprol^^^^^^ 
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Enclosures at Nonuniform Temperature. — ^Although it is 
beyond the province of this book to treat fully the complex cases 
of enclosures of nonuniform temperature, certain simplified cases 
will be considered to indicate the method of attack. If an 
enclosure consisting of black surfaces can be divided into a 
number of zones, each, at a uniform temperature, the fraction of 
the total radiation from any one of the zones, which is intercepted 
by one of the other zones, may be- evaluated by suitable integra- 
tion or by the use of plots giving the geometrical factor Fa for 
Eq. 32a- Generally in a design problem the temperature of 
not more than two of the zones will be specified, the source and 
the sink. Other zones will take up equilibrium temperatures 
obtainable by a heat balance on the zone, which may involve 
allowance for external heat losses. The sole objective in a 
problem is frequently the determination of the net interchange 
between the source and the sink, including both direct inter- 
change and reradiation from other surfaces. This need not- 
always involve a determination of the temperatures of the other 
surfaces present. 

In some enclosures the temperature varies continuously along 
the wall. Certain cases of this type may be treated exactly, 
such as. the interchange between two disks at uniform but dif- 
ferent temperatures, connected by nonconducting but reradiating 
walls. Although the solution of this problem is quite complex, 
the results can be presented in simple form (curve 3, Tig. 61). 
It is found that the actual heat interchange per* unit area is a 
fraction of that which would occur if the two disks were separated 
by an infinitesimal distance (i.e., the case of infinite parallel 
planes), and that this fraction is independent of the temperatures 
of the disks and completely determined by the ratio of their 
diameter to distance apart. This factor of interchange between 
planes is presented in Fig. 61 as curves 3, 4 and 5. It is clear 
that the case just discussed covers such industrial cases as the 
loss of heat through furnace peepholes and the interchange of 
heat in certain types of electric furnaces. 

Illustration 5. — A mafile-t^pe furnace, in Avhich the carborundum muffle 
forms a continiioas floor of dimensions 15 by 20 ft., has its ultimate heat- 
receiving surface in the form of*several rows of tubes above and parallel 
to the muffle, the distance from the muffle top to the lowest row of tubes 
being 10 ft. The tuhes fill the furnace top, equal in area to that of the 
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carborundum floor. The average temperature of the upper surface of the 
floor is 2100°F.; the tubes are at 600°F. The side walls of the chamber are 
assumed substantially nonconducting but reradiating, and are at some 
equilibrium temperature between 600° and 2100°F., such that they radiate 
just as much heat as they receive. The tubes are steel, oxidized. Find (a) 
the total net radiation between the two surfaces, talcing into account the 
reradiation from the side walls and (b) the direct radiant-heat interchange 
between the tubes and the 15-ft. by 10-ft. back wall, if the latter has an 
average temperature of 1500®F. 

Solution, a. The net radiation between the carborundum and the tubes, 
with allowance made for the effect of the reradiatiug side walls, is obtained 
by evaluating Fj_ for Case 10 instead of Case 5. From curve 4 (Fig. 61), 
Fi=-0.63 and F1'=-0.69. Then = V(0.63)(0.69) =0.66, which means 
that the carborundum and tubes intexchange directly and indirectly, by the 
aid of the side walls, 66 per cent as much radiant heat as if they were so close 
together that they could be considered infinite parallel planes, viewing 
nothing but each other: 

5=0.173(300)[(25.6)4~(10.6)^](0.66) (0.9)C0.7) =8,960,000 B.t.u./hr. 

h. Since the tubes represent a 15- by 20-ft. rectangle, this problem may be 
classified under Case 8, Table I, interchange between two rectangles, 15 by 
20 ft. and 15 by 10 ft., in perpendicular planes, and having a common 15-ft. 
side. Figure 62 shows that the interchange of heat may be based on either 
area. Tet A equal the plane of the tubes, 15 by 20 ft- Then, Y == 
2%g = 1.33, Z and F^=0.13. If the emissivity of the back 

wall is assumed to be 0.85, 

$=0.173(300)[(10.6)4-(10.6)^](0.13) (0.85) (0.90) =693,000 B.t.u./hr. 

niustration 6. — The distribution of radiant heat to the different rows 
of tubes in a tube nest irradiated from one side falls under Case 4 of Table 
I. Figure 63 represents the summarized results obtained by the applica- 
tion of the method described in Case 4 to the special problem of radiation 
from a plane to one or two rows above and parallel to the plane when the ‘ 
tubes are staggered and placed on equilateral triangular centers. 

a. Suppose it is desired to consider the case of 4/^-in. tubes on 9-in. 
centers. The heat interchange between two infinite parallel planes will 
be taken as a basis of comparison. If one plane is replaced by a nest of 
tubes, many rows deep, the heat interchange will be the same. Acco;’ding 
to Fig. 63, curve 3, the first row of the tubes will intercept 0.66 of the total. 
According to curve 1, the second row will intercept 0.21 of the total, leaving 
1 —0.66—0.21 =0.13 to be intercepted by the remaining rows. 

b. Suppose the one plane had been replaced by a single row of tubes with a 
refractory back wall instead of by a nest of tubes. The fraction 0.66 of the 
radiation from the other plane would still be intercepted by the row of tubes, 
the fraction 0.34 going through and being absorbed by the back wall. If 
it is assumed that there is no external heat loss from the back wall, the 
latter must take up an equilibrium temperature between that of the tubes 
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and that of the other radiating plane and must radiate back as much heat 
as it absorbed. This back radiation, Q.34, will be 66 per cent intercepted 
by the tubes, the other 34 per cent of it returning to the original radiator. 
The total heat picked up by the tube is, therefore', 0.664-0.66(0.34) =0.88, a 
value that could have been read from Fig. 63, curve 6. A single tube 
and back wall will, therefore, be 88 per cent as effective a heat receiver 
as an infinite number of rows, so far as radiant-heat transmission is 
concerned. 

c. Suppose the one plane had been replaced by two rows of tubes with 
refractory hack wall, instead of hy a single row. According to Fig. 63, 



Fig. — Radiation from a plane to one or two rows of tubes above and 

parallel to the plane. Tubes on equilateral-triangular centers; nonconducting, 
but reradiating refractory surface above tubes. The ordinates are expressed 
on the basis of heat transferred from a plane to a plane replacing the tubes or 
to an infinite number of rows of tubes. CtirVes 3 and 1 apply to direct radiation 
to the first and second rows, respectively. 

curves 4 and 2, the total radiation to the first row is 0.69, to the second 0.29, 
and to both 0.69-1-0.29, or 0.98 as much as to an infinite number of rows (or 
to a continuous plane). 

Prom Fig. 63, it is seen that only when the tubes are of small diameter, 
relativ^e to their distance apart, is there any considerable quantity of radiant- 
heat penetration beyond the second row. 

Simplified Equation for Radiation. — As shown on page 107, 
the heat transfer "between solid and gas by convection is given 
by the equation 

q,=heA(T,-T^) (33) 

■whereia represeats the rate of traasfer by convection, B.t.u. 
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r b-our; A tbe surface area, square feet; Ts and Tg the tem- 
ratures of the surface and of the gas, respectively, in degrees 
ihrenheit absolute; and Ac the coefficient of heat tiausfer by 
.avection, B.t.u./(hr.) (sq. ft.) (deg. T.) (see pages 112 and 115). 
s shown fox Case 2 in Table I, the heat loss by radiation from 
body small in size compared to the enclosure, as, for example, a 
;eam pipe in a room, is given by the equation 

(#„)•] ■ 

therein qr is the rate of heat transfer from pipe to room by 
adiation, B.t.u. per hour; p is the emissivity of the surface 
if the pipe; and Ts and Tr are the temperatures of the pipe and 
oom, respectively, in degrees Fahrenheit absolute. It is 
lometimes convenient to evaluate q[r by the simplified equaiion 
or radiation: 

qr^hrAiT.-Tr) (35) 

tvherein Aris a factor called the coefficient of radiant-heat transfer 
from solid to solid, expressed in B.t.u./(hr.)(sq. ft.)(deg. F. diff. 
between surface and room), and is evaluated from a chart or 
the equation 

( ot )] m 

hr Ts-Tr 

Figure 64 shows values of hr for a black body, based on p=l. 
Where both the air and the walls of the room are at the same 
temperature, Tg = Tr, the combined heat loss by convection and 
radiation is obtained by adding Eqs. 33 and 36: 

qo-^qr- (KA^hr){A){Ts-Tr)^ (37) 

The temperature difference in Eqs. 33 and 37 may be expressed 
in degrees Fahrenheit, which is the same as the difference in 
the temperatures on the Fahrenheit absolute scale. Observed 
values of the combined coefficient hc-\-hr have been determined 
for bare pipes (Fig. 65) and may he employed directly, instead 
of evaluating he and hr separately. 

Heat Losses from Lagged Pipes. — The optimum thickness of 
insulation is that thickness which gives the maximum net saving, 
i.e., the difference between the value of the heat saved and the 
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total ckarges agaiast the covering* The literature contains 
numerous examples of such calculations. Obviously the opti- 
mum thickness for a given pipe size varies with the value of heat 
and the cost of lagging the pipe. 



Fig. 64. — Coefficients for use in Eq. 35, based on Eq. 36. 

Illustration 7. — Calcxilate the heat loss from 160 lin. ft. of standard 4-in. 
steel pipe carrying saturated steam, at 360®iF. The pipe is covered 'vrith a 
1-in., thickness of 85 per cent magnesia lagging (fc =0.04:2 English hour 
units), and the temperature of the air surrounding it is 80 °F. 

Solution . — The internal and external diameters of the pipe are 4.026 and 
4.50 in., respectively. Denoting by the sum of the resistances to heat 
flow offered by steam film, metal wall, lagging and air film, 

Szi. 360-80 

I . L., L-^ 1 
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Take K as 3000. = lOOM (4.03) /12 = 105.5 sq. ft. 

(4.03 4-4.50) /(2.x 12) = 111.5 sq. ft. 

' 144 sq. ft- 

la = 100(5r)(6.50)/12 = 170 sq. ft. 


Assuming that the eixternal temperature of the lagging is 130‘^F., 
is found to he 2.0 from Fig. 65. Hence 


280 

*0.0167 


= 16,700 


B.t.u./hr. 


To check the assumption of 1S0°F. as the external lagging temperature, 



0 lOO 200 300 400 500 600 700 

7s“ V “ Temperature Difference, Deg.f 


Tig. 65. — Coefficients of heat transfer by radiation, conduction and natural 
convection from bare steel pipes to surroundings at room temperature, for use 
in Eq. 37. 

note that Aa =^/(fec4-^r)A =16700 XO. 0029 =40°F., which gives 129'^F. as 
the temperature in question, a good check of the origin-aT assumption. 

If the pipe had been bare, a similar calculation shows that the heat loss 
would have 104,000 B.t.u. per hr. Estimating the value of heat at $0.30 
per 10« B.t.u., the value of the heat saved per 300-day year is 87,000 X 24 X 
3aOX0.3a/10« = SlS8 per yr. 


It is possible to have the heat loss from, a pipe increa/sed rather 
than decreased by putting a layer around it. However, this can 
occur only under exceptional conditions involving a combination 
of poor insulation with small size of pipe. This principle is 
exploited by the electrical engineer in insulating wires to secure 
a combination of electrical insulation with increased cooling effect 
on an overloaded wire. 
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Radiation Errors in P 5 rrometry. — An ordinary mercury 
thermometer on a thermocouple is often used to measure the 
temperature of a gas when the temperature of the surroundings 
is different from that of the- gas. Under such conditions the 
thermometer will indicate an apparent gas temperature some- 
where between that of the gas and that of the surroundings; if 
the gas is the hotter, the thermometer reading will be too low; 
if the wall is the hotter, the reading will be too high. The 
factors that tend to develop a large error are: large difference 
between the true temperature of gas and' surroundings, high 
temperature of either the thermometer or the surroundings, and 
a small value of he. 

The mechanism by which the error is developed may he 
illustrated by considering a thermocouple inserted in the gas 
stream passing through a duct, the walls of which are hotter than 
the gas, under conditions such that the true temperatures of 
the walls and gas remain constant. The walls radiate heat 
to the couple, which tends to raise its temperature, but the couple 
loses heat to the gas stream by conduction through the gas 
film on the couple and thence by convection to the main body 
of the gas. These two opposing factors soon counterbalance, , 
thereby establishing a constant reading on the couple. Under 
this condition of dynamic equilibrium the rate of heat flow by 
radiation must be exactly equal to that by conduction and 
convection, as otherwise the temperature of the couple would 
change. Algebraically stated, 


_£ 

A 


0.173p, 


m-i: 


LX 

100 / 


= hciTc-T,) 


(38) 


in which the temperatures are expressed in degrees Fahrenheit 
absolute. The method of calculation is simple; the observa- 
tions required are the temperatures of the wall and thermocouple, 
the gas velocity, and the diameter of the thermocouple or the 
tube housing it, the latter item being required in the estimation 
of the coefficient he between gas and couple. The auxiliary 
data necessary are the emissivity f of the coiq/le and an equation 
from which he may be calculated. Estimation of the error is 
often worth while, as it may be as high as several hundred 
degrees in some cases. For the ordinary glass and mercury 
thermometers, at temperatures not above 80O°F., a value of 
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p of 0.96 is suggested, while fdr thermocoxiples covered with a 
him of oxide the value of 0.9 is recommended. 

Radiation from Wonlttminotis Gases. — In the preceding pages 
interchange of thermal radiation between surfaces was treated 
as independent of the nature of the intervening fluid. In the 
range of wavelengths important in engineering practice, gases- 
with symmetrical molecules, such as oxygen, nitrogen and 
hydrogen, have not been found to show absorption bands, and 
hence the treatment given is adequate for the purpose; however, 
certain gases with asymmetrical molecules, such as carbon 
dioxide, water vapor, sulfur dioxide and ammonia, show absorp- 
tion bands of suflScient importance to merit allowance for this 
factor, Thus in the economizer sections of pipe stills, where 
the gas velocities and consequently convection coefficients are 
small, a large fraction of the heat absorbed by the tubes is 
transferred by radiation from carbon dioxide and steam in the 
flue gases. The general problem- of heat transfer in combustion 
chambers is treated elsewhere. 

Derivation of Differential Equation for Unsteady-state Conduction. — The 
differential equation for unsteady-state conduction of heat is obtained from 
the familiar equation for the conduction of heat in one direction, 
dQ — —k{dt/dL) {A) (dd). Using rectangular coordinates x, y and z, consider 
an element of volume dx dy dz. The heat entering along the rc-axis, at right 
angles to the area dy dz, is {dQ){a and the heat leaving along the aj-axis is 
dQoat> 'The net heat remaining in the element is 

(dQ)r = idQ)in — (dQ')oxxt (^2/) idz)de dx. 

Along all three axes the heat remaining is equated to the heat stored in the 
element : 

giving the general differential equation for unsteady-state heat conduction, 
expressed in rectangular coordinates: 

For a homogeneous and isotropic solid, k is taken outside the parenthesis, 
giving the term k/pCp, called the thermal diffusivity, cc, which has the dimen- 
sions IF j9. 

The desired temperature-time-position relations for the heating or cooling 
of various shapes are obtained by integration of Eq. 39, substituting the 
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appropriate boundary conditions. Wliere the heat fiow is unidirectional, 
Eq. 39 reduces to 



Consider a slab of thickness 2i2, heated from both, sides and having a negli- 
gible surface resistance corresponding to an infinite value of the surface 
coefficient hr. The initial temperature is uniform at tu The boundary 
conditions are then t — T at a; = 0 and at a?==2i2; t=ti at ^ = 0; and t—TaX 
d — oo, A solution is given by the rapidly converging infinite series: 

, T —t 4:/ „ . Tra; ,1 , 1 - Stto? , A 

' ) C^O) 

■where /3 represents the dimensionless term { 7 r/ 2 ya .& Since for this 
special case the time and the square of the thickness enter only as a ratio, 
this means that the time required to attain a given temperature distribution 
is directly proportional to the square of the thickness and inversely propor- 
tional to the thernaal diffusivity. 

The total heat Q absorbed by the slab up to any time 6 is obtained by 
evaluating the integral of (^ —tOpC^pA dx, from 0 to 2R, giving 

. . ). ( 41 ) 

In the general case of a finite surface resistance, corresponding to a definite 
and constant value of hr, the boundary conditions hecome 

£=h at 9=0; and t = T at <». For given values of T, £i, if, hr and 
<x, integration leads to a relation between these factors and the variables, 
t, X and 9. Similar integrations have long been available for various solid 
shapes, and the' results are conveniently plotted in terms of a number of 
dimensionless ratios. <^ 22 ) Less restricted cases are readily solved by an 
approximate method. 


Nomenclature for Radiation 
A =area of surface, sq. ft. 

X = absorptivity f i.e., the radiant energy absorbed and con- 
verted into heat, expressed as a fraction of the 
radiation incident on the surface. 
a\= value of a, considering energy of any wavelength X. 
a, b= radii of disks. 

d=prefix indicating differential. 
dwi=sinall solid angle. 

fi' = radiant emissive power, B.t.u./(hr.) (sq. ft.), equals 
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Eb = value of E for the ideal black hodijy equals e\B d\, 
equals crT^. 

e\ ~ radiant energy of a -svavelength A emitted per unit time 
per unit area, B.t.u./(hr.) (sq. ft.) (micron). 

€}J 3 = value of ex for ttie ideal black body. 

Fa — geometrical factor, dependent on the shape of the system. 

and on which of the two surfaces is used for evaluat- 
ing Jl. 

Fe = emissityity factor, a function of the emissivities of the 
surfaces involved. 

function of the shape of the system and the emissivities 
of the surface. 

he - coefficient of heat transfer by conduction and convection, 
B.t.u./(hr.)(sq- ft.)(deg. F.). 

At = coefficient of heat transfer by radiation in simplified 
equation for radiation, B.t.u./(hr.) (sq. ft.) (deg. F.). 
^ 4-^ = combined coefficient of heat transfer by conduction 
and convection and by radiation, B.t.u./(hr.) 
(sq. ft.) (deg. F.). 

i==intensiiy of black-body radiation, B-t-u./(hr.)(sq. ft.), 
equals Eb/tt- 

ir=normal distance between parallel disks, ft. 

p=emissiviiyy equals EIEb> 

Px “monochromatic eniissivity, equals Bx/cb. 
q, g,— radiant energy per unit time, B.t.u./hr. 

g<!*=rate of heat transfer by conduction and convection, 
equals hcAA. 

r=normal distance between two surface elements, ft. 

7" = absolute temperature, deg. F. abs. 
thermometric temperature, deg. F. 

Tc, Tg, Trj Ts, Tw,— values of T of pyrometer, gas, room, surface and wall, 
respectively''. 

a:, F, y, Z, i 2 !=items defined in Fig. 62, page 155. 

Greek Letters 

A=lambda, wavelength, microns. 

Am=wavelength at which e\B reaches a maximum, at the temperature 
involved. Am equals 520O/F. 

7r=pi, 3.1416. 

p— rho, local radius. 

v=sigma, Stefan-Boltzinann constant, equals Eb/T^. 

<^*==phi, plane angle. 

\^=psi, plane angle. 
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CHAPTER V 
FUELS AND POWER 

The commercially important sources of energ 7 are fuels and 
water power; the commercially important forms of energy are 
.heat, mechanical energy and electrical energy. The energy 
content of fuels is always first transformed into heat energy, which 
may be utilized directly, or transformed into mechanical energy 
by the use of either the steam engine or the internal-combustion 
engine. The nuechanical energy may be transformed into 
electrical energy and then finally into either chemical energy or 
heat. The utilization of water power is always carried out 
through the production of mechanical energy, which may then 
be transformed into electrical or heat energy if desired. 

PXJELS 

The basis of the commercially important fuels is carbon and 
its compounds with hydrogen. They are classified, first, into 
primary or natural fuels, such as wood, lignite, coal, crude petro- 
leum and natural gas, and, second, into secondary or prepared 
fuels, such as charcoal, coke, fuel oil, water gas and producer gas: 
A second classification frequently met, although of minor impor- 
tance, is based upon whether the fuel considered is solid, liquid or 
gaseous. The natural fuels have similar origin and represent 
progressive stages of the transformation that vegetable matter 
slowly undergoes Avhen protected from complete oxidation. 

Upon ultimate analysis these fuels are found to contain car- 
bon, hydrogen, sulfur, nitrogen, oxygen and ash, the mineral 
constituents (other than sulfur) being grouped together under 
the last head. It is not definitely known how these elements are 
combined, but it is convenient for purposes of calculation to 
arrange the analytical results as follows: 

1. Moisture (loss in w’eight at 100°C.). 

2. Combined water. 

3. Carbon. 

4. Free hydrogen (other than that in moisture and combined 
water) . 
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5. Sulfur, nitrogen, etc., in small amounts. 

6. Ash. ^ 

In fuel calculations, the sulfur and nitrogen are often neg- 
lected, though, usually preseAt in amounts from 1 to 3 per cent. 
Since the hydrogen content is always in excess of that neces- 
sary to form water with the oxygen, it is often assumed for 
purposes of calculation and comparison that all the oxygen is in 
the form of water of chemical combination, and the excess of 
hydrogen may be termed ^^free’^ or ^^net^^ hydrogen. The car- 
bon content of coals increases and the percentage of oxygen (or 
combined water) decreases in the following order : lignites, brown, 
sub-bituminous, bituminous and anthracite coals. 

The usual approximate method of expressing the composition 
of a fuel is to assume it to consist of moisture, combustible matter 
and ash. Upon ignition in the absence of air under specified con- 
ditions of time and temperature (coyer ed platinum crucible), the 
fuels lose all the combined water and hydrogen 'and a large 
proportion of carbon in the form of volatile hydrocarbons, leaving 
the ash and the residual carbon. This loss upon ignition is called 
^'volatile combustible matter.^’ The combustible left after this 
ignition is called fixed carbon.’’ The ash is -tbe residue left 
from tbe complete combustion of tbe sample in the open air, the 
sum of moisture, volatile combustible matter, fixed carbon and 
ash being 100 per cent: The coals mentioned above decrease 
in content of volatile combustible matter in the order named. 

The ultimate analysis of coal is difficult and is often omitted. 
Bureau of Mines Bulletin 29 contains the analyses of coals 
from practically all American fields of importance. Where the 
origin of the coal in question is known, it is usually safe to assume 
the ultimate analysis of its combustible matter to be identical with 
that given for the same field. The same bulletin shows that the 
heating value of a coal is within narrow limits a function of tbe 
ratio of its carbon content to oxygen plus ash. The curve given 
in that bulletin can be satisfactorily represented by the following 
equation, 


B.t.u. 


16,750- 


17^230 

r-hO.98 


17,230 

16,750 -B.t.u. 


-0.98. 


or 
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r is the ratio of carbon to oxygen plus ash. The equation may be 
applied to a coal on either a wet or dry basis and is often useful in 
estimating the carbon content of a coal. 

Comparison of the Commercial Sources of Mechanical 
Energy— The commercially important primary sources of 
mechanical energy are water power and solid, liquid and gaseous 
fuels. The two latter are capable of direct utilization for the 
production of mechanical energy in internal-combustion engines 
with an energy efficiency as high as 20 or 25 per cent. On. the 
other hand, the price of liquid and gaseous fuels is excessive except 
in certain localities, and their use for industrial work is usually 
restricted on this account. Furthermore, internal-combustion 
engines have certain disadvantages which will be pointed but on 
page 172. As a result relatively small amounts of commercial 
power are developed from primary liquid and gaseous fuels. 

The major commercial sources of mechanical energy are there- 
fore water power and solid fuels. The energy of the latter can be 
obtained in mechanical form by the use of either the steam 
engine or the internal-combustion engine, and a comparison of 
water power with the two latter is therefore essential. 

The energy utilized by harnessing water costs nothing directly, 
and it is therefore frequently assumed that water power must in 
consequence be cheap. As a matter of fact, while water power is 
the source of the cheapest mechanical energy known, the condi- 
tions where such cheap energy is available from water are rela- 
tively rare and very frequently water power fails to compete with 
fuel power. Water power is cheap where a large storage supply is 
available, insuring constancy of flow throughout the year, where 
the mechanical development can be made at small expense by the 
construction of a relatively small dam with short transportation 
of the water to the wheels, where the expense of costly water 
rights is not involved, and where effective industrial utilization 
of the power is possible at the point of generation. 

If constancy of how throughout the year is not assured, it is 
necessary to shut down the industrial plants depending upon this 
power when water is low or else to provide a fuel plant capable 
of handling the load. This involves an investment for a fuel 
plant which will lie idle a large fraction of the year. The 
mechanical development of a water power is often very expensive 
where propei foundations are not available and large dams and 
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expensive penstocks are required. Most especially is it true 
that v^atei rights are likely to tie up very large amounts of capital, 
and finally, while rnodern high-tension distribution is relatively 
efl&cient from an energy point of view, it is none the less expensive 
in money cost. So rarely does a water power meet all these 
requirements that the cases where water power can compete 
with fuel are surprisingly few. 

Since large-scale distribution of power is usually electrical, 
power costs ure generally quoted in electrical units. The cheap- 
est powers known are certain developments in Scandinavia, 
Iceland and Canada, costing from $3.50 to $5 per kilowatt-year’*' 
at the generating switchboard. ISTiagara power probably costs 
under $10, though on account of the demand in the immediate 
district it cannot be bought for that figure. Through the rest of 
the United States $20 to $25 represents an extremely cheap 
water power, and such figures can be realized only in large instal- 
lations ; $10 to $60 may be taken as normal for powers of moderate 
size, and $75 is rarely exceeded, t 

Where fuel is to be transformed into mechanical energy, a 
choice must be made between the two methods of transformation, 
i.e., between the steam engine or turbine and the internal-com- 
bustion engine. For the use of the latter, solid fuel must be gasi- 
fied by one of the methods given above, almost always by the 
generation of producer gas. The steam turbine will under the 
best conditions give a thermal eificiency of over 20 per cent, but 
from 10 to 15 per cent is satisfactory. On the other hand, 
the internal-combustion engine will, under the best conditions, 
give a fuel efficiency of over 25 per cent, and 20 per cent is not 
infrequently realized. This being the case, it would at first seem 
that the steam engine or turbine cannot possibly compete with 
the gas engine. This is, however, by , no means true. In 

* Note that this is a nait of encrgij. 

f No commodity sold commercially varies more in selling price than 
electrical energy. It is available in quantity in Norway at less than a twen- 
tieth. of a cent a kilo watt-hour. It is sold to householderss as lighting power 
at around 10 cents, 200 times as much. The sale of it in the form of dr^' 
cells is an important industry and in this form the price is over SlO per 
kilowatt-hour. Thus tlic variation in market price of it is over 20,000- 
fold. The fact of the matter is that the commodity sought is not so much 
energy itself as that factor which the power engineer calls ‘T'eadiness to 
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the first place, for a giyen output the investment in a gas- 
engine plant is much greater than that in a steam-engine plant. 
In the second place, a gas-engine plant possesses yerjr little 
overload capacity, because neither the gas producer nor the gas 
engine can be forced much beyond its normal rating; on the 
other hand, the steam-engine plant, both the boiler and the 
engine, is capable of overloads even exceeding 200 per cent. 
Furthermore, for moderate overloads the efficiency of the steam- 
engine plant does not decrease greatly. Inasmuch as a plant 
must be designed for its maximum load, this means that in any 
plant subject to occasional excessive overloads the investment 
required for a gas-engine plant is very much larger than that 
necessary for a steam plant. Again, the wear and tear and con- 
sequently the depreciation in a gas-engine plant are heavier 
expenses than in a steam-engine plant. Against all these 
disadvantages is the single advantage of fuel economy, and the 
result is that the gas engine is utilized as a prime mover where 
fuel is high or where load conditions are unusually uniform, but 
where fuel is relatively cheap ai3d loads fluctuate it is unable to 
compete with steam generation. In exceptional cases, however, 
where large amounts of cheap gas are available, as in the steel 
industry, gas engines are used extensively. 

Where oil is sufficiently cheap, Diesel engines are used for. 
power generation. 
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COMBUSTION 

Fuels are sutstanees capable of combining with oxygen with 
evolution of beat, and tbeir utilization for energy production 
almost always involves a reaction with air. All combustion 
reactions are therefore gas reactions, and tbe characteristics of all 
gas reactions apply to them and control combustion processes. 
The major reactions involved are 

1. C+O2 =002+94,300 caL* 

2. CO2+C =200-41,000 cal 

3. 2 C+O 2 =200+53,300 cal. 

4. 2CO+O2 =2002+135,300 cal. 

5. 2H2+O2 =2H20+115,500 cal. 

6. H 2 O+C =CO+H2-31,100 cal 

7. 2H2O+C =CO2+2H2-21,20a cal. 

8. CO+H20=C02+H2+990() cal. 

9. 20H+H2=2H20+127,500 cal. 

The heat quantities quoted apply to the combination of the 
number of gram mols of reacting substances indicated on the left- 
hand side of each equation, at room temperature (50°F.), at con- 
stant pressure. The symbol H2O indicates gaseous water in all 
cases. The reaction heats change with the temperature, the 
change being calculable from the specific heats of the reacting 
substances. 

The following facts must constantly be kept in mind in regard 
to all combustion processes. 

1. Equilibria . — All these reactions are reversible. In the 
case of most reversible reactions that liberate heat, equilibrium 
is displaced backward by a rise in temperature (principle of Le 
Chatelier) . The first reaction, it is true, does not reverse directly, 
but CO2 breaks down first into CO and O2 by the reversal of the 
fourth reaction. This dissociation of CO 2 is scarcely measurable 

* This heat of combustion is for carbon as graphite; an average value for 
carbon as in coke is 97,000. 
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below 1400 or 1500°C., but abo^e this temperature it increases. 
Carbon monoxide decomposes into carbon and oxygen by tbe 
reversal of the third reaction, beginning at approximately 2500^0. 
and increasing with the temperature.'*' The point at , which this 
reaction is nearly reversed is not, however, known. The com- 
bination of the reversal of reactions 4 and 3 accomplishes the 
reversal of reaction 1. Heaction 2 goes to the right only at high 
temperatures, nearly quantitatively above 1000°C., but rapidly 
reversing helow thai^ temperature, so that at 500*^0. it is almost 
quantitatively reversed. In other words, above lOOO^^C. only 
carbon monoxide can exist in appreciable amounts at equilibrium 
in the presence of carbon, the fraction of carbon dioxide being 
very small, while at low temperatures carbon is incapable of. 
reducing carbon dioxide to carbon monoxide except to a slight 
extent. Beactions 5 and 9 begin to reverse appreciably at about 
1300®C. and at 1600*^ or 1700''C. the reversal is distinct. ISTeither 
the sixth nor the seventh reaction is complete, nor can it take 
place by itself alone, but in the presence of water and carbon 
the CO and CO 2 produced by both these reactions interact with 
the excess carbon according to reaction 2. Beaction 2 or 6 is 
important in the production of secondary gaseous fuels. The 
conclusions of Lewis and von Elbe^^^ as to the equilibrium 
constants of these reactions as functions of the temperature. 

This stability of CO is one of the important reasons for the value of the ‘ 
oxyacetylene fiame. Acetylene is v^ery rich in. carbon, and, if burned with 
enough oxygen to form CO only, gives reaction products stable up to 2500°C. 
Were more oxygen used, much more heat would be set free at low temperatv^res, 
but above 1500 to 1800° the CO 2 and 1120 formed would dissociate, reabsorb- 
ing the heat evolved by their foriuatiou, and serve as diluents to keep down 
the reaction temperature. While, therefore, the production of CO evolves 
less heat, it is available at a much higher temperature. Fortunately, too, 
acetylene has a negative heat of formation from 'the elements, carbon and 
hydrogen, and upon combustion this is available in addition to the heat of 
formation of CO, thereby increasing the heat effect. Furthermore, the 
flame produced under these conditions, consisting mainly of CO and H 2 , is 
strongly reducing in character, so that metals heated with it are protected 
from oxidation. This is because the afiinity of carbon for oxygen (to form 
CO, though not to form CO 2 ) is so much greater than the affinity of most of 
t he metals for oxygen. Finally, the affinity of carbon for oxygen is also so 
much greater than that of the metals for carbon that very little carbon is 
absorbed by the metal from the flame, thus avoiding the brittleness and other 
evils resulting from the formation of metallic carbides. 
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based on a critical siirYe^ of all data in the literature, are shown 
in Pig. 66. These curves correspond to equilibrium with carbon, 
in the form of graphite. 

2. Specific Reaction Rates . — The rates at which these reac- 
tions proceed are of vital importance. All gas reactions are 
relatively slow, but seme are much more rapid' than others. 



Pig. 66. — Equilibrium eunstarits, Kp, of combustion reactions, carbon as 
graphite. These constants are in terms of partial pressures, expressed in atmos- 
pheres. They are based on the equations as 'written on the chart. Thus for the 
reac ti on C -f ^2 ^ == CO, Kp= 2^co/\/ Po 2 - 


Reaction 1 is extremely rapid at high temperatures (above 
800°C.) ; reaction 2 is negligible in comparison with reaction 1 at 
combustion temperatures, though not below 600®C. Both of 
these reactions involve an interaction, of a gas with solid carbon 
and therefore, other things being equal, the rates are proportional 
to the surface of carbon exposed. On the other hand, carbon is 
characterized by the fact that it changes its condition upon pro- 
longed heating, assuming denser and more compact forms. The 
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less dense forms of carbon react with gases far more rapidly than 
the more compact sorts. Thus charcoal and the carbon from 
soft coal react rapidly, whereas coke, especially if burned at 
high temperature, and anthracite coal react relatively slowly. 
This applies to the interaction of all gases with these different 
forms of carbon. Reactions 4 and 5 are purely gas reactions, 
but are relatively slow. The data indicate that reaction 5 is 
approximately four times as fast as reaction 4. Reactions 6 and 7 
involve interaction of a gas with solid carbon, .and the influence 
of the form of carbon upon the rate is similar to that in the first 
three reactions. The bases for these generalizations will appear 
later. 

3. Contact Catalysis. — Almost all gas reactions are greatly 
increased in rate by contact with hot surjaces, i.e.^ hot surfaces act as 
catalysts of gas reactions. It is, of course, well known that 
specific bodies, e.g.j platinum, nickel, etc., act as specific catalysts 
for certain reactions, hut it is ec|ually true that all hot bodies 
catalyze gas reactions to a marked degree. Gas reactions which 
take place very slowly indeed in the interior of a large mass of gas 
proceed much more rapidly on the surface of that mass where 
the gas is in contact with the hot walls of the container.* To 
accelerate gas reactions, it is therefore merely necessary to bring 
the reacting gases into contact -with hot bodies. Thus reaction 
8 is capable of catalysis by hot carbon independently of inter- 
action with it. 

4. Temperature Effect. — Most gas reactions, as with many 
chemical reactions, are greatly accelerated hy rise in temperature, 
and the degree of acceleration is nearly the same for many reac- 
tions. The rate approximately doubles for every 10®C. at 
ordinary temperatures hut this rate of increase falls ofi greatly 
at high temperatures. Thus at 1000°C. it requires an increase 
of roughly 100° to double the rate. It is impossible, however, to 
accelerate any one chemical reaction by rise in temperature 
without at the same time accelerating all other reactions that 
are possible under the conditions involved. 

6. Interactions of Solids and Gases. — In order for the com- 
bustion of a solid fuel to proceed at a rate practicable for the 
industrial generation of heat, the fuel must be raised to a rela- 

* This experimental difficulty is the reason for the lack of data on rates of 
gas reactions at high temperatures. 
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tively" higti temperature — at the "very least 700 to 800® C. Before 
such a temperature is reached, the Yolatile constituents of' the 
fuel are almost completely distilled* out, so that the combus- 
tion of the solid fuel is that of carbon itself (coke or charcoal). It 
should, howeyer, be’ noted that the gaseous distillation products 
may burn long before combustion of the solid residue starts. 

When coal distills as it is being heated to incandescence, it 
evolves hydrocarbons which upon further heating themselves 
thermally decompose ^ crack ’0, vdth deposition of extremely 
finely divided carbon (smoke, .soot). This carbon, once formed, is 
swept away in suspension in the gases to zones in the furnace 
where oxygen concentration is low (and where, as will appear 
later, it is very desirable to keep it low) and it is consequently 
very difficult to burn. Fortunately, however, its f ormation in the 
first place can be prevented by taking advantage of the observa- 
tion of Bone^ 2 ) these hydrocarbons, which are formed at tem- 
peratures below their ignition point, if heated mixed with oxygen, 
combine with it, not burning to CO or CO 2 but forming addition 
products which on thermal decomposition deposit no carbon. 
The affinity of carbon for oxygen to form CO is so great, that, if 
oxygen is present in the molecule, it will combine with any carbon 
that might otherwise be formed on further heating. Hence, to 
prevent smoke formation it is necessary only to coke the coal in a 
stream of air. This is especially important in the case of the high- 
grade (high heating value), high-volatile hituminous coals. In 
the case of the lignites and brown coal, the volatile matter, though 
large in amount, is so rich in oxygen (combined water) that carbon 
formation is less. . The smoke from these coals is easier to burn, 
but unfortunately the furnace temperatures realized are so low 
that this advantage is largely counterbalanced by the consequent 
lower reaction rate. 

The volatilization of material from relatively nonvolatile organic 
substances by the process of thermal decomposition at high temperatures 
is called desirnciive distillatioTi. 

In the case of liquid hydrocarbons the thermal decomposition itself is 
called cracking, whether or not associated with volatilization. The pho' 
nomenon must not be confused with ordinary distillation, which takes 
place without chemical decomposition, (see Chap. XVI, p. 514). 

Whenever the term distillation is employed in this and the next two suc- 
ceeding chapters, it refers -to destructive distillation and not to ordinary 
distillation. 
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In. high-grade bituminous or anthracite coals the heat absorbed 
by this distillation is a small fraction, of the total heat ev-olved 
upon combustion, but fuels containing large quantities of water, 
either free or combined (lignites, brown coals, etc.), consume a 
great deal. This heat absorption chills the furnace and accord- 
ingly interferes with combustion. 

Solid fuels may be burned in two ways : they may be supported 
upon a grate designed to admit the air necessary for combustion, 
or finely divided fuel (powdered coal, sawdust or shavings) may 
be blown into the furnace in such a way that each particle passes 
through the combustion space along with and surrounded by the 
air requisite for its own complete combustion. The former is the 
more usual method, and, because a study of this type of combus- 
tion well illustrates the underlying facts and principles, it will be 
considered in detail here. 

Primary Combustion . — Consider a grate upon which rests a 
bed of coke formed by the distillation of the coal. Through this 
hot coke rises a stream of air, which supports its combustion. If 
one samples and analyzes the gases at various points in this fuel 
bed, and plots the gas analyses as ordinates against the height 
of the point of sampling above the level of the grate bars, as 
abscissas, one obtains curves similar to Fig. 67. These curves 
will vary somewhat with the character of the coal, with its size 
and with the air velocity. However, wide variations in these 
controlling conditions cause relatively small changes in the curves, 
especially in their positions relative to each other. Thus the 
percentage of oxygen has usually fallen to 2 or 3 per cent within 
2 to 4 in. above the grate. 

The temperature in the fuel bed is surprisingly uniform. It 
is, of course, low at the grate because of the cooling effect of the 
entering air. It rises at first- sharply and then gradually to a 
maximum a few inches below the upper surface of the fuel bed 
and then decreases slightly. Obviously, the combustion reac- 
tions cannot progress until the temperature has reached the igni- 
tion point, 600 to SOO'^C. Although the cold air entering the fuel 
bed through the grate bars chills the mass at this point, heat flows 
dowm through the fuel bed at a very high rate by both conduction 
and radiation. Furthermore, the instant ignition starts, reaction 
is so rapid, owing to the high concentration of oxygen, that heat 
generation at the bottom of the fuel bed is very great. In the 
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case of petroleum coke (very low in ash.) these factors keep the 
temperature at the bottom of the bed so high that it is almost 
impossible to avoid burning the grate bars. However, with coal 
and ordinary coke the residual ash protects the grate bars and 
dilutes the combustible to such an extent that the temperature 
rise above the grate bars is less sharp. It is general practice in 
burning petroleum coke to use enough coal to form and maintain 
a protective hed of ashes on the grate. 

Owing to these effects the combustion reactions do not ordi- 
narily start sharply at the grate bars but a little above them. In 
Fig. 67"** the curves starting along the line BC are those obtained 



0 & Abscissas * (/Jsiance abcv-e the g rate bars up bh rough the solihf 
1 bed C but not ertendrng above /evef oiTbed) 

67.* 

in the burning of petroleum coke without admixed coal, while the 
curves starting along the line AO are the normal type. It will 
be noted that the two sets of curves become identical a short 
distance above the grate bars. Because of the absence of compli- 
cation due to ash, discussion will be limited to the curves starting 
from BC . 

For a given coke — whether fired as such or produced on the 
grate itself by the distillation of the coal — of a given lump size or 
size distribution (7.c., screen analysis), the O 2 curve and the early 
part of the CO 2 curve both remain practically uuchangedt what- 
ever the air velocity through the fuel hed. Also, at the start each 

* Based on data of Keeisinqee, Ovitz, and Attgustine, Bureau of Mines, 
Tech. Paper 137 (1917). 

t Within the experimerital error, which is admittedly large. 
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is syinmetrical with respect to the other, the CO2 curve plotted 
up being identical with the O2 curve plotted down from the initial 
oxygen content of the entering air, 21 per cent. Furthermore, 
in this region each is a logarithmic curve, i.e., the CO2 curve is a 
straight Hne if plotted directly on semilogarithmic paper, as is 
also the case if 21 minus the O2 content be so plotted. 

These facts demonstrate that the rates of oxygen disappearance 
and carbon dioxide formation are equal and each proportional 
to the oxygen content of the gas at a given point in the fuel bed, 
that the primary reaction in the combustion of carbon in air 
is C+'02 = C02j and this reaction is monomolecular with regard 
to O2- Furthermore, the fact that these curves do not change 
with increasing air velocity, despite the accompanying increase in 
temperature, indicates that the rate of combustion is controlled, 
not by the rate of chemical combination on the surface of the 
carbon, but by the rate of diffusion of the oxygen through the 
surface film of air around each carbon particle (see page 34 ). 
Doubling the air velocity approximately halves the thickness of 
this film. Consequently, with the same gradient in oxygen 
concentration, twice as much oxygen diffuses into the surface 
of the carbon, where, at the temperatures of the fuel bed, its 
combination with the carbon is practically instantaneous. The 
CQ2 now diffuses out against the oxygen diffusing in. 

Change of diffusion velocity with temperature is small within 
* the range involved. One might assume that the rise in tempera- 
ture with higher air velocity increases the reaction rate just suffi- 
ciently to keep the rate of CO2 formation proportional to velocity, 
but such exact adjustment of temperature to velocity under the 
widely varying conditions of heat dissipation seems out of the 
question. The above facts are compatible with the assumption 
of CO as the primary product of oxidation, this being oxidized to 
CO2 as it diffuses through the air film, but the simultaneous 
presence of O2 and CO farther above the grate demonstrates that 
_ the rate of combustion of these two is not sufficient to explain the 
absence of CO at the bottom of the fuel bed. CO2 is therefore 
the primary product of combustion. 

The CO curve starts out asymptotic to the horizontal axis, and ' 
its slope is at all points roughly proportional to the CO2 content 
of the gases. It is, however, much flatter than the two preceding 
curves. At its right-hand end (after O2 has disappeared) it 
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becomes symmetrical with the CO2 carve with respect to two hori- 
zontal asymptotes corresponding to the equilibrium between CO2, 
CO and carbon. If air velocity is increased, the GO curve and 
the right-hand end of the CO2 curve both datten and move to the 
right, but the displacement to the right is much less than pro- 
portional to the velocity. These facts signify that CO is formed 
by the reaction CO2+O = 2 CO; that the rate of this reaction is 
controlled, not hy gas diffusion through the gas him around the 
carbon particles, but by the rate of chemical interaction of CO2 
and carbon; that with the increasing temperature corresponding 
to increasing air velocity the reaction rate increases, but less 
rapidly than the air supply; and finally that, even at high tem- 
peratures, this reaction is much slower than the formation of CO2 
from O2, so that equilibrium is approached only with very deep 
fuel heds and long time of contact of gas and carhon. 

It is obviously impossible to operate a fire properly with too 
thin a fuel bed. It must be at the very least 8 to 6 in. deep to 
avoid chimneys and thin spots which render proper control out of 
the question, and it is usually wiser to use much thicker beds- 
Inspection of these curves shows that the gases leaving the bed 
carry little or no oxygen, but do contain monoxide, which repre- 
sents incompletely burned fuel. It is therefore necessary to mix 
additional air with the gases leaving the fuel bed and to give 
opportunity for oxidation of this monoxide, of any hydrogen 
formed hy decomposition of water vapor in the air or left in the 
coke, and of the hydrocarbons formed by initial distillation of 
the coal. The reactions in the fuel bed itself are spoken of as 
primary cqmhustion, while the burning of the gaseous jproducts 
evolved is called secondary combustion. 

Producer Gas . — Gaseous fuels are relatively clean and free from 
ash, and, mainly because of the limited amount of fuel in the 
furnace at any one instant, admit of exact control of temperature 
and heat supply. Of the secondary gaseous fiiels, coal gas has the 
highest heating value and is therefore the easiest to distribute, 
but its cost is too high for most industrial furnaces. Hard coal or 
coke can be gasified by decomposition whth steam (water gas) but 
this reaction absorbs heat which has to be supplied by alternately 
blowing with air. Mere primary combustion of a solid fuel with 
a thick fuel bed obviously yields combustible gas and this 
method is sometimes used, but the' fuel bed gets very hot at the 
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bottom (where the coke isburnmg almost qiiantitati-vely to CO 2 ) , 
resulting in trouble from fusion of the ash. One may, howeyer, 
introduce steam (or occasionally CO 2 in the form of flue gas) with 
the air, thus absorbing the excess heat yielding producer gas. 
This may be used directly as hot, raw producer gas, or it may be 
cooled and purified. Raw gas can be used only iii a furnace 



Fia. 68.^®^ — Water-gas formation. Bases fox ordinates and atscissas are 
EaO 4" Hs; numerals represent centigrade temperatures in kundreds of degrees - 


directly connected with the producer. ■ The main disadvantage 
of producer gas is its low heating value, due to the diluent 
nitrogen from the air, but this can be largely overcome hy the use 
of proper preheating and heat-recovery devices (see page 207) . 

Since producer gas is formed by the interaction of steam and 
carbon superimposed upon primary combustion with air, especial 
attention must be paid to the steam reactions. It is found that, 
if the reaction products of steam alone are plotted as shown in 
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Pig. 68, the curTes obtained are the same vhateTer the char- 
acter (fineness, porosity, etc.) of the carbon* or the pressure of 
the steam or the time of contact of steam with carbon. Further- 
more, temperature h'as only a slight influence. All these varia- 
bles, however, profoundly affect the extent to which the 
decomposition goes in a given time. 

As just stated, change in pressure of the steam used does not 
affect these curves. It will be noted, however, that the curves are 
so plotted as^ to eHminate^ as a variable time of contact of the 
steam with the carbon. The experimental results also show that 
the time required to get the same identical effect, other things 
being equal, is inversely proportional to the pressure. These 
facts demonstrate, first, that, if water vapOr takes part in more 
than one reaction, the order of each of these reactions must be the 
same with respect to it, since otherwise change in pressure would 
change the rate of one reaction more than another and therefore 
throw the net results off the curve; and second, that all these 
reactions must be monomolecular with respect to water, since 
otherwise the influence of pressure could not be proportional to 
the effect of time. It will be noted that the CO 2 and CO curves 
both have finite slopes at the start. This means that both these 
gases are produced simultaneously by the 'primary reactions 
between steam and carbon. This can be explained only on the 
assumption that the two primary reactions are those given as 
reactions 6 and 7, page 173 : 

6. HsO-hC =H2+C0. 

7. 2H204-C = 2H2-fC02. 

The second reaction must, however, be monomolecular with 
respect to water as indicated above. This means that the mech- 
anism of this reaction is unknown. 

Since these reactions are found to be independent of the 
amount of carbon surface exposed, the influence of carbon on all 
reactions taking place simultaneously must be the same. Indeed 
study of the data shows that time, pressure and surface are sub- 
stantially equivalent to each other in their effect; if one 
doubles the surface at constant pressure, one halves the time 
required to secure the same results, etc. 

* Except tliat wood charcoal gives entirely different results, with higher 

COa. 
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These curves caa he represented quantitatively with reasoa- 
ahle precision by assuming the following three simultaneous 
reactions, the reaction rate constants being /be, and respec- 
tively, and the ratios of these being substantially constant 
from IGOO to 1200'^C., the approximate temperature range in 
which they are commercially used. 

6. HaOd-C ‘ H 2 +CO. 

7. 2H2O-I-G ^Hs+COa. 

2. CO 2 +C • 2CO. 


The usual reaction rate equations are most conveniently set up 
by assuming one part of entering steam or, what is equivalent to 
the same thing, a basis of II 2 O+H 2 in the gas, since this is con- 
stant. On this basis call the residual water remaining unde- 
composed, ic; the CO 2 , V] and the time d. Therefore, the rate of 
disappearance of water is 

— dr (feed- 2/57)3; 

and the rate of formation of CO 2 is 
dv Jdd = htx — 

whence 

dv __ pv — x 
dx olx ^ 

where 

and cL^ 2 -\-{kQ/k 7 ). 

The solution of this equation is 

(/3 ~ o:)y — r — 

For the curves of Fig. 68, 


whence 


ig=4:.18, O' = 3.17, 


For the use of these equations, see page 237. 

These curves do not, however, tell the story of reaction rates, 
which increase with temperature and carbon surface. Below 
SOO^'C. they are very slow. In the neighborhood of 1000°C. 
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these reactions approximately double in rate for each 100^ rise 
in temperature, but the temperature increment required to double 
the rate steadily increases with the temperature (roughly 
inversely proportionally to the square of the absolute tempera- 
ture). In producer-gas practice the temperature is kept as high, 
as possible without fusion of the ash in order to keep up reaction 
rate and secure maximum capacity for the apparatus. 

In producer practice reactions 1 and 6 start simultaneously. 
Reaction 8 plays almost no part. Reaction 1 quickly completes 
itself, after which reactions 6 and 2 go hand in hand, reaction 6 
being much the more rapid. 

6. Comhustion of Liquids. — ^All combustible liquids volatilize 
largely if not wholly before reaching combustion temperature, 
many of them decomposing thermally (cracking) rather than 
vaporizing unchanged. Those which vaporize readily without 
decomposition may he mixed with air before ignition as in 
internal-combustion engines hut in furnace practice the liquid is 
usually broken up by atomization into an exceedingly fine spray 
mixed with the air necessary for its own combustion. Under 
these conditions ,the processes of distillation, cracking and 
primary and secondary combustion take place almost simul- 
taneously. Because of the large surface exposed, the combustion 
rate is extremely high, and, because of the small amount of fuel 
in the combustion zone at any one instant, control is excellent. 

7. Combustion of G-ases. — As already stated, the rate of oxi- 
dation of all the combustible gases is slow except at very high 
temperatures and in sufficiently high concentration of the gases 
and oxygen. Where the concentration of the gas and oxygen -is 
such that combustion following ignition at one point generates 
enough heat to raise the neigh boring portions of the mixture to 
ignition temperature, it is obvious that a flame once started will 
propagate itself with great rapidity. This point constitutes the 
lower explosive limit. If the amount of combustible ga.s is 
increased sufficiently, it will itself finally act as a diluent sufficient 
to prevent combustion, thus determining the upper explosive 
limit. 

In furnace practice the first problem of combustion is complete 
mixing of the gas and air and the next is the i:)ro vision of sufficient 
time for the combustion reactions to complete themsek^es. 
These will be discussed in Chap. VIL 
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It has alread57' been pointed out that hot surfaces serve as 
catalysts for all gas reactions. It is therefore highly desirable 
to bring the gases into intimate contact with hot refractory sur- 
faces in order to complete combustion in the least possible time. 
That combustion by catalysis may be of controlling importance 
is shown by the fact that at low temperatures the combustion of 
mixtures of hydrogen and oxygen is proportional, not to the time 
of exposure of the gases to combustion temperatures, but to the 
surface of the container, 'that the mechanism of combustion 
by surface catalysis is entirely different from that of oxidation 
in the gaseous phase is demonstrated by the experimentally 
determined fact that, whereas the combustion of hydrogen cata- 
lytically is monomolecular with respect to hydrogen, combustion 
in the gaseous phase is dimolecular. Quantitatively very little is 
known concerning the specific reaction rates or the influence of 
the character of catalytic surfaces upon them. 
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PURNACES AWD KELR S 

In order to utilize to tke greatest advantage the heat energy 
made available hy combustion, it must he set free in an enclosed 
space made of fire brick or other heat-resistant material, known 
as a furnace, kiln, retort or oven. Although furnace construction 
was practiced many centuries before the principles of combustion 
just presented were understood, the design and operation of 
modern furnaces in accordance with these principles are an impor- 
tant chapter in the economy of chemical engineering. 

Furnaces may in general be divided into two classes according 
to whether, first, the heat of combustion is transferred by direct 
contact from the fuel, flame or hot gases to the material to be 
heated, or, second, the heat is transmitted from the combustion 
space through some containing wall or partition to the charge, the 
flame and products of combustion being separated completely 
from the charge hy the use- of a muflde, retort, still or other similar 
container such as sagger or crucible. The first type of furnace 
has the great advantage of cheaper construction, lower cost of 
maintenance and operation, and more rapid heating and cooling, 
and is adapted to maintain a higher temperature. The disad- 
vantages are that the charge is contaminated with the flue dust 
and other products of combustion which are in many cases objec- 
tionable, that the treatment of the charge is limited to chemical 
conditions compatible with satisfactory combustion of the fuel, 
and even so is subject to changing conditions of oxidation and 
reduction resulting from unequal firing, and that any product of 
the reacting mass which is volatile is lost in the large volume of 
flue gas. On the other hand, the second type — the muffles, 
retorts or stills — has the obvious advantages of easy manipulation 
of the products of the reacting mass and a more uniform control 
of the temperature and of the chemical conditions of the atmos- 
phere in the furnace. If the temperature is relatively low and 
the containing wall is of metal, as in a still, low heat-transmission 
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capacity due to poor couducthdty is avoided, but in muffles of 
heavy fire brick construction the temperature drop through, the 
wall is great and for rapid heating the combustion space must be 
maintained at a much higher temperature than the interior of the 
vessel, with consequent loss of heat in the flue gases and low heat 
efficiency. 

In some cases the fuel may be mixed directly with the charge 
and the most intimate contact may be obtained between the 
source of heat and the object to he heated. This advantage 
finds its most perfect realization in those electric furnaces in 
which the charge forms its own resistance; such furnaces, of 
course, do not use fuel, but, as in the case where fuel is mixed 
with the charge, the heat is greatest at the point where it is to 
he utilized. However,^ in order to maintain through the mass a 
free passage for the air necessary for combustion, either a strong 
blast must be used or the charge must rernain rigid and lumpy 
throughout the operation. This type of furnace has, therefore, 
in the past been limited to such purposes as the blast furnace in 
metallurgical work, the old-type lime kiln where the fuel was 
added with limestone, and brick and pottery firing. 

A third special type of furnace includes those in which the fuel 
itself is the only charge (beehive coke ovens, charcoal heaps, 
etc.). 

A second classification of furnaces especially useful as a basis 
for discussion depends upon the character of the fuel: 

1. Furnaces using solid fuels (not powdered or directly 
admixed with, charge), 

2. Furnaces using liquid or powdered solid fuel, 

3. Furnaces using gaseous fuel, 

4. Furnaces using solid (or liquid) fuel directly mixed with 
charge. 

1. FTJR.N'ACES USING SOLID FUEL ON GRATES; FUEL ROT 
POWDERED OR DIRECTLY ADMIXED WITH CHARGE 

Furnaces of this type must support the fuel on a grate and 
carry out primary combustion at that point. Steam boilers are 
by far the most important illustration of this type and well 
exemplify the problems of design, construction and operation, 
but, as will appear later, most chemical furnaces must diverge 
sharply from boiler practice in certain regards. 
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1. Coking, — The first problem is to bring the fuel up to 
incandescence and this involves the coking of the coal, which 
takes place before ignition temperature is reached. This coking 
must he carried out in a stream of air if smoke is to be avoided 
(see page 177). Consequently the coal must not be coked by 
throwing it on the incandescent fuel bed, since the gases rising 
from this are oxygen-free: The air rising through the cold fuel 
must, however, not be large in amount, as otherwise it will 
exceed that necessary for secondary combustion. In the case of 
a hand-fired grate, proper conditions for coking can be maintained 
by firing the fresh coal on a small area of clean grate bars immedi- 
ately in front of the fire door, secured hy pushing the incandescent 
fuel back from this area onto the remainder of the fuel bed. This 
cold fuel is heated by conduction from the incandescent fuel 
beside it and by radiation from the furnace walls. It distills 
with an excess of fresh air rising through it, the excess being 
later available for secondary combustion. When coked, it 
should be pushed with the boe back upoii the rest of the bed 
and fresh coal again supplied at this point. 

This method is effective in preventing smoke formation but 
it is laborious in that it requires constant attention to the fire, 
since it is necessary to add the coal in successive small quantities 
at frequent intervals. In consequence, it is difficult to get the 
fireman to use this method, all the more since no recording or even 
indicating instrument for smoke measurement has been devised, 
so that there is no check on the operation except when the 
inspector happens to be looking at the top of the stack. One of 
the major advantages of mechanical stokers is their solution of 
this problem. Both the horizontal chain grate and the inclined 
rocking grate feed the coal slowly and continuously into the fur- 
nace, where it cokes with air rising through it. The latter by its 
motion rolls the coked fuel down over the rest of the fuel bed, 
keeping this of uniform thickness, a thing the chain grate fails to 
do. However, both these automatic types have ^n common 
with the hand-fired grate (when operated as recommended above) 
the shortcoming of letting a certain amount of fresh coal fall 
through the grate bars, where it is difficult to avoid losing it with 
the ash. The underfed stoker eliminates this difficulty and is 
peculiarly efficient in the conditions under which it cokes the 
coal. 
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2. Maintenance of Fuel Bed and Removal of Ash* — ^The next 
problem is to maintam a -uniform f-uel bed and to remove the ash 
free from unburned combustible. In a hand-hred furnace, using 
a coal with nonpaddng, nonf using ash, thisds easily done. The 
bed is kept uniform by poking, and the ash is v^orked through the 
grate by shaking, keeping on the grate, ho-wever, a layer of ashes 
sufficiently thick to burn out the carbon completely. If the 
ash packs, it chokes the draft and the grates must be kept so well 
shaken. that combustible is sure to he lost with the ashes. Condi- 
tions are even worse with a fusing ash since the effort to get the 
clinkers through the grate works combustible through with it. 
The horizontal chain grate is poor in this regard' as it leaves a thin 
fuel bed at the end of its travel. If operated to burn out all the 
combustible, it is prone to let through too much air. It is especi- 
ally unsatisfactory with badly clinkering coals. The inclined 
grate keeps a very uniform fuel bed but with clinkering ash the 
grinding of the grates necessary for its removal halls up large 
amounts of comhustihle -with the fused ash, since the point of 
grate movement for ash removal is so close to the high-tempera- 
ture zone of the fuel bed. As high as 50 per cent combustible 
in the ash has been observed from a furnace of this type. The 
underfed stoker is especially unsatisfactory in separation of ash 
from combustible. 

3. Combustion Rates. — As indicated on page 180, at furnace 
temperatures the rate of combination of coke with oxygen to 
form CO 2 is proportional to the air velocity, so that there is no 
limit to the amount of coal that can be burned on a given grate 
surface, provided the draft is sufficient to pull the necessary air 
through the grate and fuel bed until an air velocity is reached 
suf5.cient to blow the coal off the grate. 

As air velocity through the grate increases, the amount of heat 
evolved by primary combustion increases slightly more than 
proportionally. A substantial fraction of this heat is removed as 
sensible heat in the gaseous products of primary combustion, and 
this heat quantity obviously increases with the temperature of 
those gases. Where, however, there is in the furnace an object 
to be heated in "'sight'' of the fuel bed, either directly or by 
reflection, a great deal of heat flows by radiation from the fuel 
bed to this object, especially in the former case. In boiler prac- 
tice the boiler is at a temperature so low in comparison 'with that 
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of the fuel bed that a large fractioa of the total heat of primary 
eombustion reaches the boiler in this way. Furthermore, since 
radiation rises as the fourth power of the absolute temperature, 
almost all the excess heat ev'olved in primary eombustiou -with 
increasing combustion rate goes to the boilers as radiant energy, 
and this requires very little increase in temperature of the fuel 
bed. Hoif ever, in many chemical furnaces there is no body with 
adequate heat-absorption capacity available for taking up this 
radiation and therefore in such cases the temperature of the fuel 
bed rises rapidly with increase in combustion rate. If not con- 
trolled, this will result in localized overheating in the furnace, in 
fusion of the ash and even in burning out of the grate bars. Con- 
sequently, chemical furnaces with limited heat-absorption 
capacity in sight of the fuel bed must, in general, be operated 
at very carefully limited rates of combustion. 

Hand-fired boiler furnaces can be operated successfully at com- 
bustion rates of , 10 to 20 lb, of coal per sq, ft. of grate area 
per hi*., while mechanical stokers can be forced to 40 or 50 Ih. 
Indeed, combustion rates of 80 lb. have been realized but it is 
impractical to maintain these commercially. In chemical fur- 
naces the combustion rate is, as stated above, limited by the maxi- 
mum allow’'able temperature of the furnace, hy its heat-absorption 
capacity and by the necessity for uniformity of heat distribution. 
Not infrequently in such furnaces combustion rates must be held 
below from 2 to 5 lb, of coal per sq. ft. of grate area per hr. 

So large is the heat radiation from boiler fires that, where low- 
grade fuels, such as wet w^ood w^aste, tanbark, lignite, etc., are 
used, it is necessary to construct the furnace so that the boiler 
cannot ^‘see’’ the fire, as otherwise the radiation will cool the 
fire below combustion temperatures. This is done by building 
the furnaces entirely in front of the boiler and separating the two 
by a high bridge wall (Dutch-oven construction). 

This possibility of an almost unlimited combustion rate on the 
grate, coupled with the direct transmission of most of the heat 
evolved by radiation to the point required and its almost com- 
plete absorption there, is the basis of the tremendous overload 
capacity of boiler furnaces. The main disadvantage of thus 
forcing the boiler is slightly lowered efficiency due to imperfect 
secondary combustion. Modern practice tends to provide ade- 
quate space for secondary combustion to meet this need. 
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4. Secondary Combustion. — ^From the fuel bed there rise the 
distillation products of the volatile combustible matter of the fuel 
and the gaseous products of primary combustion rich in carbon 
monoxide and containing some hydrogen from the moisture in the 
air. In the former gases there should be some oxygen if the fuel 
has been properly fired but in the latter there is little or none. 
The potential heat of combustion of these gases represents a large 
fraction of the heat content of the fuels, and adeq[uate provision 
must be made for their oxidation. 

The first problem is to mix these gases with the proper amount 
of air. So great is their volume (owing to the large amount of 
nitrogen) that complete mixing is difficult to secure. In hand- 
fired furnaces the secondary air (f.e,,* this air necessary for 
secondary combustion) is admitted through dampers in the fire 
door and mixes with the gaseous products of primary combustion 
as it sweeps over the fuel bed. With both chain and inclined 
grates a substantial fraction of the secondary air enters through 
the distilling fuel. In underfed stokers none whatever comes in 
this way. In stoker-fired boiler furnaces modern practice is 
developing toward the admission of secondary air through multi- 
ple ports in the bridge wall, the air being preheated during its 
passage through the flues in the wall which conduct it to these 
ports. In this way it is possible to admit the air at a large num- 
ber of points, thus improving mixing conditions. The preheating 
is, as will appear, very desirable from the pbint of view of second- 
ary combustion. 

Secondary combustion itself is a series of purely gas reactions. 
These reactions are therefore slow compared with those of 
primary combustion (see page 180) and adequate time must be 
provided for their completion. In hand-fired boiler furnaces 
it was formerly the practice to supply from 4 to 5 cu. ft. of com- 
bustion ‘space per sq. ft. of grate area and at the combustion 
rates formerly used (5 to 10 lb. of coal per sq. ft. of grate area 
per hr.) this was adequate in the case of high-grad'e coal. When, 
however, combustion' rates were 'increased with the introduction 
of mechanical stokers, while the temperature of the combustion 
gases increased and therefore the .rates of secondary combustion 
also went up, this temperature increase was too slight (see 
page 191) to secure proper secondary combustion in these 
limited combustion spaces. As a result, designers have been 
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increasing combustion space progressi'veiy during recent years 
so tEat today an allowance of 12 to 14 cu. ft. of combustion 
space per sq* ft. of grate area is not uncommon in new installa- 
tions that are to be forced to high combustion rates- 

Where low-grade fuels ajeused, the fuel-bed temperature is low, 
and consequently the temperature of the combustion gases also. 
This means that the reaction rates of secondary combustion are 
less, and in such cases additional space must be allowed. One 
of the advantages of Dutch-oven construction for these low-grade 
fuels is the provision of increased combustion space coupled with 
the fact that the products of primary combustion leave the fuel 
bed at a higher temperature because of absence of radiation frotn 
it and therefore burn at a higher rate. 

These gaseous reactions can be catalyzed by contact with hot 
refractory surfaces. For this purpose extensive baffles are fre- 
quently introduced in the combustion space of boiler furnaces, 
against which the gases impinge and around which they have to 
flow. These haffies aid not nxerely by catalysis of the gas reac- 
tions but by improving mixing with the secondary air and by^ 
absorption of heat from the gases, which in turn is radiated to 
the boiler- Such badies are not generally used in chemical 
furnaces but in many cases their introduction would be highly 
advantageous. For example, in a muffle furnace a part of. the 
heat from the hot gases is picked up by the wall of the muffle 
itself but another part is absorbed by the remaining walls of 
the flue and radiated from there to the muffle. Where the 
muffle is made of refractory material, the temperature difference 
between it and the remaining walls of the flue is slight because 
at the high temperature of the furnace the rate of energy inter- 
change between walls and muffle by radiation is very great. 
If in such a case one will increase the surface area of the remaining 
walls of the flue, e.g., by allowing alternate bricks to protrude 
from the wall into the flue, this will furnish additional surface 
for absorption of heat from the hot gases, which will in turn be 
radiated to the muffle wall. 

In many chemical furnaces a baffle of this sort is superfluous. 
For example, in an externally fired lime kiln the products of 
secondary combustion entering the kiln have their combustion 
catalyzed by the surface of the lime itself. As a result, combus- 
tion in these kilns is unusually good. 
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In order to secure complete combustion one must obTiously 
supply sufS-cieni) air, and in practice it is found necessary to 
furnish, a considerable excess. * In the limited combustion space 
of boiler furnaces it is impossible to secure complete oxidation, 
especially of the CO, even with large amounts of secondary air. 
Since, when carbon burns to CO, tbe beat evolution is less than 
3a per cent that of combustion to CO 2 , CO going up the stack 
represents a serious heat loss. Formerly the boiler-plant engineer 
focused attention upon this loss to too great an extent. He 
determined it by analysis- of the flue gases and found that excess 
air cut down the percentage of CO in it. In fact, however, while 
excess air does reduce the percentage of CO in the flue gas, it 
reduces the absolute amount formed from the coal little if at all. 
In other words, the CO in the flue gas is reduced by dilution with 
air rather than by oxidation to CO 2 , because the diluticn cuts 
down the reaction rate, owing to the lowering of the temperature 
of the gases and the time they are in the combustion space, 
almost as much as this rate is increased by a higher concentration 
of oxygen. Furthermore, in furnaces operated under natural 
chimney draft it is obvious that the use of excess air increases 
the volume of flue gas and therefore increases the draft necessary 
to overcome furnace and .stack friction. Since this draft comes 
only through temperature difference between stack gases and the 
outside air, this means that in such cases stack-gas temperature 
increases with excess air. Consequently excess air runs up stack 
losses. 

On the other hand, it is not practicable, to reduce excess air 
too greatly. Vith grate-fired furnaces it seldom pays to cut it 
below 40 to 50 per cent, since, owing to the imperfect mixing 
and the extremely low reaction rates of secondary combustion 
caused by the very low oxygen content of the gases at this 
point, there will be in the flue gases too much carbon monoxide 
and in some cases even smoke. The better the provision for 
mixing of secondary air with the products of primary combustion 
and the greater the combustion space provided, the less excess 
air required and the smaller the heat losses up the stack. Fortu- 
nately in many chemical furnaces (muffles, retorts, pottery kilns, 
reverberatory furnaces, etc.) the volume of the combustion space 
and the temperature in it are sufl&cient to give perfect secondary 
combustion. 
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It frequently happens, especially in chemical practice, that it is 
desired to distribute the heat energy, produced by the combustion 
of fuel at a relatively low but necessarily uniform temperature, 
over a relatively large area. For this purpose it is impracticable 
to design a coal-fired furnace so as to promde uniform direct radi- 
ation from the fuel bed to all the points to be heated. Experience 
has shown that the problem can be solved by primary combus- 
tion of the fuel upon the grate with the production of a com- 
bustible gas, the combustion of which can then be completed after 
the gas is led to the point where the heat is required. By f ar the 
best results are obtained if the gas produced will burn with a 
smoky flame, i.e,, will in its combustion generate a large number 
of exceedingly fine particles of carbon, which will be heated by the 
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combustion reactions to incandescence and will thep transmit 
the energy of combustion to the desired point by radiation. In 
practice this can best be secured by the use of a high-B.t.u. fuel 
with a very high percentage of volatile combustible matter, 
admitting only enough air under the grate to distill off this com- 
bustible matter and burn the residual carbon. The volatile mat- 
ter from such a coal is always rich in carbon and burns with the 
smoky flame desired, thus generating a large fraction of the 
total energy of the combustion of the fuel in the form of radiant 
energy in the gas flame at a point far removed from the grate on 
w^hich the fuel is fired. 

With a fuel high in volatile combustible matter, producing 
on coking a large volume of combustible gas, the heat generated 
in the firebox is to some extent absorbed by the endothermic proc- 
ess of distillation of the fuel itself, and an excessive temperature 
in this part of the furnace is avoided. Combustion of this gas 
is completed in the body of the furnace, thus carrying the heat 
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from the firebox where it is not needed to the back of the charge, 
which would otherwise be too cool. 

This is the basis of the utility of the “long flame of wood, 
which has for many years been the favored fuel for such opera- 



FiGt. 70. — Re'verberatory furnace, short tsrpe. TMs type of furnace is employed 
vliere it is necessary to bring the •whole charge to a uniform high temperature. 
A large fraction of the heat is transmitted to the charge by radiation from the 
fuel bed to the arch above the bridge •wall, from ■which it is reflected and radiated 
to the charge. The flue gases going to the stack are obviously* hot. It is •usually 
restricted to hatch operation. 

tions as require a moderate temperature distributed over a large 
area — such as lime and brick burning. High-grade bigh-vola- 
tile coals are usually good. The disadvantage of forcing a furnace 
of large effective area with a low- volatile coal or coke is very great, 



Pig, 70^. — Reverberatory furnace, long type. This furnace is suitable for 
preheating the charge -when fed through the furnace continuously in a direction 
counter to the flow of gases. In this particular furnace the stock is worked 
through by hand stoking and pbbling. Furnaces that provide mechanical 
conveying of the charge are available. Fuel eflSciency is improved by partial 
mcovery of the waste heat from the gases, but contact of the gases with the charge 
is poor and the heat-transfer coeSieient is lo^w in consequence. 

if a uniform temperature -in the combustion space is desired. If 
the fire is forced to beat the remote parts of the furnace, the por- 
tion next to the firebox is overheated, and this part of the struc- 
ture rapidly "Turns If a moderate fire is maintained, 

the output of the apparatus is greatly diminished. This is 
particularly true if the charge becomes very corrosive at high 
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temperatures, as in making sodium sulfide; if it is deteriorated, as 
ill burning lime ; or if a uniform temperature over a large area is 
necessary, as v^hen a large iron muffle is to be heated as in the 
Mannheim process for making hydrochloric acid from niter cake. 
It is in such eases that an understanding of the principles of 
combustion discussed in Chap. VI is of great value. 

Davis* many years ago showed that the output of a coke- 
fired furnace for making soda by the LeBlanc process was 
increased by almost 300 per cent by the simple device of intro- 
ducing an evenly distributed supply of steam under the grate bars. 
The endothermic reaction 

Cd-H20-C04-H2 

accomplished three purposes: first, it reduced the excessive tem- 
perature of the firebox and that portion of the furnace hearth 
adjacent thereto, thus increasing its life; second, it furnished a 
large volume of combustible gas which passed into the body of the 
furnace to be burned; third, the presence of that portion of the 
steam which was undecomposed diluted the combustible gases 
and thus lowered the rate of combustion and produced a flame of 
lower temperature and greater volume. The net result was that 
the heat supply was evenly distributed over the entire hearth, 
the output of the furnace increased, and its life lengthened. 

The other common endothermic reaction, C02+C=2C0, can 
also be utilized for producing these results, an5 from an energy 
standpoint is even more economical, as it eliminates the heat 
necessary to produce the steam. Even so low a content of CO 2 
as is present in ordinary flue gas is efficient in distributing the heat 
generated in a firebox over a large area. Not only is the absorp- 
tion of heat by the formation of CO and its subsequent combus- 
tion of value, but the dilution .of combustible gases with the 
accompanying water vapor and nitrogen diffuses the heat by 
enlarging the volume of flame as already explained (see page 195). 
When the flue gas is withdrawn as soon as it leaves the actively 
heated zone of the furnace, the energy lost by such a procedure is 
clearly very small compared with the consequent advantages. 
Eldred used this principle in the efficient operation of lime kilns, 
and it has been frequently employed in heating large muffles, 

* Davis, ^‘Chemical Engineering’^ Davis Bros., Manchester, England, 
1902. 
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TetortSj annealing boxes and containers of this Mnd. A \^alua 
lication. of these principles has been made in the firing of the 



Fia. Tl.—Doherty-Eldred lime kiln. The kiln is externally fired. Tlie gases 
at the tap of the kiln are qnite cool because of the excellent contact between 
them and the incoming cold charge. They are piped down bo the floor line -Rrhere 
, the pipe divides, delivering the gas to two blowers, the larger of which discharges 
most of the gas to the stack, while the other recirculates the rest, delivering it 
below the grate of the two furnaces with which the kiln is equipped The third 
blower shown supplies the air. The cut shows only one of the points of entrance 
of recirculated gas and air, a part of the kiln being cut away to show the interior 
construction. The discharge pipe for stack gases is also shown cut off. 

ordinary red brick kiln. A steam pipe with many small openings 
is placed throughout the length of each firebox:. When the coal 
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fire is well igaited, steam is introduced under the body of the fire. 
The large volume of low-temperature flame flows around the 
entire mass of bricks, giving a large yield of marketable brick ia a 
much shorter time. 

Greater uniformity of heat distribution can be secured by 
admitting secondary air, not at the bridge wall, but at successive 
points along the combustion space, the air supply at each point 
being capable of control (Semet-Solvay coke ovens, although’ 
these are gas-flred). 

It must be remembered that those gases formed by modified 
primary combustion of low-volatile solid fuel do not burn with a 
luminous flame, and the process is on that account less satisfac- 
tory than the use of a highly volatile coal. In certain cases, 
however, the combustible gases come into intimate contact with 
the material to be heated and in such cases the surface of the 
material itself can serve as a contact mass to catalyze the com- 
bustion reactions, provided it is sufficiently hot. Since these 
reactions take place upon the very surface of the material to be 
heated, the energy due to combustion is thus generated upon 
that surface itself and consequently'is absorbed directly without 
transmission losses. ' . , 

If a relatively small area is to be heated to a very high tempera- 
ture, this dilution of the flame should be avoided, and the fuel 
and air for combustion must be heated before they combine. 
It is always possible to preheat the air, but the fuel can be pre- 
heated with advantage only when it is a gas. For a localized 
high temperature even the water vapor present in the air during 
warm weather has been, found to exert a profound influence by 
the endothermic reaction of its decomposition. Thus, in the 
iron blast furnace at the entrance point of the air blast, an 
increased melting capacity of the iron reduced is obtained by 
removing the water vapor from the air used. An atmosphere 
richer in oxygen than ordinary air is here desirable (page 219). 

2. FU'R.NA.CES USING LIQUID OR POWDERED SOLID FUELS 

Powdered coal was introduced as a fuel over twenty years ago 
in the burning of cement in rotary kilns. The pulverized coal is 
injected into the furnace with a powerful blast of air and bums 
in a flame much the shape of a greatly elongated egg. In large 
kilns this flame will be from 2 to 4 ft. in diameter at its maximum 
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and 10 to 15 ft. long. Because of tlie wsij the fuel is blown in, 
each particle is surrounded with a layer of air. It is heated to 
incandescence, partly by conduction but mainly by radiation 
from the hotter portion of the flame, and therefore the volatile 
matter distills in the presence of excess air. There is therefore 
little or no tendency to deposit soot provided sufficient air is 
present for complete combustion of the fuel. The flame from 



Fig. 72. — Puh'erized-coal-fired boiler- The semi-Dutcb-oven construction 
is provided to furnish ample combustion space. Certain, plants are trying the 
experiment of injecting the coal directly downward through the top of this 
Dutch-oven so that the flame is turned back upon itself. The purpose of this 
is to give to the ash particles a downward component to sling them into the ash 
pit. This . modification is apparently quite successful. (Cozirtesi/ of Fuller- 
Lehigh Co., Fullerton, Pa.") 


such a burner is exceedingly hot and a large fraction of the 
heat is given off in the form of radiant energy. 

One of the disadvantages of powdered coal is the danger of 
fires and, on occasion, even of dust explosions. The possibility of 
the latter can be eliminated by keeping the dust concentration 
in the air used above the explosive limit. The danger of fires can 
be reduced by using airtight ducts for transportation of the pow- 
dered fuel and exercising great care to prevent ignition. It is 
inadvisable to hold large quantities of dust in storage, and it is 
better to use adequate grinding equipment to supply the maxi- 
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mum demand of the furnace rather than to store po-v\:^dered coal 
for peak loads. The coal may be transported from the pulveriser 
to the burner either by screw conveyors or by forcing it along 
with air pressure (since it flows like a liquid) or by suspending it 
in air and floating it. In the latter system care must be exercised 
to keep the air used for floating below the explosive limit. 

Liquid fuels are burned much as powdered coal, being atom- 
ized by air under pressure or frequently, on account of its con- 
venience, by steam. They too burn with an extremely hot 
radiant flame. The simplicity of firing and small combustion 
space required make them very advantageous on shipboard, 

Both powdered coal and oil can be mixed with air so per- 
f ectly that excess air can be reduced to 10 to 20 per cent without 
danger of incomplete combustion- With both, the short hot 
flame tends to overheat that part of the furnace near it, cutting 
away brickwork and injuring a sensitive charge, and coal ash, 
if fusible, may flux and ultimately disintegrate the furnace Lining. 
The advantages of lowered flame temperature may be secured 
'W’ithout sacriflcing furnace efficiency by recycling flue gas into 
the air used for combustion, although this lowers combustion, 
rate, requiring more combustion space; or Dutch-oven construc- 
tion may be used and the temperature of the combustion prod- 
ucts lowered by adding the recycled gas after combustion is 
complete. Either method is far superior to lowering flame 
temperature by excess air. In boiler furnaces it is practicable 
to install water-cooled surfaces at substantially every point 
in sight of the flame, thereby increasing heat absorption and 
eliminating fluxing of the walls of the combustion space. Ash 
dust carried up the stack is sometimes a problem; it has been 
proposed to remove it by Cottrell precipitation (see page 315), 
but the ash is usually so light that the nuisance from it is sur- 
prisingly small. The cost of installation and operation of 
equipment for powdered coal is high in small units, but this in no 
wise applies to liquid fuels. 

3. PTJRNACES USING GASEOUS FUELS 

In the discussion of coal-fired furnaces it was pointed out 
that uniformity of heat distribution was best secured by suppress- 
ing primary combustion so as to increase the gaseous products 
and burning these as secondary combustion under controlled con- 
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ditions. In other words, furnace control is best secured mth 
gaseons fuels. 

As already stated, coal gas and water gas are too expensive for 
general use, while natural gas is available only in restricted areas. 
In consequence, combustion engineers have developed the method 
of increasing secondary combustion at the expense of primary 
combustion by isolating the solid fuel furnace and using it for the 
production of a combustible gas, producer gas (see page 224). 
This gas is therefore available for almost any sort of furnace 
operation. 

Since a gas-fired furnace contains little fuel at any one time, 
combustion is under quick and accurate control. Since one can 
admit the necessary air or gas or both at successive points along 
the furnace, it is possible to generate the heat exactly where 
required. Unfortunately none of the cheap gaseous fuels burn 
with a smoky fiame and consequently the heat must be trans- 
mitted from the flame to the furnace or charge by conduction 
rather than by radiation. While this is a disadvantage from the 
point of view of heat-transmission capacity, it is a great advan- 
tage in maintaining uniformity of temperature throughout the 
“furnace. Even this disadvantage can be eliminated by the use 
of surface combustion. 

Siirface Combustion. — The combustion of gases is greatly 
accelerated by contact with hot surfaces. Furthermore, where 
the gas burns in this way, the heat is generated upon the very 
surface of the solid and hence raises this solid to incandescence 
so that, while the gas itself is not radiant, the heat evolved by its 
combustion can nonetheless be emitted in radiant form. The 
best way to accomplish this is to mix thoroughly the gas with the 
air in substantially theoretical proportions and burn this mixture 
by passing it through a porous mass of refractory material such 
as fire brick or alundum. The contact mass should be porous and 
spongy in structure to expose the utmost surface. Where the 
catalyst is supported horizontally or at not too great an angle, it 
can consist of a pile of small lumps of crushed refractory. Com- 
bustion takes place within the mass and the whole becomes highly 
incandescent- In this way it has been possible to transmit 1,000,- 
OOO B.t.u. per hr. through a single square foot of surface- I>espite 
the short time of contact, combustion is unusually complete and 
excess air can be reduced to a negligible quantity. To prevent 
flash backs the air-gas mixture must be brought through the fiues 
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leading to the contact mass at a velocity higher than the rate of 
ftame propagation through the mixture. In small cool tubes the 
allowable velocity is surprisingly low. 

While surface combustion in this narrow sense cannot be 
universally used, surface catalysis plays an important part in 
every gas-fired furnace. The catalytic action of the walls of the 
furnace and its flues and of checkerwork which may he inserted 
in the combustion space makes it possible to secure complete com- 
bustion even at relatively low temperatures. In many furnaces 
the surface of the charge itself serves this purpose Xe.g.^ pottery, 
lime and brick kilns, roasting furnaces, etc.). 



Fi( 5. 73 — Surface combustion furnace. Tbe gas and air mixture enters 
th.rougk the side ports and is directed down upon the coarse mass of refractory 
material in the bottom of the furnace. From this the heat is radiated up to the 
arch and do'wn upon the muffle as sho^wn by the brohen lines- (Courtesy of 
Szir/ace Combustion Co.) 

The pressure drop due to the friction of flow of the gases 
through gas-fired furnaces can be estimated by the usual equa- 
tions (pages 77 to Q7). In American practice forced draft is 
seldom used and consequently gas velocities must be kept low^ 
In simple furnaces they are usually between 10 and 15 ft. per 
sec. but, where the travel is tortuous or the distance is long, these 
figures must be reduced accordingly. 

Gaseous fuel is especially well suited for those furnaces in which 
the temperatures must be controlled exactly at high temperature 
levels to secure absolute uniformity of heating (open-hearth steel 
furnaces, pottery kilns, etc.). In such cases unusual attention 
must be paid to the introduction of the fuel and to the uni-^ 
formity of its mixing with the air supply and its distribution 
through the furnace. In ring furnaces and tunnel kilns (page 
209), it is advisable to admit the gas in successive small quantities 
at a series of points along the furnace. The gas ports must be so 
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located and the furnace so designed as to insure perfect mixing 
•witli the air and distribution of the mixture over the charge. 
The furnace should be so constructed that, if trouble develops, 
the location of the gas ports and the direction of the gas currents 
in the furnace can be modified after the furnace has been com- 
pleted. The ability to control the performance of a furnace in 
this way is one of the important elements in the skill of a furnace 
operative. 

Three important types of gas-fired furnaces, the ring furnace 
and the tunnel and the rotary kilns, are discussed on page 207, 
under Recovery of Waste Heat. 

4. FURNACES USING- SOLID FUEL IN DIRECT CONTACT WITH 

CHARGE 

Furnaces of this type include kilns for building bricks, the pig- 
iron blast furnace, the Dietzsch lime Min (see page 208) and the 
ring furnace using solid fuel. The most important illustration 
of the type is the rotary kiln using powdered coal (see page 211). 

6. ANALrTICAL CONTROL OF FURNACE OPERATIONS 

In any given furnace it is usually easy to determine and con- 
trol the performance of the furnace, f.c., to measure the quantity 
of the charge, its temperature rise and such chemical changes as 
may have taken place in it. On the other hand, a furnace may be 
giving satisfactory performance so far as the charge is concerned 
and yet be operating very poorly from the point of view of com- 
bustion. Heat losses to the surroundings are not under the con- 
trol of the* operator except as the furnace is redesigned and 
rebuilt. Lost combustible in the ashes can be determined hy 
proximate analysis (very great care must be exercised in securing 
a representative sample) . However, both these losses are usually 
small in comparison with those in the stack gases. In conse- 
quence, the control of furnace combustion depends upon analysis 
of the stack gases and determination of their temperatures. For 
example, almost as much information can be secured with regard 
to the operation of a boiler from deterrnftnations of the heating 
value of the fuel, of the combustible in the ash- and of the tem- 
perature and analysis of the stack gases as from a boiler test 
involving a complete heat balance, at a small fraction of the 
expenditure of time and labor. 
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Because of this fact in bailer practice the use of automatic 
CO2 recorders is rapidly increasing. Some of these recorded are 
a mechanically operated Orsat apparatus, while others pass the 
gas sample in series through two orifices, absorbing the CO 2 
between the two with solid soda lime and measuring the CO2 by 
the change in pressure drop through the second orifice caused by 
shrinkage in volume of the gas. In a well-designed boiler furnace 
the CO will in any case be so completely oxidized by secondary 
combustion that the CO2 is a satisfactory measure of the excess 
air used and the general efficiency of the combustion process. 
In furnaces so built or operated that this is not the case, CO2 
recorders will not tell the whole story, because one can have the 
same CO2 readings with either insnfficient or excess air. In the 
first case there would he considerable CO and perhaps hydrogen 
in the gas, and in the second case there would be excess oxygen. 
For this reason CO 2 recorders are by themselves of limited value 
for gas-fired furnaces. Recorders for CO and oxygen have been 
developed hut have not yet earned wide-spread industrial 
acceptation. 

These recorders are^ valuable adjuncts in furnace control but 
ofier many mechanical difficulties due to dust, delicacy of the 
working parts, exhaustion of the chemicals and the like. If their 
indications are to be depended upon, they must be carefully and 
intelligently watched and cheeked against an Orsat analysis. 

For the purposes of general experimental testing, the Orsat 
apparatus or some one of its modifications is preferable to the 
recording instruments. 

Errors ix Oes^t Analtsis 

As will appear in connection wdth computations, a small error 
ill the CO2 determination in a flue gas will introduce a serious 
error in the calculated results. The gas sample in an Orsat 
is ordinarily collected over water. This water dissolves some of 
the CO2 and in consequence makes the CO 2 determination in the 
gas low. ^ Mercury should always be employed in the burette in 

* Assume, for example, a gas consisting of 1 1 c.c. of CO 2 and 90 c.c. of other 
nonacidic gases. 'W'hen 101 c.c. are introduced into the Orsat, 1 c.c. of this 
CO 2 may -well dissolve, leaving what is apparently a 100-c.c. sample. There 
will therefore be a shrinkage of 10 c.c, over caustic. When the sample is 
returned from the caustic to the burette, the volume will gradually increase 
owing to the escape of the CO 2 from the water into the gas due to its lowered 
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gas analyses where precision is desired. The extent of the error 
can be judged from the following data taken from Bulletin 2 of 
the U- S. Bureau of Mines. 

In boiler test 2, reported by the bureau in this bulletin, the 
dry coal has an ultimate analysis of 60.15 per cent C, 4.35 per 
cent H, 21.18 per cent O, 1.07 per cent -NT, 0.72 per cent S and 
12.53 per cent ash. The mols of H 2 per 100 lb. of coal are there- 
fore 4.35/2.016 and the atoms of oxygen,' 21. 18/16. The differ- 
ence is 0.833, the mols of net hydrogen (H 2 ). The ratio of carbon 
to net hydrogen (C/H 2 ) is therefore 60.15/(12) (0.833) =6.03. 
The ratio of carbon plus sulfur to net hydrogen is 6.06, Since 
the ash from the furnace was 8.61 per cent of the dry fuel fired 
and contained 15.1 per cent carbon, 2.16 per cent of the carbon 
in the fuel remained nnburned in the ash. Hence, the ratio of 
C/net Ha in the fine gas should be 5.89, or, corrected for sulfur, 
5.92, 

The flue-gas analysis is given in the table below : 




C 

O 2 

C 02 

10.04 

10.04 

10.04 

02 

■ 9.04 


9.04 

CO 

0.10 

0.10 

0.05 

Nit 

80.82 





10.14 

19.13 



O 2 from air —80. 82(21)/79 

= 21.49 



O 2 =o=net H 2 in fuel = 

2.36 



Net H 2 = 

4,72 



C/net H 2 =10. 14/4.72 = 

2.15 


It is seen that the gas analysis gives a ratio of carbon to net 
hydrogen less than half the real value. The unburned com- 
bustible in the ash gives an error of this sign but to explain its 
magnitude by such an assumption would mean that 60 per cent 
of the carbon in the coal remained unburned in the ash. The 


partial pressure, but on the second or third treatment of the gas with caustic 
the volume will again return to 90 c.c. This is one cause of the apparently 
slow absorption of CO 2 in caustic in gas analyses. It will be noted that the 
analysis is apparently 10 per cent CO 2 , whereas actually there were nearly 
11 per cent in the sample. 
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error actually arises from the fact that the CO 2 determination 
in the flue gas is low by about 1 per cent. If one assumes the 
CO 2 value higher by that amount, the analyses check. Mercury 
in the burette would have avoided this error. 

Note that, since the amount of the flue gases is figured from a 
carbon balance, this introduces an error of 10 per cent in calcu- 
lating them and hence a similar error in getting the stack losses 
in a heat balance. 

Al point, which sometimes offers difficulty through failure to 
appreciate it, is the fact that a gas analysis, eveii when made 
over water, is nonetheless an analysis on the dry basis, ^ Since at 
room temperature the gas measured in a burette above water is 
over 3 per cent water vapor, this fact is not obvious. It must, 
however, be remembered that all measurements are made at the 
same temperature and therefore with the same partial pressure 
of water vapor in the gas, so that, if half the gas is absorbed by 
some reagent, half the water vapor in the gas as originally 
measured will condense. It is as though the analysis were 
carried out,* not at atmospheric pressure, but at a constant pres- 
sure equal to atmospheric pressure less the vapor pressure of 
water at the temperature of the analysis. Where the analysis 
is carried out with mercury, it is customary to have a drop of 
water present to keep the gas saturated, since otherwise the 
partial pressure of water vapor in the gas would vary with that 
over the absorbents employed. 

5. RECOVERY OE WASTE HEAT EROM FURNACES 

In every furnace reaction it is required either (1) to heat the 
charge up to some specified temperature (calcining reactions and 
the like), or (2) to furnish at such a specified high temperature 
the heat necessary to carry out some reaction (e.g., decomposition 
of limestone, fusions, etc.). In either case a definite amount of 
heat is required at or above a definite temperature. When a fuel 
is burned, the maximum temperature attainable is limited by 
either (1) the temperature at which the reversal of the combustion 
reactions becomes serious, or (2) that temperature to which the 
heat set free by the combustion will raise the products of com- 
bustion. By the use of a given fuel it is impossible to exceed the 
temperature limit fixed by the first of these conditions hut it is 
possible to avoid the second. 
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Furthermore, siace the oxygea esseatial for combustion, com- 
ing as it does from the air, brings -with it nearly four times its 
volume of inert nitrogen vith its large heat-absorption capacity, 
it is not surprising that very frequently the second of these 
limiting conditions is the important one. In illustration, assume 
a producer gas "whose heat of combustion will raise its own com- 
bustion products to only 1500°C. If it is required to use this 
gas to carry out a reaction at 1400°, it is evident that but a 
small fraction of its heating value will be usefully available, as 
most of it will be wasted as sensible heat in the flue gases. If, 
however, this waste sensible heat is utilized to preheat the charge, 
fuel and air to a temperature at least approximately that of the 
reaction, 1400°, most of this heat may be usefully recovered, and 
the fuel consumption of the process will be reduced to a small 
fraction of that otherwise necessary. 

COUNTBEPUOW 

To accomplish this effectively, it is evident that the principle 
of counter current flow of the materials between which this inter- 
change of sensible heat is desired must be employed, Le., that the 
heat content of the waste products, while still very hot, must be 
used only to attain the final increment in temperature in the 
incoming materials, while the preliminary heating of these mate- 
rials must be accomplished by heat flow from the reaction 
products after the latter have been considerably cooled. 

The utilization of this principle of waste-heat recovery is essen- 
tial in the efficient operation of all high-temperature furnaces. 
Even in the most common low-temperature furnace — the steam 
boiler — it is successfully employed in the “ economizer used to 
preheat the feed water with the waste heat in the stack gases. 
The simplest means of realizing these conditions is to allow the 
gaseous combustion products to flow over and through the incom- 
ing solid or liquid charge in direction opposite or counter to the 
motion of the charge, while the air esseatial for combustion enters 
in contact with the hot solid or liquid products of the furnace reac- 
tion; here again the motions of the two are counter to each other. 

Dietzsch Kim 

Such methods of heat regeneration particularly applicable to 
direct-fired furnaces, which, though effective and much used 
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abroad, bave been little employed in the United States, are 
illustrated by the Dietzsch Min and the Hoiffman ring furnace. 
The simple shaft furnace in "which charge and fuel are fed at the 
top does not permit effectiyely preheating the charge and cool- 
ing the waste gases, because combustion . would start near the 
top and leave no space for preheating. 

The Dietzsch Idln is a shaft furnace so designed that the fuel 
is admitted halfway dowm the shaft, and thus premature combus- 
tion is avoided- 

It consists of a vertical shaft fur- 
nace having a horizontal middle por- 
tion or shelf as shown in Fig. 74. 

The charge is introduced at A and 
descends through the shaft to the 
platform B. Here it is mixed with 
fuel introduced through D and drops 
into the shaft C. Air is drawn in 
through E. Active combustion takes 
place at the top of C, the hot flue 
gases preheating the charge in A, 
while the hot reaction mass descend- 
ing through C to the discharge E pre- 
heats the incoming air. Tests run on kiln, 

such furnaces show a very high fuel economy but operating labor 
costs are excessive. 



Hoffman Ring Tubjnacb 

The Hoffman ring furnace is extremely efficient, and has added 
advantages in all industries that demand a period of gradual 
heating up and slow cooling. It is gratifying to note the increas- 
ing applications of this arrangement in American industries. As 
originally developed for solid fuel, it consists of a circular, ellip- 
tical or rectangular gallery built around a central flue. This 
gallery (Fig. 75) is divided into separate chambers, each con- 
structed with side openings E, a door on the outside C and a 
flue D to the central stack A, and is so provided with diaphragms 
and dampers that any passage may he closed at will. 

In operation, combustion is carried on in only one chamber 
at a time. The two chambers opposite this are in the process of 
charging and discharging, and all the others are either being 
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heated up to the combustion temperature by flue gases or are 
themselves cooling and thereby preheating air for combustion. 
Air enters through the door of the discharging chamber (No. 1 
in a series of 14 in the furnace shown) and is drawn through the 
adjacent chambers in series (2, 3, 4, 5, 6) until it reaches the active 
one (7); these chambers contain burned product which preheats 
the air and is itself cooled. From the active chamber the hot flue 
gases pass through chambers 8, 9, 10, 11, 12 and 13, heating up 
the unburned charge there, and finally pass to the stack through 
the flue D in chamber 13. Number 14 is meanwhile being 
recharged and is totally shut off from the rest. After ignition 
in the active chamber is completed, the adjacent one, which has 
not been burned (8), is then made active by admitting fuel to it 



ColdJir- 

!Fig- 75. — Hoffman xing furnace for solid ftiel. 


through holes in the top; the newly charged chamber (14) is 
admitted to the series hy connecting it to the stack and to 13 
and closing the flue from 13 to the stack; the discharged chamber 
'(1) is charged ; and the coolest burned chamber (2) is opened to 
the air and discharged. 

It is obvious that very efficient countercurrent action is 
obtained in this furnace and therefore the heat consumption is 
exceedingly low. Pre-ignition is avoided by not admitting the 
fuel until the chamber is ready to be burned. The chief dis- 
advantages encountered are high initial expense and labor costs 
and the mechanical stresses set up by repeated heating and 
cooling. 

The Hoffman ring furnace is operated most snioothly and 
efficiently with gaseous fuel, and all modern construction, at least 
in this country, is of this type. The gas may be admitted to a 
number of chambers simultaneously, thus avoiding localized 
overheating. Because -of the very efficient preheating of the air 
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used for combustion, high temperatures cau be successfully 
realized ev'en with a fuel of low heating value (producer gas), and 
the large volume of gas flowing through the chambers gives 
uniformity of heat distribution. A gas-fired furnace is shown in 
Fig. 75 A. 



The fuel is distributed through a central flue from which con- 
aection is maxie to the chambers under fire by means of a number 
of inverted U-tubes, each of which is inserted into a hole in the 
main flue and into the top of one of the distributing flues around 
the chamibers. The control valves are located in the U-tubes. From, 
each of the latter flues a large number of distributing ports lead to 
the chamber in order to provide uniformity of gas distribution. 

Furthermore a number of these distributing flues are fed simultane- 
ously, only a small amount of gas going to each, to avoid localized 
overheating. From the proper chamber connection is made to the 
stack by a method similar to that used in distributing the fuel. The 
holes into which the distributing U-tubes fit are covered when not 
in use. 

.\.ll flues must be liberal in size in order to avoid excessive friction 
with the large amount of air and gases to be handled. In order to 
insure uniformity of heating and cooling especial care must be exer- 
cised in packing the charge and in the construction of the ports in 
the separating walls between chambers as well as in the distribution 
of the producer gas delivered to the chambers under fire. 

These furnaces must be built carefully to provide for the 
repeated expansion and contraction in each chamber. Especially 
where high temperatures are to be employed, only the highest 
grade refractories should be used in construction. 

Rotary Kixn 

By the use of powdered coal in a blast of air it has become 
possible to introduce solid fuel into a furnace with perfect regu- 
larity; and by providing a means of passing the flame produced 
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through. . the charge, efficient heating is realized. This can be 
done iii*a rotary kiln, consisting of a boiler-plate tubular shell from 
30 to 220 ft. long, 6 to 12 ft. in diameter and lined with jSre brick 
or other resistant material,^ the choice of refractory depending 
upon the reaction to be carried on. The charge is heated, by 
introducing centrally into the kiln a stream of powdered coal 
injected i^dth air, and by slowly rotating the furnace, thus 
causing the contents constantly to follow the shell toward the 
top and drop or roll through the flame. Tnrtbermore, if the ' 
furnace is inclined at a moderate angle from the horizontal,; 
the material is regularly moved forward until discharged. Such; 
a furnace may be operated either parallel or countercurrent, an^i 
charged either, intermittently or continuously. Opera,ted coun-i 
ter current, it obviously gives some heat recovery but it is far'^ 
inferior to that of the ring furnace because of poorer contact 
between charge and gases. Its great advantage is low operating 
and labor expense and it consequently is of unusual importance 
in this country where fuel is cheap and labor high. 

As discussed on page 191, the most rapid transfer of energy 
takes place when it is in the form of radiant heat. Powdered coal 
furnishes an ideal source of this form of energy and this type of 
furnace seems to be capable of much larger utility than it enjoys 
at present. If the charge is a liquid or a liquid suspension, 
it may be atomized by a spray nozzle into the combustion space 
andboth evaporation and combustion, calcination or other chemi- 
cal reaction may be carried on with great rapidity ; if it is a fine 
powder, it may be agglomerated into small pellets or lumps by 
tumbling it with a small amount of suitable hinder such as tar 
or sodium silicate solution. The mechanical devices for support- 
ing the shell and for taking up the downward thrust due to 
rotation, and the driving mechanism have all been thoroughly 
developed and are easily obtained on the market. 

One disadvantage incident to the ordinary type of rotary kiln 
is the difficulty with which an efficient heat-regeneration system 
for preheating the air can be employed in connection with it. 
Such difficulties are, however, by no means insurmountable, and 
it is but a question of time when the economy in fuel will com- 
pensate for the expense of such an installation. 

If the clinker and ash from the solid fuel used in these furnaces 
are objectionable from the point of view of the product, it is obvi- 
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ous that they must be fired by gaseous fuels. Solid fuels may, 
howeyer, be used by providing a firebox and grate apart from 
the reaction ehamber and by leading the flame over a bridge ^yall 
to the charge. 

Tuistn-el Kilkt 

Another type of furnace which, like the above, gives counter- 
current fiow of charge on the one hand and air and flue gas on. the 
other, and hence offers excellent heat regeneration in the furnace 
itself, is the tunnel Min. It has heen developed in recent years 
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Fig. 76. — American Dressier tuanel kiln. The streams of arrows indicate 
the “ theritto-syphon” circulation of the gases. This reirerses direction in the 
heating and cooling zones. 


for firing materials which cannot be tumbled, as in a rotary kiln, 
yet which require a shorter time of heating and cooling than 
the cycle of a ring furnace. It consists of a tunnel, through which 
are pushed a number of trucks carr3dng the charge. The trucks 
run on a steel track and running gear, hut the whole superstruc- 
ture on the truck may be of refractory material, and the lower 
part may be protected from the heat by the shape of the tunnel, 
or in some cases by the use of a seal consisting of a trough filled 
with sand, into which dips an apron attached to the body of 
the truck. These kilns are usually gas fired, tht^ fuel being 
admitted near the middle of the tunnel. They offer excellent 
control of the heating operation and are successfully used up to 
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1400® C. They represent an important phase of modern furnace 
development. 

In cases in which, the charge is small in amount, or in which it 
is inadmissible to bring charge and combustion 'products into 
contact because of chemical interaction (as is usually true in the 
use of muffles and retorts), the sensible heat of the gaseous prod- 
ucts of combustion should be employed to preheat the fuel and 
air. Actual contact is here out of the question, but two means 
are available to effect^ the heat recovery. 
In the first fuel and air may enter sepa- 
rately (to avoid premature combustion) 
through suitable channels in a preheater, 
separated from the combustion products 
by partition walls through which the 

Fiq. 76 a.— Sectional interchanged heat flows, the motion of 

elevation of Dressier tun- _ -r .- t.i * .-i 

ael kiln, showing circuia- the comhustion products leaving the 

stock^^ through the furnace being opposite or counter to 
that of incoming fuel and air. This is 
known as the recuperative^^ system of heat recovery or pre- 
heating. . Its value is seriously limited by the fact that for high- 
temperature furnaces no cheap metal which will withstand the 
corrosive action of the hot gases is available for the partition 
walls, while the refractory earthenware ducts which must in 
consequence be employed are expensive, fragile, porous and poor 
conductors of heat. However, the recent development of alloys 
capable of withstanding higher temperatures has been attended 
by a steadily increasing use of recuperation as a means of improv- 
ing the efficiency of heating operations carried out at high- 
temperature levels. 

The other means available for heat recovery in such cases 
consists in allowing the combustion products to escape through 
and heat up chambers filled with refractory material in the form 
of ‘^checkerwork,’^ as large in amount and with as large a surface 
as possible, while the incoming air and fuel (if gaseous and 
thermally stable) are preheated by passage through similar 
chambers previously heated in this same way. 

It is necessary to provide only two channels for the fuel 
gas and two for the air. While one channel of each pair is being 
heated by the flue gas leaving the furnace, the other two are 
being cooled by the incoming fuel gas and air. Or, to state 
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it ia anotlaer way, wMle the flue, gas is giving up its valuable heat 
to the bricks of two of the chambers, the bricks of the other two 
are returning the heat to the gas aiid air to be carried back into 
the furnace. This is known as the '‘regenerative’^ system of 
heat recovery. By periodically changing the channels from hot 
flue gas to cold air and fuel gas by the use of “butterfly^’ valves, a 
great amount of heat otherwise lost is retained in the furnace 
cycle. It has the advantage of construction simplicity, but 
requires constant attention in operation and gives temperature 
fluctuations caused by the temperature variations of the chambers 
during each cycle. It would at first appear that this system does 
not offer the advantages of countercurrent operation, but, if 
air and fuel gas flow through the chambers in a direction opposite 
to that of the combustion products, effective countercurrent 
action is realized- The hot flue gases entering the first end of 
the chamber bring this end up to a high temperature, but the 
other end attains only a moderate heat since the flue gases have 
already cooled to a great degree; upon reversal, the cold air flow- 
ing in the opposite direction is first warmed by contact with 
this other relatively cool end of the chamber, but is finally raised 
to the highest possible temperature by contact with the hottest 
bricks in the first end. 

In one special case, that of the iron blast furnace, while it is 
absolutely necessary to preheat the air needed for combustion in 
order to produce the large quantity of heat required at the high 
temperature essential for the fusion of the iron, nearly all the 
sensible heat of the furnace gases is used up in preheating the 
charge of ore, flux and fuel in the upper part of the shaft of 
the furnace itself, and little is left to preheat the air. In this case 
a series of chambers or ‘‘stoves” of the regenerative type is used, 
these being heated by burning in them a part of the waste fuel 
gas from the top of the blast furnace itself. These stoves are tall 
cylindrical steel shells, lined with fire brick and filled with fire- 
checkerwork or flues. 

Regenerative furnaces must be carefully built of highly resist- 
ant brick, so placed as to secure good contact of brick surface 
with the gas, yet in such a way as not to introduce too great 
resistance to flow, and so designed as to resist the expansion and 
contraction with temperature changes to which they are sub- 
jected. Fortunately, as pointed out above, the temperature 
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changes at any one spot are not excessive. The regenerators are 
placed sometimes beneath, sometimes beside the furnace, and are 
usually rectangular. High heat conductance, produced by high 
gas velocity, can be secured, though at the expense of increased 
frictional resistance, by having them long and narrow, but 
exigencies of construction often make this impracticable. 

The effectiveness of regenerative checkers in recovering heat 
depends directly upon the coefficient of heat transfer between 
the checkers or flues and the, gases that pass through them. 



Combustion Proc^uds Fuel Gas Aiv 


Pig. 77. — Open-hearth furnace regenerative checkers. Reversing valves 
aad connecting flues are not shovrn. Attention, should he called to the fact 
"that the air chambers are larger than those for gas because of the larger volumes 
to be ahandled. The design of the furnace itself is of importance in order to 
secure uniform distribution of the fl.ame throughout the furnace. 

During the gas blow the checkers are at a temperature lower than 
the hot flue gases passing through them to the stack. The heat 
picked up from these gases and consequently the temperature 
to which they fall before reaching the stack are determined by 
the existing temperature diflerence between the checkers and gas 
and by the coefficient of heat transfer. Similarly the average 
temperature to which the checkers fall during the air blow 
depends upon the heat transfer during this part of the cycle. 
The periodic reversal of direction of heat transf er makes calcula- 
tion somewhat complicated. 

The curves in Fig. 78 indicate diagrammatic ally the tempera- 
ture conditions in a regenerator in which it is assumed that the air 
enters at the bottom and leaves at the top while the flue gases 
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£ow downward in the opposite direction. The upper of each 
of the three sets of curves indicates the temperature conditions 
at each particular point in the regenerator at the end of the heat- 
ing cycle just prior to reversal of the valves or at the beginning 
of the air blow. The lower curve of each pair indicates the 
corresponding conditions at the end 
of the air blow or just after the flue 
gases are turned through the checker- 
work. At the start of the air blow the 
brickwork is hot and the air tempera- 
ture curve is therefore high. As the 
air blow progresses, the brickwork 
cools off and the air-temperature curve 
falls correspondingly. The average 
temperature reached by the air is 
indicated by point c. - After reversal 
the flue gases entering the cool cham- 
ber are lowered in temperature as 
indicated by the lower of the curves, 
ad 1. However, as the brickwork rises 
in temperature, the heat recovered 
from the flue gas is lessened and tem- 
peratures finally rise to a point indicated by the upper of the 
two curves, ad^. The average temperature of the gases going to 
the stack is d. 

It is obvious that the use of regenerators or checkerwork 
of sufficiently high heat capacity and thermal conductivity 
and/or the use of very short cycles of operation would cause 
the brickwork surface temperature to assume a steady value 
unchanging with time and extending between some such points 
as e and / of Fig. 78. One could then express the local heat 
flow per air period per square foot of brickwork, Q/A, in terms of 
Ha, the coefficient of heat transfer from brick to air; the brick 
temperature; and tAy the air temperature, as 

1 ) 

This same quantity of heat must flow from gas to brickwork dur- 
ing the gas period of duration 6g hr., from which 

/Q\ 


Height m Regenerc<+or 
yiQ- 78 


= iA). 


( 1 ) 
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From Eqs. 1 and 2 the brick temperature may be eliminated to 
give 


—r 

local -i I ^ 

Ka^A ho^G 


= K(ta~-tA) 


(3) 


which bears an obvious similarity to the equation for £ow in a 
recuperator where the resistances to heat flow are truly in series. 
If Ha and ha are each constant throughout the regenerator, 
Eq. 3 may be used in an integration to give the average value of 
Q/A throughout the regenerator. The resultant relation is 


Q _ Ai — As 

A^^lnCAi/AO 


(4) 


in which Ai and A 2 signify the average differences in temperature 
between gas and air at the two ends of the regenerator. 

Allowance for the fact that in actual regenerators the conditions 
for which Eq. 4: was derived do not exist has been treated by 
Eummel,*^ to which the reader is referred for details. An 
approximate treatment of the problem indicates that K of Eq. 3. 
is modified to 


1 

1 1 I- 1 1 . 

Ha^a 2.3C!ppIi Jc{6a~{~^g^ 


(5) 


in which Cp is the specific heat of the brick, p is its density, R is 
the ratio of the total volume of the bricks to their exposed sur- 
face, and k is the thermal conductivity. For most regenerator 
problems the tliird term of the denominator will be found negli- 
gible (althpugh blast-furnace stoves represent an application in 
which the cycle of operation is too long to justify neglecting the 
brick action) . 

Coefficients of heat transmission suitable for use in regenerator 
design are available in the reference cited. 

The pressure drops through such checkwork or flues can be 
estimated in the usual way (pages 77-97). In this country the 
velocities employed are very low (5 to 10 lin. ft. per sec.) because 
dependence is usually upon stack draft. As the cost of fuel 
goes up, the necessity for heat recovery will increase, regenerators 

* Arch. EJisenhiittenw.f 4 , 367 ( 1931 ). 
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will be built larger or else be operated at higher gas velocities^ and 
the necessary" pressure drop idll be overcome by forced draft. 

Air consists of 79 per cent by volume of nitrogen. Since the 
specific heat is nearly the same as that of oxygen^ it may be seen 
that a great saving in heat could be effected if the oxygen content 
of the air used could be increased. For some purposes this -will 
be accomplished with much profit in the near future. This possi- 
bility of saving is, however, a practical rather than a theoretical 
one, as it should be possible by the methods of recovery just 
described to preheat all the nitrogen entering the furnace with the 
sensible heat of that leaving it; the present preheaters required 
are large, expensive and relatively inefficient . 

7. CA.LCX]XAriONS 

The general methods of thermal calculation of furnace prob- 
lems will be illustrated by the following computations on a gas- 
fired continuous preheating furnace. 


TEsr Data 

Duration of test 12 hr. 

Stock fed, total 542,020 lb. 

Average temperature of stock fed 86®!F. 

Average temperature of stock discharged 1167®C. 

Average specific heat of stock 0.153 

Fuel gas consumption, saturated with water vapor at 86“P. 

and 29.5 in. barometer 1,301,000 eu. ft. 

B.t.u. per cu. ft. of gas (water condensed) saturated at 

85 °F. and 29.9 in. barometer 517 

Average fuel gas temperature (lOO per cent relative humid- 
ity 86°F. 

Average air temperature 86°F. 

Average air relative humidity 53 per cent 

Average gas temperature entering stack 843 ®F. 

Average gas analyses; 


Leaving Furnace Entering Stack 


COa. 

Oa.. 

CO. 

Nu. 


8.24 

1.15 

5.34 

85 . 27 - 

100.00 


4.51 

12.05 

0.12 

83.32 

100.00 


Total (dry basis) 
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Fuel Gas (Drt Basis) 

Per cent 


CO 2 2,3 

IHiiminants ' 3.3 

O 2 0.4: 

CO : 7.0 

53.0 


29.0 

5.0 


Preliminary Calculations 


Basis: lOO mols of dry fuel gas: 


Gas 

Mols 

Atoms C 

Mols Ha 

Mols O2 

CO2 

2.3 

2.3 


2.3 

m.* 

3.3 

9:9 

9.9 


O2 

0.4: 



0.4 

CO. 

7.0 

7.0 


3.5 

Hs 

53.0 

53.0 


CHi 

29.0 

29.0 

58.0 


N2 

5.0 







Totals 

100.0 

48.2 

120.9 

6.2 




Taken as equivalent to C 3 H 6 . 

2. Basis: 100 mcls dry flue gas at ftimace. . 

Gas 

Mols 

Atoms C 

Mols Hs 

Mols O2 

CO2 

8.24 

8.24 


8 24 

O2 ' 

1.15 


1 15 

CO 

5.34 

5.34 


2.67 

IS-..:. 

85.27 






Totals 

100.00 

13.58 


12.06 



3. Basis: 100 m 

els dry flue gas at stack. 



Gas 

Mols 

Atoms C 

Mols Ha 

Mols O2 

CO2 

4.51 

4.51 


4 51 

Co 

12.05 


' 12 05 

CO. 

0.12 

0.12 


0.06 

m 

83.32 


Totals 

100.00 

4.63 


16.62 

1 
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Ratio of air to fuel gas. Basis: lOO rriols dry fuel gas. 

1. At furnace. 

By carbon balance. 

48.2 =0.13'58y; "wBence y =355 mols dry flue gas. 

By Tiitrogen balance. 

0.79x4-5.0 =0.8527 (355); whence x = 376 mols dry air 
= 3.76 mols dry air per mol of dry fuel gas. 


2. At stack. 

48.2 = 0.0463y; y = 1040 mols dry flue gas, 

0.79x4-5.0 =0.8332 (1040); x = 1090 mols dry air, 

1 09^4oo — 10.90 mols dry air per mol of dry fuel gas. 

3. Flue leakage. — The increase in air from furnace to stacb is obviously 
leakage. Since the basis is fuel gas, air quantities may he subtracted 
directly, i.e., the in-leak of dry air is 10-90—3.76=7.14 mols /mol of dry 
fuel gas. 

120.9 

Mols O 2 theoretically required for fuel =48.2 (for carbon) H — (for H 2 ) 

= 108.65. Since the fuel contains 6.2, the difference, 102.45 mols O 2 , 
requires 102.45/0.210=488 mols of dry air. 

Mols dry air in flue gas per mol of dry air theoretically required. 

Leaving furnace. 

=0.771; excess air= —22.9 per cent. 

Entering stack. 

=2.23; excess air = 4-123 per cent. 

Overall heat balance. Basis : 12 hr. 


1,301,000 =1,285,000 cu. ft. saturated fuel gas at S6°F, and 

1 atmosphere, since pressure of water vapor at 86°F. = 1.248 in, mercury. 
Input {in fuel gas). 


(1,285,000) (517) =664,000,000 B.t.u. 

(4921 

l,285,000-^^^j^y^2^^ =3220 mols saturated fuel gas, 
1 248 

322 O 7 .. . =136.5 mols moisture in fuel. 


3220 — 136 = 3084 mols dry fuel. 

(100) (136.5)/3084 =4.42 mols moisture /lOO mols dry fuel. 
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Mols water from burning 100 mols dry fuel — 120.9. 
total from IDO dry fuel — 120. 9 -1-4.42 *=125,3. 

Partial pressure of water in air = (0.53) (1.248) =0.662 in. of mercury. 
Partial pressure of air = 29-5 —0.66 = 28.84 in. of mercury. 

1.,.. r • (1090) (0.662) 

Moisture from air = 2884 ” ^ 

Mols moisture in stack gas. 


From fuel = 125 . 3 
From air = 25.0 

Total 150 .3 

Latent heat up stack. Basis: 12 hr. 

150.3) (18) (1044) =87,400,000 B.t.u. 

Potential heat up stack. Basis: 12 hr, 

(3084) (1040) (0.0012) (67,650) *(1.8) _ 


Sensible Heat* up Stack above 86®F., per 100 Mols Dry Stack G-as 


Gas 

Pound 

mols 

At 843“^. 
B.t.u. above 
60^F. 

At 86“F. 
B.t.u. above 
60°P. 

Differ- 

ence 

■ B.t.u. 
loss 

CO 2 

4,51 

8,340 

231 

8,109 • 

36,600 

CO 

0.12 

5,610 

181 

5,429 

700 

O 2 

12.05 

5,850 

182 

5,668 

68,400 

N 2 

83.32 

5,560 

181 

5,379 

448,000 

H 2 O 

14.44t 

6,610 

210 

6,400 

92,500 

Total 





646,200 







* Based on Fig. 1, page 10. 

t 150.3/10.4 = 14.44 mols total H 2 O vapor per lOO mols stack gas. 


Total sensible heat up stack above 86®F. Basis: 12 hr. 

(3084) (10.4)^^^5=207,500,000 B.t.u. 

Heat into charge. Bads: 12 hr. 

(542,020) (0.153) (2135-86) =170,000,000 B.t.u. 

* 67,660 gm. cal. evolved by burning 1 gm. mol. of CO to CO 2 . 
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DlSTRIBITTIOlNf GF HeAT 



B.t.u./12 kr. 

Input, per cent 

Input (in. fuel). 

664,000,000 

100.0 

Output : 



Into charge 

170,000,000 

25.6 

Stack losses : 



Potential 

4,700,000 

*0.7) 

Latent 

S7, 400,000 

13. 2> 45.1 

Sensible 

207,500,000 

31.2) 

Unaccounted (radiation, cooling water, etc.) 

194,400,000 

! 

29.3 

Total 

* 664,000,000 

100 .0 




CHAPTER VIII 


GAS PRODTTCERS 

As poiated out on page 182, producer gas, the product of con- 
trolled primary combustion of coal with a thick fuel bed and with 
steam mixed with the primary air, is of increasing importance in 
industrial furnaces. Producer gas is the logical de’^elopment of 
the long-flame ’’ combustion of fuels with suppression of primary 
combustion and increase of secondary. As in the case of coal- 
fired furnaces, the steam is used to make possible the utilization 
of low-volatile fuels and the gasification of all the combustible 
matter of the fuel and not merely of the volatile combustible. 
The gas producer represents the isolation of primary combustion 
under conditions of exact control, thus rendering it unnecessary 
to compromise in design and operation between the demands of 
the gas-producing apparatus and those of the furnace itself. 
Each may be constructed and run to the best possible advantage 
for its own purpose irrespective of the other. Consequently 
modern construction is to an ever-increasing extent discarding the 
direct use of coal in the furnace. Tor example, lime kilns fired 
with producer gas have been installed and are proving successful. 

From the discussion on page 181, it is obvious that a gas 
producer must operate with a thick fuel bed. The oxygen of the 
air burns to CO 2 extremely rapidly, raising the bottom of the fuel 
bed to a very high temperature. This temperature is lowered 
by the presence of the steam, largely due to its diluent eifect, 
since the rate of interaction of steam with carbon is slow com- 
pared with that of oxygen and also since any hydrogen formed 
would be largely reoxidized as long as oxygen is present, because 
of the high rate of this last reaction. As soon as the oxygen has 
disappeared, however , carbon begins to reduce both steam and 
CO 2 as indicated on page 174. Because all these reduction reac- 
tions absorb heat, the fuel bed is chilled thereby. There is 
therefore a sharp temperature gradient in the fuel bed, heat 
fiowing rapidly by both radiation and conduction from the lower 
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layer of the bed (the oxidizing layer of CO 2 formation) i^p tq 
this reduction zone. This tends to keep down the temperature 
of the oxidation zone, but that temperature will rise rapidly 
with increase of combustion rate, because the heat erolntion 
due to increased CO 2 formation will be greater than can be 
dissipated to the reduction zone. Since, as will appear later, 
one of the most serious difficulties in gas producers comes from 
fusion of the ash, it is necessary to have the steam quantity high 
and the combustion rate low in order to keep down the tempera- 
ture in the oxidation zone because this is the very point where 
the ash is being deposited. It is on this account that gas pro- 
ducers cannot, in general, be forced above a combustion rate of 
40 lb. of coal per sq. ft. of cross section of fuel bed per hr., while, 
with some, coals with low-fusing ash, rates of 10 to 15 lb. cannot 
be exceeded with safety. 

Where the hot gas rises through the cold fuel, the latter is dis- 
tilled in the entire absence of air. If the temperature of this dis- 
tillation is low, as is usually the case, large quantities of tar are 
formed, the removal of which is one of the serious problems of gas- 
producer operation. Where the temperature is higher, these 
hydrocarbons are cracked with formation of soot, almost equally 
obnoxious. Where the hot gas can he led directly from the pro- 
ducer to the furnace (raw producer gas), these impurities may not 
he a serious problem. The formation of this tar and soot can be 
eliminated by passing the air down through the fuel hed hut the 
mechanical difficulties encountered have in the past proved 
sufficiently serious so that this type of producer is not widely used. 

The methane and traces of illuminants in producer gas come 
mainly from distillation of the fuel and are therefore highest in 
high-volatile high-B.t.u. coals. 

From the discussion on page 174, it is clear that a producer 
operated at low temperature will give relatively large quantities 
of CO 2 and less CO and hydrogen, in other words, a low-B.t.u. 
gas. The higher the temperature, the greater the capacity of the 
producer and the higher the heating value of the product. Since 
the temperature of operation is limited by the temperature of 
fusion of the ash, the value of a coal for gas producer operation 
depends largely thereon. ‘ 

Where producer gas is cleaned or piped any great distance, it 
is cooled and the sensible heat of the gas is lost, while raw gas 



226 


PRINCIPLES OF CHEMICAL ENCINEEPING 


is used directly and this heat is conserved. The efficiency of 
conversion of the energy of the coal into heating value in the gas 
is therefore reported sometimes on a '"cold/" sometimes on a 
"'hot,” basis. It is convenient to use the cold basis as a standard 
for comparisons, even though, -where conditions warrant, the 
additional sensible heat is recoverable. 

Were no steam used in a coke-fired producer but the CO 2 
completely reduced to CO, the efihciency (cold) would obviously 
be 135,300/2(97,000) or 70 per cent (see page 173). Were heat 
loss eliminated, the remaining 30 per cent would be the sensible 
heat in the gas. While steam absorbs part of this sensible heat 
and converts it into chemical energy in the formation of hydro- 
gen and CO, the facts that the undeeomposed steam carries away 
sensible heat and that the decomposition of steam tends to 
suppress the reduction of CO 2 partially offset the advantages 
gained. Incomplete reduction of CO 2 reduces the efficiency of 
a producer. Tolatile combustible matter in the coal greatly 
increases efficiency since it can be distilled at the expense of 
the sensible heat in the spent gases but increases trouble with 
tar. As a result of all these factors, the cold efficiency of com- 
mercial producers is from 65 to 85 per -cent, 70 per cent represent- 
ing average practice. 

The effect of. steam on the efficiency h^s been determined 
experimentally;* although the data are not conclusive, it is defi- 
nitely shown that the efficiency is a^ected but little with steam 
injections of from 0 to 0.4 lb. per lb. of coal fired, but that effi- 
ciency rapidly decreases as the steam quantity is increased above 
this value. It is therefore desirable to keep the steam con- 
sumption down to the lowest point compatible with prevention 
of fusion of the ash and maintenance of a reasonable rate of com- 
bustion in the producer. 

It must be kept in mind that the fuel bed of a producer con- 
sists of four zones: the bottom layer of ashes, the function of which 
is to support and insulate the incandescent fuel; the oxidation 
jzone where the temperature is very high owing to CO 2 formation; 
the reduction zone where the temperature is low owing to the heat 
absorption resulting from decomposition of water and CO 2 ; and 
the preheating and distillation zone where the cold fuel is coked 

* Bone and Whebxer, J. Iron Steel Inst. {London), 76, 126 (1907); 
Clements, J, Iron Steel Inst. {London), 107, 97 (1923). 
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by tlie sensible beat of the gases from the reduction zone. It is 
obviously desirable to have the time of contact of the CO 2 and 
steam with the incandescent coke as great and to have the tem- 
perature of this reduction zone as high as possible in order to 
get high percentage decomposition into combustible gases. 

The reduction zone gets its heat exclusively from the oxidation 
zone, and consequently the top part of the reduction zone is at a 
temperature so low that the rate of the reduction reactions is very 
slight. Hence it is unsatisfactory to try to secure time of 
contact by greatly increasing the depth of the fuel bed- It must 
be realized by increasing the cross section of the producer, i.e., by 
cutting down the velocity of the gases through the fuel bed and 
reducing the combustion rate. This reduces the distance 
between the oxidation, zone where the heat is generated and the 
reduction zone where it is consumed, and therefore facilitates 
the flow of heat from the first to the second. This increases the 
reduction of OO 2 and steam, because of the increase in both time 
of contact and temperature of tbe reduction; zone. In this way 
it is possible to increase the heating value of the gas produced 
by 20 per cent and to increase the efficiency of the equipment by a 
corresponding though smaller amount. 

It must not be concluded from the preceding paragraph that 
a gas producer should be operated with a tbin fuel bed. The 
thicker the fuel bed, other things equal, the better tbe results 
because the greater the action in tbe reduction zone and the more 
complete the recovery of sensible heat in the distillation zone. 
The point is that increase in time of contact, obtained by increase 
in cross section of the fuel bed, is far more effective in increasing 
the efflcieiicy of the reduction zone than a corresponding increase 
secured hy greater depth. 

The maximum temperature allowable in the oxidation zone 
of a producer is from 50 to 200°T. below the fusion temperature 
of the ash. The producer must he fired at a rate sufficiently low 
and with a steam-to-air ratio sufficiently high to keep the tem- 
perature down to this point. If the ash fuses at 2000°T., the 
combustion rate cannot exceed 5 to 6 lb. of coal per sq. ft. of 
cross section of the fuel bed per hr. without the use of an excess- 
ive amount of steam, which will result in a low efficiency and a 
low-B.t.u. gas, rich in CO 2 . A fusion point of 3000'" makes it 
possible to nrore than double these combustion rates, reduce the 
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steam-air ratio and increase tke redaction, thereby increasing the 
efficiency. Therefore, while it is possible to make producer gas 
with fuels having low-fnsihg ash, the overhead expense of gas 
production is nearly double and the quality of the resulting gas is 
low^er, in comparison with a coal of high-melting ash. Where 
the wear and tear on the lining is the limiting factor (see page 
229), a very high-melting ash makes it possible to carry a heavy 
emergency overload for a short time, though at the expense of 
depreciation of the lining. 

The great disadvantage of producer gas is its low heating value 
due to the large amount of diluent nitrogen and undecomposed 
CO 2 . Gas with a heating value less than 90 to 95 E.t.u. per cu.ft. 
will not support its own combustion without preheating, and such 
gas may all too easily be obtained from a producer because of diffi- 
culties that will be discussed under operation.* An anthracite 
coal should give a gas of 130 to 135 B.t.u. and a good bituminous 
coal will easily produce 150 to 160 B.t.u. The. highest grade 
bituminous coal in well-designed producers operated at reasonable 
combustion rates will give 180 B.t.u. continuously and has been 
known to yield 215 B.t.u. under special conditions. These excel- 
lent results can be realized’, however, only w^here very complete 
decomposition of the CO 2 and steam is obtained, the CO 2 in the 
resulting gas being brought well below 5 per cent. 

TYPES OF PRODUCERS 

One of the major advantages of the gas producer lies in the 
fact that it can be designed and operated so as to handle low- 
grade fuels, either those with excessive ash (if nonfusing) or of 
loAv heating value (brown coals, lignites, etc,). In the latter case 
the heating value of the gas is lower. It is unfortunate that the 
combined water of these low-grade fuels is driven off in the dis- 
tillation zone and cannot be utilized as the source of steam for the 
production of the gas in up-draft producers. This disadvantage 
is overcome in some large units into which pulverized low-grade 
coals are fed at the bottom of the fuel bed ; this type of producer 
is now being developed in Europe. Likewise, the development 
of thoroughly successful dowm-draft producers would greatly 
increase the efficiency of decomposition of such low-grade fuels. 

The apparatus for making industrial gas by these reactions is 
called a producer, and consists essentially of : 



GA^ PRODUCE It JS 


229 


1. A container or reaction vesseL 

2. Pro\nsioa for supplying fuel. 

3. Provision for supplying air and steam. 

4. Provision for removing ash. 

5- Provision for removing gases formed. 

6. Provision for removing flue dust and tar. 

1- Tlie Container. — The container is usually a steel cylindrical 
shell lined 'vvith fire brick. It may be one stationary piece, or 
one piece rotating on a central axis, or in tvro parts, either or both 
of which may rotate. The top and other vulnerable points are 
generally water cooled. The size varies from 5 ft. diameter to 
dimensions of 10 and 12 ft., and . the capacity is from 500 to 
3500 lb. of coal per hr. The bottom may he a special shaking 
grate, but more frequently the fire bed rests upon a mass of ashes 
which is supported by a pan filled with water. 

It is a well-known fact that steam has at high temperatures a 
selective disintegrating action on fire brick that is very serious. 
Also in a producer the fuel bed is continuously working do wn- 
w^ard and thereby abrades the lining. Furthermore the ash may 
exert a fiuxing action on the lining even below its melting point 
(just as salt will melt ice below 0°C.) Consequently a producer 
lining operates under exceptionally severe conditions and the 
temperature of the oxidation zone must be held down to keep 
the deterioration within reasonable limits. The development of 
a special refractory to resist these conditions would make it 
possible to increase the efficiency and capacity of producers when 
using coals of high-fusing ash. 

2. Fuel Supply. — The supply of fuel may be intermittent or 
continuous; an iiiternii-ttent feed is simpler from a mechanical 
point of \dew, but the spasmodic addition of large quantities of 
green coal leads to an irregular production of distillation gas and 
tar. It is all-important that the top of the fuel bed be kept level 
and the mass of fuel uniformly distributed. There is a tendency 
for the larger pieces of the fuel to pass to the outside edge of the 
charge, thus creating here a path of smaller resistance than 
through the center and causing irregularity of combustion. The 
blast of air and steam naturally takes the path eyf least resistance, 
and, wdien a channel or “ chimney” is once formed in the fuel bed, 
it rax)idly increases in size owing to the localized combustion. 
This is fatal to good operation; first, the inte^aJaeat thus set 
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free fuses the ash into masses of clinker very difficult to manage; 
second, much steam passes through, so rapidly that it does not 
react with the carbon and, leaving the producer at a high tempera- 
ture, carries with it large quantities of sensible heat ; third, uncom- 
bined air passes through these channels or blowholes and burns at 
the top of the fuel bed, causing high CO 2 content and low calorific 
value in the gas. Provision for maintaining a bed of reacting 
fuel of uniform density free from such openings is a matter of 
importance and is accomplished more or less successfully in a 
number of ways which will be discussed. later. 

Coal broken to a uniform size of from 1 to 2 in. and freed 
from dust is the most desirable size of fuel, although ^^run of 
mine’’ when crushed to pass a 4-in., mesh or ring is the most com- 
mon in use. It seldom, if ever, pays to use strictly slack coal even 
though the first cost is very low. The capacity of the apparatus 
is cut down by the choking of the Mast, which must be driven at a 
higher pressure to force it through the fire. Blowholes are on 
this account more readily formed and a hot gas of low calorific 
value is produced. Suction producers are generally fed with 
anthracite coal, for, although a great deal of work has been done 
toward utilizing soft coal, the high ash, sulfur and coking charac- 
teristics have until recently prevented its successful use. West- 
ern lignites in large sizes and German brown-cpal briquettes give 
very good results. Bituminous coals work well in pressure pro- 
ducers and consequently anthracite is burned only in compara- 
tively small plants of this class. 

3. Supply of Air and Water Vapor. — Gas producers may be 
divided into two types according to the method of supplying air 
and steam; in the first they are drawn through by means of an 
exhauster or other form of suction, and in the second they are 
forced through by pressure from a blower or injector. The 
former is used chiefly to supply internal-combustion engines 
where the vacuum of the cyhnder is directly communicated to 
the producer. In such cases provision is made for saturating 
the air with moisture in an independent apparatus. 

In pressure producers the steam supply is usually under high 
pressure and is often used to inject the necessary volume of air 
into the fuel bed. It is desirable to be able to control the air fed 
to the producer and the ratio of steam to air independently of 
each other, siuce the first controls the combustion rate in the 
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producer, while the second should be kept substantially constant 
for a given fuel but be capable of adjustment if the fuel changes. 
With a steam injector this control is impossible. The steam-air 
ratio can be maintained constant either by a thermostatic control 
inserted in the mixture and by operating the steam valve, or by 
humidifying the air with hot water up to«a thermostatically con- 
trolled temperature. The steam for direct injection or for heat- 
ing the water can be obtained advantageously from the exhaust 
of the steam-driven air blower. Proper design of the distributing 
head is important inasmuch as an even distribution of the air 
and steam supply is highly desirable in the operation of the^ 
producer. In those types in which the fuel rests upon a bed of 
ashes in, a water-cooled pan, the distributing injector is placed 
in the center just below the zone of active combustion. Obvi- 
ously suction producers must employ some form of grate so 
designed that the even distribution of the supply gases is insured. 
The avoidance of large clinkers is directly dependent upon the 
even distribution of this blast. Localized high temperature 
incident to blowholes and chimneys^’ produces clinkers difHcult 
to remove from the ash bed. When this occurs on the edge of 
the fuel bed, they stick to the wall and may cause the fuel to arch 
across or ^‘hang,^^ thus greatly interfering with regular operation. 

4. Removal of Ash. — In suction gas producers and others 
employing grates, the ash is removed by a movement of the grate 
hars. In order to compensate for the more easy passage of the 
supply gases at the area of contact between the fuel bed and the 
lining of the shell, the ashes must be somewhat more completely 
removed at the center of the mass than around the edge. In the 
various types of 'pressure producers the evolution from a station- 
ary grate, through the rotating or otherwise movable exposed 
grate to grates submerged in water, and finally to the grateless 
bottom in which the ash stands in a pan of "water accessible from 
every point of its circumference, has been slow but continuous. 
The periodical removal of the ash and clinker of necessity dis- 
turbs the fire zone and interrupts the production of a uniform gas. 
Hence most modern producers provide for either a large storage 
space for ashes, so as to render removal necessary only at long 
intervals, or for a continuous removal by working the bottom 
toward the outside edge and periodically lifting out the exuded 
portion by means of a plow. 
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5. Removal of Gas Formed. — The gas is generally removed 
through an outlet in the side of the top of the producer, -whence it 
passes to the coolers and scrubbers, usually through a w^ater seal 
Attempts have been made to withdraw the gas from the center of 
the producer helow the upper level of the fuel bed in order to 
decompose the tar by cracking, but the mechanical difficulties 
encountered have resulted in the abandoninent of this type. 

6. Removal of Flue Dust, Soot and Tar. — Where the gas is to 
he used for operating an internal-combustion engine, it must be 
cooled and purified from the dust of the ash and the soot and tar 
that always accompany the decomposition of soft coal. Until 
very recent times coal tar of any description has not had ready 
sale except from large installations, and the logical method of dis- 
position was to return it to the body of the producer for further 
action, despite the fact that for many heating purposes highly 
carbonaceous material is particularly advantageous on account of 
the luminous flame produced and the radiant energy set free. 
The principles of removal of liquids and solids from gases are 
taken up in the chapter on Separation and their application here 
is obvious. The distribution of clean cold gas over wide areas 
can be’ done under low pressure (1 to*5 lb.) and does not present 
difficulties of leaks or heat insulation. Condensation of tar is 
usually encountered on account of its incomplete removal. It is 
important to provide suitably located traps for it. 

The application of the above general considerations in the 
design and operation of modern gas producers will be illustrated 
by a few of the large number of machines now available. 

The Morgan producer consists of a stationary water-cooled 
top equipped with an automatic intermittent fuel door and an 
outlet for the gas. The shell is partly water cooled and rests upon 
a hase with which it rotates, while the fuel bed is supported by a 
layer of ashes held in a water-cooled pan. A spiral -shaped bar on 
the bottom causes the ash to travel to the outside rim where it is 
continuously removed hy a plow. The fuel bed is kept level and 
compact by a heavy bar which floats on top of it and accommo- 
dates itself to any height, distributing the fresh fuel evenly and 
closing up blowholes. The blast is forced up under a central 
flood with cowl located in the ash bin. The working capacity of 
the unit is about 2000 lb. of coal per hr. 
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The Chapman producer uses a stationary shell located above 
a pan of water which serves as a water seal and which is so shaped 
that the ashes can be hoed out of it without difficulty. It is fed 
continuously with a ratchet-operated gear-tooth feed. The fuel 
bed is kept even and blowholes are closed up by a water-cooled 
rake, the prongs of which project into the fuel bed so that, unlike 



Tig. 79- — Morgan gas prodtieer. CCourfesy of Morgan Co?istruction Co., ’Wor- 
cester^ Mass.) 

the Morgan producer, holes are closed up by sidewise* pressure 
rather than by having green coal raked into them. 

The Smith producer consists of a series of rectangular sections 
side by side, each of which has its own grate and air supply. The 
grates slope backward at an angle of 35 deg. and mechanical 
stokers charge coal through the front wall, building up a single 
fuel bed for the series of sections. Air, saturated with water 
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vapor at a definite temperature, is drawn up through this bed by 
suction and the gas comes off through a central outlet and is 
cooled and cleaned before distribution, 

The Hughes producer consists of a revolving brick-lined shell 
with a stationary water-cooled top carrying the charging doors 
and the exit for the gas, and an ash pan reyolving with the shell. 
The fuel is leveled and the reaction mass is kept free from channels 



Fig. so. — C hapman gas producer. 


by a vibrating water-cooled poker depending from the stationary 
top and reaching well into the incandescent zone. This poker 
swings backward and forward, and as the shell revolves it takes 
as a path a series of ellipses moving in an arc between the- center 
and a few inches from the shell lining. The blast is introduced 
at the center through a bell-shaped distributing head- The 
capacity is about 2000 lb. of coal per hr. 

GAS PRODUCER COMPUTATIONS 

Exactly as in the case of furnaces, the performance of a gas 
producer is most easily controlled by gas analysis. A complete 
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test on a producer set is time consuming and usually the equip- 
ment is so arranged as to make it difficult or impossible to secure 
all the data needed. It is therefore fortunate that the gas analy- 
sis can be made to gi^e so much information. 

It is often difficult to measure the amount of gas produced 
because the quantity is large and meters of sufficient capacity 
are not usually available and more particularly because the rate 
of gas' production is liable to wide fluctuation. From the amount 
of fuel used, v^hich can be determined readily and accurately, 
and a knowledge of the carbon content of the fuel, a carbon 
balance will immediately give the gas production, provided cor- 
rection is made for the tar and soot formed and for any unburned 
combustible in the ash. The latter is obtained from analysis of 
the ash but data on the former are difficult to secure accurately 
in a short test. Where a given fuel is used over a long period of 
time under reasonably constant conditions of producer opera- 
tion, the tar and soot formed can he obtained directly from the 
plant records; the result can be expressed as percentage on the 
fuel, ox better still as percentage on the total combustible matter 
fired- For coal from a given mine this figure will be quite con- 
stant; indeed for a given coal it will not change greatly even with 
wide variations in operating conditions. 

Calculatioii of Gas Production- — ^The following illustration indi- 
cates the general method of computation of producer-gas data. 
In the test chosen the gas production was measured directly 
and caQL therefore be compared with the computed result. In 
most industrial installations the gas cannot be measured with 
accuracy without undue trouble and expense, but the data used 
below can all be obtained without difficulty. Since the ultimate 
analysis of the coal was not available (as is usually the case), it 
was necessary to estimate its carbon content from its heating 
value (see page 169). 

Test 10J6, IT. S- Bureau of IMines Bull. IS 

Fuel Antaxtsis 

Ash 11. 41 per cent 

B.t.xi. (as fired) 10,528 

Sulfur 1.33 percent 

Pounds fuel per hour 370.7 

Pounds tar per ton fuel 144 
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Gas AnaliTsis 


Gas 

Per cent 

CO2. . 

.. 9.2 

C2H4. 

.. 0.4 

CO. .. 

.. 20.0 

H2-. . 

.. 15.6 

CH4.. 

.. 1.9 


CALCtrLAriONS 


CO2- 
aH4. 
CO. . 
H2... 
OH4. 
Na... 


O2 from air 


9.2 

C 

9.2 

H2 

O2 

9.2 

0.4 

0.8 

0.8 



20.9 

20.9 

..... 

10.45 

15.6 


15.6 


1.9 

1.9 

3.8 


52.0 

— 



52(0.21/0.79) 

32.8 

20.2 

19.65 

13.82 


O2 from steam 
H2 from steam == 2(5.83) 


5.83 

11.66 


E2 from net H2 in coal = 


8.54 


Weight per cent of carbon in tie coal wliich goes into the gas = x. 
Weight per cent of oxygen in the coal (total, except ash) = y. 
Weight per cent of net. hydrogen —g. 

Assume tar to be (CHa)^, or 20.7 lb, H and 123.3 lb. C per ton of coal, 
or 1.035 per cent H and 6.165 per cent O on the fuel as fired. 


From the fact that 


carbon 


17,230 


oxygen plus ash ^ 16,750— B.t.u. 
(a;-|-6.165)/(2/+11.41) =1.79. 


-0.98, 


The ratio of carbon to net hydrogen in the gas, in mols, can be equated to 
the same ratio calculated from the coal: 


32.8 

8.54 


3.841 


a :/12 

(^-L035)/2.016 


Also, assuming 1.2 per cent !N in the coal, 


i-f6.165+3+i|^ V + 1-2 + 1.33+11.41 = lOO. 


From these three equations, rr = 52.4 per cent carbon in the coal which 
goes into the gas. Hence the gas per hour is: 
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Estimation of Steam Consumption and Decomposition. — Per- 
haps even more important than knowledge of the gas pro- 
duction is the determination of the steam consumption and of 
the extent of its decomposition in the producer. Under normal 
plant conditions the direct measurement of the steam used is 
almost as difl&cult as that of the gas produced, because the essen- 
tial thing is the ratio of steam to gas and both these CLuantities 
are subject to wide fluctuation. ’ Where a plant happens to be so 
equipped that the steam for a given unit can be fed to that unit 
as water, the measurement of the total amount of this water over 
a given period of time is easy. Where, however, resort must be 
had to steam meters of either the orihce, Yenturi or Pitot-tube 
type, these, even when of the integrating type, lose somewhat in 
dependability owing to the excessive variations in operating con- 
ditions. It is sometimes possible to cool the gas below its dew 
point under such conditions as to measure the condensed water, 
although condensing tar makes this difficult. From this, correct- 
ing^for the residual vapor in the saturated gas, one obtains the 
water vapor in the gas leaving the producer. This figure 
includes, however, all the water, both free and combined, in the 
fuel used, and very little of this is decomposed in the producer. 

The reaction-rate equations developed on page 184 can be used 
for estirnation of the steam consumption and its percentage 
decomposition. It must be remembered that in the oxidation 
zone of the producer the oxygen goes almost quantitatively to 
CC 2 while the water vapor will be little reduced because any 
hydrogen formed would immediately be reoxidized. In the 
reduction zone this CO 2 and water vapor interact with the carbon 
in the way described on page 224, the only differences being the 
presence of the diluent nitrogen and the fact that the initial OO 2 
is high, while in the production of water gas it is zero. 
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It is well to remember that these equations meaa simply this : 
that, if steam is being reduced by carbon, any CO 2 mixed with the 
steam is also being reduced, and that, therefore, the ratio of reduc- 
tion of the two depends only on their relative concentrations, 
and not on time of contact and temperature (except to a minor 
degree) , since any change in these last two variables will have a 
similar efeet on the reduction of both. 

T'or computation it is best to use 100 parts of nitrogen as the 
basis because this gives an unchanging standard. On this basis 
call the parts of CO 2 v and of water vapor x as before, but remem- 
bering that the basis has changed. It will be seen that the 
differential equations are absolutely identical with those for the 
case of water gas, i.e,, 

dv/d 6 ^k 7 X—k 2 V and dx/dd=^ — {'k 6 + 2 kT)Xy 

whence 

dv _ ^v—x 
dx^ ax ’ 

where 

P = k 2 /kr and oi — 2 +(kQ/k^)f 
which integrates into 

ifi — a)v^x+[{(3--a)vQ--Xo](^^ • 


Por simplification assume that all the oxygen has gone to CO 2 
at the top of the oxidation zone. Since air consists of 21 per 
cent oxygen and 79 per cent nitrogen, this means that the 6 O 2 
at the start of the reduction zone is 26.6 per cent on the basis of 
1 ^ 01 ^ 2 . Call the injected steam per 100 parts of nitrogen Xo. 
Inserting these values and remembering that the values of /? 
and cx should be the same as before, the following equation should 
represent the relation between the CO 2 content of the producer 
gas, steam used and the steam remaining undecomposed: 

(1.01)z» = (25.9 -a;o) Qx /xO ' 

If this equation is used to compute the CO 2 content of the gas 
by inserting into it experimentally determined values of the 
steam utilization and decomposition from gas-producer tests, 
it is normally found that the calculated CQ 2 value is lower than 
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the observed one. There is general agreement that at the 
temperatures prevailing in the top of the fuel bed of a coal-fired 
gas producer, particularly because of the catalytic action of the 
hot coal particles, the reaction, 

C0+H20=C02-hH2 (1) 

goes extremely rapidly in comparison with the reduction reactions 
discussed on pages 180 to 185. Furthermore, at these tempera- 
tures the equilibrium of this reaction lies toward the CO 2 side. 
In other words, this reaction causes the conversion of CO to CO 2 , 
without, however, changing the total amount of reducing gas in 
the mixture. This increase of CO 2 at the expense of CO, not 
only in the upper ^ones of the fuel bed but in the gaseous space 
above it, has long been recognized. That part of it which occurs 
in the gaseous space above the fuel bed is called the Neumaaii 
reversion. The differential equations used above take no 
cognizance of this reaction and therefore give too low a value for 
the CO 2 content of the gas. Study of the results of a large 
number of. producer-gas tests indicate that, for coke-fired pro- 
ducers, the CO 2 in the gas corresponds to the values given by 
this equation, whereas, with coal as a fuel, the actual CO 2 per- 
centage averages about 3.6 units above the predicted value. 
Hence, the equation will give the relation between steam decom- 
position and the gas analysis if it is written in the following modi- 
fied forms: 

101(C02~5) 

Na -a:-f(26.9 j (2) 

or 

-«) =<^+0.269(1 (2a) 

where b is either 3.6 or 0 as pointed out above, <i> is x/xq and 
Ha is the hydrogen from the decomposition of steam which is 
equal to 2C024-2Oo-f CO-0.528N2, where CO 2 , CO, O 2 and N 2 
represent the molal percentages of the respective constituents 
in the gas. The latter form of the equation is shown plotted 
in Fig. $1. 

It should be pointed out that an equation of different form which yields 
almost identical results can be obtained by assuming; that the composi- 
tion of the gases leaving the reduction zone corresponds to equilibrium of 
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reaction (8) a.t a temperature of approximately 2000 °F. Stoichiometric sub- 
stitntioa into the equilibrium constant, — (CO) (H20)/(CO2)(H‘a) =2 at 
2000°F. (see Fig. 66 , page 175) gives 

1 _ 1 +2(002 /HQ 


A plot of the values given by this equation can be superimposed on Fig. 81, 



Fig. SI- — Estimation of steam decomposition in gas producers. 


the differences between corresponding curves being within the experimental 
error of the data upon which this plot is based. 

Figure 81 offers a convenieat solutioa of the important problem 
of determining the steam consumption of a gas producer from 
analysis -of the gaseous product without the necessity of further 
^data. The technique of using it will be made clear by a study 
of the accompanying table. The first seven columns give the 
experimental results of the ptoducer-gas tests in question. The 

* P. 173. 
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first six are the* gas analyses and the seventh is the per cent steam 
decomposition as reported by the investigators. The remaining 
columns of the table represent the steps in the. computations . 
Of the three runs reported, two are taken from Bone and Wheeler’* 
and the last from Haslam, MacMe, and Reed-f The former used 
a high-volatile coal and the latter anthracite. 


Run No. 

1 

2 

3 

i , 

5 

6 

1 7 

8 

9 

10 

11 

Dry gas composition, per cent 


Per cent steam decomposed 
reported 

r.C) 

L 

d 

0 

£ 

00 

(M 

10 

0 

1 

8 

+ 

0 

-b 

1 

b 

P 

1^ 

OQ 

CN 

UD 

CD 

1 

0 

0 

■4 

d 

OJ 

4- 

8 

n 

0 

0 

0 

ns 

ri 

s 

a 

e8 

0 

d 

.2 

’-+* ^ 

0 TSS 

C 3 OD 
.Ji m 

0 

Per cent steam decomposed 

0 

0 

CO 1 

H 2 ! 

CH 4 I 

N 2 

O 2 

1 

5.25 

27.3 

16.6 

3.25 

47.50 


87.4 

0.13 

3.74 

0.123 

87.7 

5 

13.25 

16.05 

22.65 

3.50 

44.55 

.... 

42.0 

0.508 

2.35 

0.568 

1 43.2 

103 

11.03 

20.35 

15.63 

0. 11 

52.13 

0.75 

59.1 

0.455 

3.20 

0.434 

56.6 


Columns gives the ratio (CO 2 —5) /(2C02-1- SOsH-CO — O. 528 N 2 ) 
and column 9 the ratio (IST 2 ) /( 2 CO 2 4-202+ CO— 0.5281^2), 
which are the two values necessary to determine a point on Fig. 
81. The fraction of steam undecomposed, as read from the 
figure, is given in column 10. The last column contains the 
calculated percentages of steam decomposed, 100(1— <^), which 
may be compared with the results obtained by the investigators. 
It will be noted that the agreement is excellent. 

Column 9 of the above table represents the ratio of the mols of 
nitrogen per mol of hydrogen from decomposed steam in the 
producer gas. ■ The reciprocal of this value multiplied by 100 
gives the mols of hydrogen formed from steam per lOO mols of 
nitrogen. Dividing this value by 1— <^, where 0 is the fraction 
steam undecomposed from column 19, gives the mols of steam 
injected per 100 mols of nitrogen; since 26.6 mols of oxygen 
eaters with this nitrogen, the molal ratio of injected steam 

* J. Iron Steel Insi. (London'), 126 (1907). 

t Irid. Eng. Chem., 19, 119 (1927). 
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to air is found by dividing the mols of steam injected per 100 mols 
of nitrogen by 126.6. If one knows the carbon content of the 
coal employed .and the per cent gasification of this carbon, these 
figures can readily be converted into pounds of steam injected per 
pound of coal fired, a form more frequently employed in producer 
practice. Thus, if the molal ratio of injected steam to nitrogen 
is multiplied by the ratio of nitrogen to total carbon as shown by 
the gas analysis, it is converted into the ratio of mols of steam 
injected per atom of carbon gasified. Multiplying in turn by 
the ratio of the molecular weight of steam to the atomic weight 
of carbon gives the pounds of steam per pound of carbon gasified 
and multipljdng by the pounds of carbon gasified per pound of coal 
gives the required figure. The last run shown, in the table was 
made with an anthracite containing 78.84 per cent carbon and, 
because of the character of the coal, its gasification was sub- 
stantially complete. Hence, for this case the conversion becomes 

The investigators report a steam consumption per pound of coal 
of 1.03. 

Equation 2, w^hich is the basis for Fig. 81, indicates that, 
as one increases the steam fed to a gas producer, the percentage 
decomposition of steam of necessity drops ofi and at the same time 
the CO 2 increases while the ratio of CO to H 2 decreases, and the 
changes in these quantities make it possible to compute the 
corresponding change in steam injection. Hence, the changing 
composition of a producer gas with increasing steam would follow 
a path upward and to the right on Fig. 81. Furthermore, as 
the point representing the gas analysis moves upward, a decrease 
in efficiency is indicated because of the increasing amounts of 
steam fed, although this steam increase may be necessary in 
order to prevent clinkering troubles. As the point moves to the 
right, thinning or channeling of the fuel bed or excessive firing 
rates are indicated. In general, then, it may he said that points 
far to the right on Fig. 81 indicate poor fuel-bed conditions or 
excessive firing rates, while points high on the plot indicate 
excessive use of steam. The nearer to the origin a point, falls, 
the lower the CO 2 /H 2 ratio, the better the steam decomposition 
and hence the greater the efficiency of producer operations. 
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The quantitative relationship in. a pioiiucer between the 
steam consumption, the rate of fi-ring and the depth of the fuel 
bed has never been determined. From the explanations already 
given it is obvious that both an increase in the rate of firing 
and a decrease in the steam-air ratio run up the temperature 
in the oxidation zone. Since this temperature must be kept 
below the fusing point of the ash, a knowledge of the relation 
is important - 

One can set up a heat balance on the producer from the 
bottom up to any particular section of the reducing zone. Con- 
sider 100 mols of entering nitrogen, corresponding to 26.6 mols 
of oxygen. At the oxidation zone, where this air first hits the 
hot coke, it will burn to CO 2 . Call t the temperature at the 
section in question in the reducing zone. If the fuel bed is of 
adequate depth, the eounterfiow of the hot gases rising above this 
section will preheat the coke flowing down to it substantially to 
the temperature t. The heat generated by combustion is partly 
consumed below this section in the reduction of CO 2 and water 
vapor, while the rest of it rises from the section into the upper 
part of the producer, partly as heat carried up by conduction and 
radiation through the incandescent fuel bed due to the temper- 
ature gradient through it, and partly as sensible heat in the 
gases. The heat flowing up through the section by conduction 
and radiation may be calculated by subtracting from the total 
heat available from combustion above the temperature level t 
the heat consumed by the reduction reactions taking place below 
that section, computed, however, on the assumption that they 
take place at the temperature t. This is allowable, since, 
although the reaction mechanism is entirely different, the net 
overall result is the same. 

The heat of combustion of 26.6 mols of oxygen to CO 2 is 
26.6 (97,000) =2,580,000 P.c.u. or 4,640,000 B.t.u. To this 
n:iast, however, be added the sensible heat content of the coke up 
to the temperature t, since the coke enters that part of the pro- 
ducer under consideration at this temperature level. The 
temperature in the active part of the reduction zone averages 
about 1700°F., and the average heat capacity of carbon up to 
this temperature is approximately 4.7 B.t.u. per lb. mol. Tak- 
ing the teinpeiuture at which the reacting materials enter 
the producer as the base line, the heat brought in by the hot 
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carbon consumed in the oxidation zone is 4.7 (26.6) (i— 4)= 125 
The total heat available above the temperature level t 
is equal to the sum of the preceding quantities less the ^feat con- 
tent of the primary combustion products at this temperature. 
There are 100 mols of nitrogen with an average heat capacity 
(see page 10) of about 7.4, corresponding to 740 (t—ia) heat units 
and 26.6 mols of CO 2 with a heat capacity of about 11.5, corre- 
sponding to 305 heat units. There are also Xo mols of 

steam which entered with the air; its heat capacity averages 9 
(see page 10) and its heat content 9 — The algebraic sum 

of these quantities is 2,580,000— (920+9 ro)(^— ^a). The heat 
consumed by reduction with carbon is due partly to reaction of 
CO 2 and partly to steam. Per mol of gas reduced, the former 
consumes about 38,000 P.c.u. at the temperatures of the reduction 
zone (somewhat less than at room temperature) and. the latter 
about 30,000. The relative reduction of the two obviously 
varies from case to case, hut, if one will employ an average heat of 
reduction of 34,000 P.c.u., one can, without serious error, speak 
of the total reduction of the two gases combinpd.*^ Designating 
the initial CO 2 plus steam as and the sum of unreduced CO 2 
and steam at the section in question as z, the total reduction is 
obviously z^ — z. Furthermore, 2:o=26.6+^o. The heat con- 
sumption of these reduction reactions is therefore 34,000 ( 2 : 0 —^). 
Consequently, per 100 mols of nitrogen entering the bottom of the 
producer, the residual heat flowing up by conduction and radi- 
ation through the section under consideration is 2,580,000 — 
(920.+9ro) (f—O ”34,000 P.c.u. Calling r the amount 

of nitrogen rising per hour per square foot of cross-sectional area 
of the producer, expressed as hundreds of mols, the conduction 
heat current flowing upward through the section involved is 

-=r[2,5SO,000- (920+9a;o) 34,000 ( 2:0 “- 2 )], in P.c.u. 

= r[4, 640,000 — ( 920 + 9 ^ 0 ) (^— 4) — 61,200(2;o — 2 ?)], in B.t.u. (3) 

where in the first expression degrees centigrade are employed and 
in the second degrees Fahrenheit. 

* This is satisfactory provided tlie CO in the resulting gas exceeds the 
Ho from decomposition of steam. This is always the case unless excessive 
quantities of steam are used. - 
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The equation, is on. a basis of 1 sq. ft. of cross sectiou of the 
producer and 1 hr. This heat current may be equated to the 
thermal conductivity of the fuel bed times the temperature 
gradient, i.e., 

Q/A9= ~adt/dL, (3<x) 

This is allo'v\^able, despite the fact that much of the heat flows by 
radiation, if the coefficient a is empirically chosen for the tem- 
perature range in question (see pages 160-161). Turthermore, 
since the reduction rates of the two gases are roughly the same 
but since the reaction rate increases in the usual way, geo- 
metrically with increase in temperature, one may set up the 
reaction-rate expression 

TdzJdL=- (4) 


The exact solution of these equations, even if possible, would 
be complicated. For an approximate solution it is perhaps 
allowable to give an average value in each specific case to t in 
Eq. 3, f.e., to write 

S=2,S80,000 -(920-|-9xo)^^2^-ia^-34:,000so. (36)* 

With this approximation the solution is as follows: 




^1 

ak 


51h-+34,000(2o-2i) 


(6) 


where the subscript 0 indicates conditions at the border line 
between oxidizing and reducing zones and 1 corresponds 
to the end of the reducing and beginning of the distillation 
zone. 

For normal conditions of producer operation with adequate 
depth of fuel bed, the second term on the left-hand side of Eq. 
5 is negligible in comparison with the first, rarely amounting to 
5 per cent of it. It is therefore advisable to drop it and rewrite 
the equation as 

* This expression assumes temperatures in degrees centigrade; if degrees 
Fahrenheit is used, it is necessary to multiply the first and last terms on the 
right-hand side by 1.8. 
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e^^o==Kr^ 

The constant h is approximately 0.006 to 0.007 (see below); 
K is best determined -from data on the coal in question, or at 
least on a coal of similar type as to coking quality and texture 
of the ash. 

The qualitative interpretation of this equation is instructive. 
The left-hand side rises rapidly with temperature, hut the rate 
appears on the right-hand side as a square term. Consequently, 
while the working rate (t.€., capacity) of a producer increases 
with the temperature, its increase is less rapid than the ordinary 
increase of reaction rate for a given increase in temperature of the 
oxidation zone. This is because the average temperature of the 
reducing zone is far below that of the oxidizing zone and rises less 
rapidly than it. Furthermore, for a given increase in tempera- 
ture, i,e., for a given increase in the left-hand side of this equa- 
tion, one gains a double advantage, namely, improvement in 
both capacity and amount of decomposition of the steam and 
CO 2 . Within certain limits one can, by changing the steam-air 
ratio, use this advantage for either purpose. Since the rate term 
appears as a square while the decomposition term is the first 
power, it is obvious that increase in temperature is more effective 
in securing complete decomposition than greater capacity. Pro- 
ducer experience bears out this conclusion. 

The useful work done in the reduction zone of a gas producer 
is the reduction of zq—Zi mols of CO 2 and water vapor to com- 
bustible gas. The numerical value of this expression is obviously 
the sum of the mols of CO plus the mols of hydrogen from steam 
decomposition per 100 mols of nitrogen [from the table on page 

241; equals 5 "^ column Under comparable 

conditions of operation it is surprising how constant this quantity 
is. When a cold air-steam mixture is used, it averages around 
30, seldom deviating more than 10 per cent from this figure. 
The data indicate that, as one would expect, the reduction falls 
off slightly with increasing steam-air ratio. Preheating of the 
air greatly increases Zq—Zi. Thus, Bone and 'Wheeler, using 
about 30 mols of steam per 100 of nitrogen with air preheated to 
about 250°C., obtained values of Zq — Zi of 42, whereas Haslam, 


j51n--f-34,000eo-zi) 

2:1 


(5a) 
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under compaiable conditioris, ivdthout preteat other than that 
due to the steam, realized only 31. His steam-air mixture 
entered at about 80°C. Equation 3 can be used to estimate 
what the increase ought to be, since decrease in the temperature 
term secured by increasing ta should give a corresponding increase 
in zq—Zx, In other words, calling the increment in Zq—Zi = 


Az= — 


34,000 


( 6 ) 


Bone and Wheeler used a much deeper fuel bed than Haslam and 
were thereby able to cool their gases approximately 100®C- 
lower. Their net temperature gain was, therefore, 250-hlOO — 
80=270®.- Hence, from the above expression, Az should be 9.5^ 
as compared with the 11 actually realized. This emphasizes the 
great value of preheating the steam-air mixture in increasing 
the cold efSciency of the producer. 

From a study of the data available, it seems that the reduction 
realizable in a producer may be estimated with reasonable pre- 
cision by the following expression, temperatures being in 
Fahrenheit, 

;So-:-;2i=54-0.04ro“0.018 (7> 


It must, however, be kept in mind that this assumes a fuel bed 
of adequate depth, properly operated to maintain uniformity. 
Where one finds total reductions much lower than indicated by 
this expression, one is probably faced with poor fuel-bed con- 
ditions, In using Eq. 7, one must also remember that the 
deeper the fuel bed the lower tx, although with reasonable depths 
the variation in h is not great. It is seldom above 1500 or below 
1100°F. 

All these expressions are based upon a given amount of air 
entering the producer (126.6 mols, equivalent to 160 mols of INo) . 
The underlying reason for this basis is that the heat supply and 
hence the performance of the unit are determined by the rate of 
combustion, and this in turn is determined by the air supply. 
Firing rate need not be and in general is not constant; one need 
only nrake sure that there is never an inadequate amount of fuel 
on the hearth, although in the end this, of course, implies that 
average firing rate is ai)proxiinately proportional to the average 
rate of air supply. 
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ConsideraHe data on fuel-bed temperatures have been reported 
by Haslam and bis associates.* Analysis of these data indicates 
that, in the temperature range of the reducing zone, the con- 
stant 1) lies between 0,006 and 0.007. Accurate measurement 
of temperature conditions in a producer bed is, however, very 
difficult. While in a carefully operated producer conditions 
are reasonably uniform across any section taken near the 
top of the fuel bed, at the bottom, in the oxidation and hotter 
portions of the reduction zones, this is by no means the case. 

In and just below the oxidation zone it is impossible to avoid 
localized packing of ash and partially burned-out fuel. Con- 
sequently, the entering air rises rapidly through some portions 
of the bed and far more slowly through others. The former are 
equivalent to little producers within the main unit • operating at 
higher firing rates and hence at far higher temperatures. Because 
of this, there are wide temperature fluctuations at any given 
level of the lower portions of the bed. Thus, at a given level, 
just above the oxidation zone, where the air rate is low, one will 
find a low temperature, whereas at a point a little to one side one 
may find a much higher temperature farther up in the producer. 
Differences in gas composition at a given level will, however, be 
far less than differences in temperature. The hot chimneys are 
still functioning as gas producers, although at operating rates 
far higher than the average. Now to in Eq. 5 is the tempera- 
ture of the oxidation zone, i,e., the maximum temperature 
existing in the fuel bed. It is vitally important, because it 
determines the capacity limit of the producer without developing 
clinker trouble, but in measuring it directly one must remember 
that the point of maximum temperature may be found first at one 
level in the producer bed and later at another. 

The utility of Eq. 5 may best be illustrated by applying it to certain 
of Haslam's data. He reports a run with a coal containing 78.84 per cent 
carbon, using 0.413 lb. of steam/lb. of coal, firing at the rate of 9.72 lb. of 
coal/(sq. ft. of grate area) (hr.), yielding a gas containing 7.88 per cent CO 2 , 
0.10 per cent O 2 , 23.4 per cent CO, 8. 72 per cent H 2 and 59.9 per cent N”. In 
this operation he found a maximum fuel-bed temperature of 1900°F. His 
entering air-steam mixture may be assumed 100°F. and the top of his fuel 
bed 1200°. Using 5—0.007, compute the value of K for this coal. The 
following tabulation will be self-explanatory. 

* Haslam, Mackie and Reed, I. Ind. Eng: Chern., 19, 119 (1027); Has- 
UAM, Ward and Mackie, J. Ind. Eng. Chem., 19, 141 (1927). 
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c 

o * 

COa 

r .88 

7,88 

7.88 

Oa 

0.10 


0.10 

CO 

23.40 

23.40 

11.70 

Ha 

8.72 



Na 

59.90 




100.00 

31.28 

19.68 

Oa from air = 

= 59.9fi = 


15.93 

Oa from steam, difference = 

3.75 

Ha from, steam = 


7.50 


Lb. steam yib. C 
0.413 

mol. steam /atom. C 
12 

31.28 

0.7884 1 

18.02 

0.599 


18.24 mols steam /lOONs -= 


Atoms C/(hT.') (sq. ft.)| 
9.72 (0.7884) 

0.599 

12 

31.28 


*O.0122*=r 


Na/lir. 

100 


lOOCOa 


= 7.88 


N2 '■ 
ajo—aji =7.50 


V59.9y 

(m,) 

\59.0/ 


13. 15. 
12.52. 


ri, by difference =5. 72. 
zo = 26.6 4-18.24=44.84. 
^1 = 13.1545.72 = 18.87. 
rci--zi= 25.97, 


B =4,640,000- (^920 -t-9 ( 18 . 24)^ - lOO ^ -61,200 (44.84) 
=332,000. 


Zo- 


Inserting these values in Eq. 5a, iv=210O. 

Let it be required to increase the firing rate of this producer by blowing 
with air 9.7 tiiue.s as fast as at present, using, however, a st cam-air ratio 
only 90 per cent as great. (Those figures are chosen because Haslam 
actually conducted such, an operation.) What maximum t ernperaturo 
would one anticipate in the fuel bed. under these new and more drastic 
conditions? 

The reduction .to— zi, obtainable is computed by the use of Eq. 7 on page 
247. Olberwise, the tabulation below should be self-explanatory. 

r =9.7(0.0122 )=0.nS. 

=0.90 (18.24 ) = 16.4. 

=26.6 -f Id 4 =43. a 
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=54 -0.04(16.4) -0.018(1200-100) == 33.7. 

J5 ==4,640,000-^920-^9 (16.4)^^ — -100^ -61,200 (43.0) 

=87,000. 

The term to =2600 in B is estimated. Inserting the values in Eq. 5a, one 
obtains to = 2570“F. Haslam actually found a temperature of 2600°. 

To emphasize the effect of changing steam -air ratio, compute the maxi- 
mum temperature of the fuel hed, first, for an air rate 3.9 times that of the 
original experiment, with a steam-nitrogen ratio of 0.175, the steam-air 
mixture entering at 150®F. and the gases . at the top of the fuel bed being 
at 1450°, and second, for conditions the same except that 2.8 times as much 
steam is used and the top of the fuel bed is at 1300°. Under the first condi- 
tions, computed as before, sio — zi =29.9, = 14.2, B = 80,000 (if ti is assumed 

2300), whence, from Eq. 3, ^o=2290°. Haslam found 2400 under these 
conditions. Similarly, with 2.8 times the steam, iCo — 49, Zo=75.6j zo--Zi = 
31-3, 21=44.3, J5 = —2,100,000 (assuming io=2150), whence, from Eq. 3, 
fo=2170°. The temperature as actually measured was 2200°T. 

It will be noted that in each case in computing E one must estimate to. 
If the final value of to thus computed does not cheek this estimate, the 
computation must be repeated. However, in the equation for B, a small 
error in to makes little difference. 

The figures emphasize the fact that oxidation-zone temperature conies 
down far more rapidly with drop in firing rate r than with increase in steam- 
air ratio Xo. Nonetheless, increasing steam is a potent means of increasing 
capacity without encountering clinkering troubles. 
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CRUSHING AND GRINDING 
OBJECTS OF CRUSHmO AND GRINDING 

When a solid bod^ is subjected to chemical change from 
without, the action producing such change is confined to the 
surface of the solid, and the rate of the reaction is a function of 
the surface exposed. In order, therefore, to complete a reaction 
in a minimum time, the area per unit weight or volume must be 
made as large as possible. This object is accomplished by first 
crushing the solid to small pieces and then grinding these to a 
very fine powder. The relationship between the area exposed 
(as determined by the size of the particles) and the rate of reaction 
plays an important part in many industrial processes. Examples 
are seen in the solution of solids in liquids; in the interaction of 
two solids, as in the production of cement clinker; in reaction 
between solids and gases, as in the combustion of pulverized coal; 
and in the chemical reactions that result in the setting of Port- 
land cement. The physical properties, also, of a material may be 
profoundly influenced by its state of division, for example, the 
covering power of pigments. 

If, hovTever, the solid is not homogeneous, a second object 
that may be attained in crushing is the detaching or cleaving 
of one mineral or constituent from another closely associated with 
it. In some cases a satisfactory breaking apart is accomplished 
by relatively coarse crushing, as, for example, the parting of coal 
from slate. On the other hand, many mineral ores require very 
fine grinding to effect a complete separation of one constituent 
from the others. The concentration of the valuable constituent 
of a raw material from the gangue or worthless portion by sub- 
dividing and separation is generally spoken of as “ore dressing’^ 
and forms a very important step in many industrial chemical 
processes. 

Occasionally the primary object of a grinding operation is 
mixing, as in the grinding of certain pigments in oils. 
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PARTICLE-SIZE MEASUREMENT 

Since the primary effect of crushing and grinding is a diminu- 
tion of particle size, deterniiiiation of the size of the product is 
necessary in order to evaluate the results of a given operation. 
Large pieces of material are customarily defined by their dimen- 
sions expressed in inches. Smaller pieces are defined by .their 
alhlity to pass through or be retained upon a screen of a given 
mesh. For a more complete discussion of screen mesh refer to 
page 289. Vith the advent of improved methods of grinding 
which yield particles so small that screens cannot be made fine 
enough for mesh analysis, other methods of determining particle 
size have been developed. Occasionally the results of measure- 
ment by other methods are expressed in terms of ' theoretical 
screen mesh. For instance, a product may be as fine as 89 per 
cent through 625 mesh (625 openings per linear inch), although 
a 625-mesh screen has not been made or used in the analysis. 

Since the object of grinding is frequently the formation of new 
surface area, certain industries (notably the cement industry) 
express the fineness of material in terms of area per unit weight, 
with dimensions of square centimeters per gram. This measure- 
ment is almost invariably determined from the rate of ‘Settling 
of the particles in a suspension. The simplest method is to 
determine the rate of sedimentation by successive gravimetric 
analyses of the suspension at a given location below the surface. 
Another method depends upon the changing difierence in specific 
gravity of the suspension and the pure liquid as settling proceeds. 
Probably the most generally used apparatus is the turbidimeter, 
which determines the transmission of light from a standard 
source by the suspension. The superiority of turbidimeters 
lies in the rapidity with which samples may be analyzed, although 
the analyses depend upon arbitrary determinations of the 
reflectivity of the surface of the material and consequently are 
not well adapted to mixtures. IVloreover, fictitious observations 
may result when particle dimensions approach the wavelength 
of visible light, when the solid material is quite transparent, 
when agglomeration of small particles occurs in the suspension or 
when different particle shapes are encountered. The Wagner 
turbidimeter takes measurements at different time intervals at 
different depths, obtaining curves of particle-size distribution. 
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The Klein turbidimeter is applicable for the determination of 
surface areas where particle size is - fairljr uniform. A more 
complete treatment of settling is presented in the succeeding 
chapter (Chap. X).* 

When extremely small particles are encountered, microscopic 
examination is made and the average particle diameter is 
expressed in microns. One micron (m) is one one-thousandth 
of a millimeter. 

TOTAL SURFACE 

Consider a mass of identical particles, having a characteristic 
dimension (diameter, side, etc.) L. Calling the total Aveight 
of all the particles AW, and their density p, the total surface 
AA is the number of particles, AW/pkL^, multiplied by the 
surface area of each, XL-: 

AA = K AW/IcpL 

the constants K and k depending on the shape of the particles.* 

For any given material Kfk often remains approximately 
constant over a wide range of sizes; hence K/k need not be known 
to compare the specific surface of different states of subdivision. 
Let AW be the weight of material passed by a sieve of mesh width 
Li and retained on a smaller sieve having mesh width L2. If the 
ratio L1/L2 does not exceed 2 , little error will be introduced hy 
using the arithmetic mean, giving: 

RAW _K AW 
/cpCLi H- L2)/2 kpLav. 

where AA is the surface of the fraction of w-eight AW. One 
should use a series of screens so that AW for each screen is only 
a small fraction of the original sample. The total surface is 
readily estimated by graphical integration, t.e., by plotting 
1 /i/ay. ordinates versus W as abscissas; the area under the 
curve, multiplied by K/kp, is the total surface, f 

the particles have the shape of a cube or a sphere, the shape factor 
K/k is 6. This value is frequently used for all shapes, but K k is 7 to 8 
for powdered coal. For flat particles of mica, basing L on the average 
diaineter of the large face, KJk is 

t If, however, a large fraction passes the finest sieve, the summation will 
be inaccurate since the specific surface varies rapidly with diameter at 
small diameters. Empirical relations between TV and L have been suggested 
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The total surface ^4. of t^vo different grindings a and h will be 
Ag 

Ab 2[-\TF6/’(jL5)av.] 

ENERGY CONSUMPTION 

Obviously a mass may be subdivided in either of two ways. 

1. A. force may be applied to it greater than its hreaMng 
strength, so that it is crushed and split, or 

2. The mass may be cut or torn apart. 

The filial result in either case is an increase in the surface of 
the mass. 

Rittinger’s law assumes the mechanism of subdivision to be 
essentially that of shearing, and that the energy consumed is 
proportional to the fresh surface produced. Since the total 
surface per unit weight is inversely proportional to the size of 
particle, the work done in reducing a given amount of material, 
E, is 

^Arrr) 

where^i is the initial and is the final linear dimension of the 
individual particles; C depends on the characteristics of the 
material and on the type and method of operation of the appa- 
ratus. Thus, if 10 hp.-hr. is required to crush a given weight of 
a certain material from 2 in. to 1 in., the work (^E^) required 
to crush from 1 in. to in, may be calculated as follows: 



whence .^2 = 20 hp.-hr. 

Kick’s law assumes the energy required for subdivision of a 
definite amount of a material to he the same for the same frac- 
tional reduction in average size of the individual particles. Thus, 
if 10 hp.-hr. is required to crush a given weight of a certain 
material from 1 in. to } > in., the energy required to reduce it 


and for specific cases permit prediction of the complete screen analysis 
from data obtained with the use of only a few sieves. 
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from to H or from }i in. to }i in., etc., would be the 

same. Mathematically expressed. Kick’s law becomes 

E=b log ^ 

where h is an experimentally determined coefldcienfc. 

This coefficient depends on the type of crusher employed, as 
well as on the character of the material. This relationship can be 
derived if one assumes that each particle is crushed by direct 
pressure, that the crushing strength per unit area is constant 
and that a given particle, whatever its size, upon breaking forms 
a definite number of smaller particles of shape similar to the 
original. 

Neither Rittinger’s nor Kick’s equation represents the facts 
accurately. In general, dH = — CdL/L^, If n = l, this gives 
Kick’s law; if equals 2, integration gives Rittinger’s law; if 
n exceeds 1, 

C / 1 • 1 ^ 

When the product and feed vary widely in size, appropriate 
values of L for these equations are 

1 _s(ATr/xrO 1 _s(ATr/xrO. 

Zr' SATT ^ ^ Xr'“ SATT 

SELECTION OF MACHINES 

The selection of machines for crushing and grinding usually 
depends on three factors: 

1. Physical properties of the material to be ground. 

2. The size of the feed and product. 

3. The total tonnage to be ground and other local conditions. 

1. Physical Properties of the Materials. — The selection of 

proper machines for crushing and grinding is greatly affected by 

a. The hardness of the material to be ground. ^ 

5. Mechanical structure of the material, f.e., whether brittle, 
or fibrous and tough, or soft, or whether it softens when warm, 
etc. 

c. The moisture content. 

a. Hardness . — The meanings of the words ‘Tiard” and 
^'soft’’ are entirely relative, yet the materials that require sub- 
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division in order to prepare them for further operations may be 
divided rougliiv into these two d asses. ‘ The scale of hardness 
employed in mineralogy is utilized in this connection, and is as 
follows: 

1. Talc, soapstone. 

2. Bock salt, gypsum, pure graphite, soft coal, etc. 

3. Calcite, burned lime, marble, soft grades of limestone, 
chalk, hydraulic limestone (common), cement, barytes, etc. 

4. Fluorite, magnesite, soft phosphate, limestone, etc. 

5. Apatite, hard phosphate, hard limestone, chromite, etc. 

6- Orthoclase, feldspar, magnesite, hornblendes, etc. 

7. Quartz, granite, ores, sandstone, etc. 

8. Topaz, etc. 

9. Sapphire, corundum, emery, etc. 

10. Diamond. 

Materials up to and including class 4 are designated as ^^soft,’’ 
w’hile those in the higher classes are termed ‘^hard.^’ A rapid 
method of approximating hardness is to cut the material under 
examination with a knife or to scratch ordinary window glass 
with it. If it can be whittled easily like chalk, it is ‘‘very 
soft.’' Marble and many hydraulic limestones can he cut quite 
easily and would be classified as soft. Magnesite and phos- 
phate rock can be easily scratched but will not scratch glass and 
are termed medium. Beyond this line, little impression can be 
made with a knife and the materials may be classified as very 
hard. 

Hardness not only affects the size and design of the machine 
in order that it may have sufficient strength to crush the material, 
hut as the material increases in hardness its abrasive action 
increases and the machine must be designed so as to provide the 
fewest possible wearing parts. Turthermore, in grinding abrasive 
materials, a machine not only should have few bearings but these 
should be protected from dust in a proper manner. Also, in 
grinding abrasive material, low-speed machines require much 
less maintenance than do the high-speed machines. In general, 
low-speed grinding machines should be used when the amount of 
quartz in an ore is higher than 4 or 5 per cent. 

b. Mechaivical Structure . — If a material is of a fibrous nature, 
it cannot be crushed by pressure or shearing action, but nrust be 
torn apart. While both coal and wood are soft materials, they 
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require radicall}^ different types of machiiies for disintegrating 
them, on account of the fact that the wood is of a fibrous nature 
and must be cut or torn apart. Machines for subdividing 
such fibrous materials as wood, bark, etc., are often called 
disintegrators. 

a Moisture . — Moisture plays an important part in the 
selection of crushing and grinding machinery. If the moisture 
content is more than 4: or 5 per cent, the material becomes sticky 
or pasty and under such circumstances it is extremely difficult 
to maintain free crushing.* On the other hand, after the 
moisture content exceeds about 50 per cent, the material is quite 
fluid and under such circumstances the water may actually be 
used to aid free crushing by washing and carrying a\Tay the finely 
ground product. It is apparent that moisture affects the pasti- 
ness of fine material more readily than it does coarse material. 
While some mills cannot handle material containing more than 
3 or 4 per cent of moisture, others wmrk best w^hen the moisture 
content is over 55 or 60 per cent. * 

2. fineness. — Fineness governs the selection of machines in 
two ways: 

c. The size of feed. 
h. The size of product. 

Some machines from their very design can handle only coarse 
material, while others can handle only fine material. Some 
machines produce a very uniform product, i.e., all the particles 
are close to a given size, whereas others, by virtue of their 
construction, produce a product with considerable variation in 
size. There is frequently a lower limit to the size of the particles 
desired in the product. Thus, in crushing pyrites for making 
sulfuric acid, very fine material is not desired. Also, in grinding 
malt or any substance to be leached, very fine subdivision is 
undesirable. In such cases machines must be selected which 
produce a minimum amount of fine material. 

3- Tonnage and Other Local Conditions. — Tonnage is a vital 
factor in determining the economic balance between fixed t* barges 
(interest, depreciation and taxes) and operating costs cjabor, 
power and maintenance). The greater the tonnage, the more 
money may be spent for the initial installation in order to cut 
down such operating costs as power and maintenance. Interest 
* See p. 259. 
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and depreciation must be balanced against power, labor and 
maintenance, and the greater the tonnage the more necessary 
it is to use machines whose operating costs are low. 

In addition to tonnage, there are always a number of local 
conditions that affect the selection of machines. For example, 
in certain mining fields only those machines which can be 
demounted and easily freighted by pack animals are purchased. 
Every situation has local peculiarities that must be given due 
weight. 

CLASSIFICATION OF MACHIH-ES 

Alaehines may be classified in two ways, either by the size 
of feed or by the method of applying the breaking force. In 
considering the crushing and grinding machines, it is obvious 
that any one machine will operate efBciently only between cer- 
tain size limits- One should not drive a tack with a sledge or a 
spike with a tack hammer, k. single machine will not crush 
economically from a very large to a very small dimension, and 
hence crushing and grinding machinery is divided into the 
following classes: 

1. Preliminary breakers, which crush pieces having a maxi- 
mum dimension of 2 to 60 in. 

2. Secondary crushers, which will take a feed of about to 
2 in. and produce a product that will pass through a 10-mesh 
screen. 

3. Fine pulverizers, which will take a feed of from 3^ to in. 
and produce a product as fine as 200 mesh. 

4. Colloid mills, etc., which will take a feed of about 80 mesh 
and produce a product as fine as O.SjLt. 

In addition to the above four classes, there is a class known as 
shredders or disintegrators, designed to handle fibrous and brittle 
material. 

It will be noted that in the above classification there is an over- 
lapping in the range that these machines will handle, and it must 
be remembered that this classification is not rigid. 

Crushing and grinding machines may also be classified into 
three principal groups according to the n^ethod of applying the 
breaking force : 

1. Those w’hich break from a continued pressure. 

2. Those which break from impact or direct blow. 
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3. Those which break by abrasion or grinding through a 
shearing force. 

In general/ it may be said that the first is best adapted to 
coarse crushing, while the other two, either singly or combined, 
are employed for fine crushing and pulverizing. 

Free Crushing. — Before discussing individual machines, it is 
necessary to call attention to a basic principle in all operations 
involving the reduction of size, and one which is of the utmost 
importance in the design and operation of crushing and grinding 
nrachinery, namely, that of "Tree crushing.’^ In order that the 
breaking force, however applied, may be effiiciently used, and in 
order that the maximum capacity of the mechanism employed 
may be obtained, it is essential that each particle be removed 
from between the crushing surfaces as soon as it has reached the 
dimension desired. Tine material, by remaining between the 
moving surfaces, cushions the material to be broken, absorbs a 
large portion of the energy expended, cuts down the output of 
the machine and increases the percentage of the so-called "'fines,” 
which is that portion smaller in diameter than the size desired. 
The opposite of 'Tree crushing” is known as "choke feeding” or 
"‘choke crushing.” Particular attention, therefore, should 
be paid to the design of crushing and pulverizing machinery to 
insure a free discharge of the fine material and its complete 
removal from the zone of reduction. 

The rapid removal of product to aid free crushing may be 
accomplished, in general, in three ways: 

1. By the use of fluids, usually water, to wash out Sine particles. 

2, By the use of air to blow or suck them out. 

3- By the use of centrifugal force, which may be applied in 
various ways, as will be noted under the discussion of the various 
types of machines. 

Open- or Closed -circuit Operation. — There are two general 
methods of crushing and grinding, the ‘"open-circuit’' and the 
"‘closed-circuit’^ methods. In the open circuit, all the material 
discharged by a machine goes on through the syster^. In the 
closed-circuit method, as soon as any of the product r.iaches the 
desired size, it is screened and removed. The oversize particles 
are recirculated through the machine until the}'- reach the desired 

* In. unusual cases choke feeding miiy he economically resorted to for 
increasing the production of fines from equipment at hand. 
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size and are then removed. In the open-circuit method initial 
cost of installation is low, but the power cost per ton of output is 
high. The closed-circuit system should be used on all large-scale 
installations on accaiiiit of the uiiiformity of the output and the 
low cost of power. 

For closed-circuit operation it is advisable to regulate each 
mill so that it delivers a product much of which is oversize. If 
the scale of installation warrants, it may be advisable to use one 
size of machine for grinding the main output and another for 
regriiiding the oversize particles or tails, since these average 
smaller than the original feed and therefore require a different 
mill setting for best results. 

Since there are usually two or more machines in series and since 
each unit produces a certain amount of material finer than the 
normal product of the next unit in the series, capacity can be 
increased and power consumption reduced by screening out these 
fines and having them by-pass the next unit in the series. A.s a 
result, the load on the mills is reduced, the cushioning effect of 
fines is diminished and the product is more uniform. 

Grinding Aids. — It has been observed in certain types of 
grinding that the incorporation with the material to be ground 
of minute amounts of organic materials appreciably increases 
the grinding rate. Materials that have been used vary from 
anthracite and bituminous coal, oleic acid or rosin to various 
complex organic materials. The action of grinding aids is in 
the nature of a dispersing agent, preventing agglomeration and 
consequent regrinding of agglomerated fines. Accordingly, 
the use of such grinding aids may result in an unusually finely 
divided product. 


1. Pheliminahy Breakers 

There are two types of preliminary breakers which haiMle 
material from 2 to 60 in. in diameter, the first being jaw crushers, 
and the second gyratory crushers. Both these machines break 
with a eoj^.tiniious pressure. Jaw crushers employ a reciprocal 
motion and are intermittent in action, whereas in gyratory 
crushers this reciprocal motion is combined with a rotary motion 
and the action is continuons. 

Jaw Crushers. — Jaw crushers, which break material by squeez- 
ing it between a fixed and a movable jaw, may be considered 
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as of three types according to the moTement of the jaw^: first, 
those which haTe the movable jaw pivoted at the top and which 
therefore have the greatest movement at the point of egress; 
second, those pivoted at the bottom, which therefore have the 
greatest movement at the point of entrance; third, those which 
have a relatively uniform movement along the entire face of the 
jaw. 

Construction of Jaw Crushers. — ^The jaw crusher was invented 
by Ely Whitney Blake in 1858 and was first used for crushing 
rock for road work. With the exception of the point at which the 
movable jaw is pivoted, the construction of all jaw crushers is 
similar. Figures 82 and 83 show views of typical jaw crushers. 

In the crusher shown in Fig. 82, the reciprocating motion is 
given to the jaw by means of an elliptical cam. As the shaft 
revolves, a backward and forward motion is given to a rocker arm, 
which in turn communicates this motion to the jaw through a 
small breaker bar. This breaker bar is the weakest part of the 
crusher and protects the rest of the machine from breakage in case 
hard material, such as iron, falls in between the jaws. 

Another common method of imparting a reciprocating motion 
to the movable jaw is by means of an eccentric and toggle 
joint. In this case a so-called pitman^’ is mounted eccentrically 
on the rotating shaft, thus receiving a motion upward and down- 
vrard in the vertical direction. The lower end of this pitman is 
connected to a toggle joint, one arm of the toggle being fixed to 
the rear frame of the crusher and the other arm being fixed to the 
movable jaw. This construction, being more powerful, is used 
on the large jaw crushers, particularly of the Blake type. 

Jaw Crusher Control.— The size of the crushed material is 
gov^erned in two ways: first, by changing the distance between 
the jaws at the point of discharge; second, by the length of 
stroke of the movable jaw. The distance between the jaws 
may be regulated by means of wedges so that the fixed jaw is 
moved forward or backward, thus decreasing or increasing the 
discharge opening. The length of stroke may be changed only 
with difdculty. 

Blake Type of Jaw Crusher. — In the Blake crusher (Fig. 82), 
the material to be crushed enters the jaw at the top, is crushed by 
continuous pressure and by its own weight falls toward the 
bottom. As it falls, it is successively crushed finer and finer. 
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and drops from between tlie jaws at the bottom. Because 
the greatest motion occurs at the point of egress, the Elake 
t7pe of crusher eliminates the danger of choking and may 
therefore be used in the crushing of material that has a slight 
tendency to pack. This type of crusher can. handle without 
difficulty most material containing 5 to 10 per cent of water. 
On account of the great range of motion between the jaws at 
the point of discharge, the Blake crusher deliv^ers a product 
that is uneven in size, f .e., there is considerable variation between 



the large and the small lumps discharged from the machine. In 
vie^Y of the fact that a jaw crusher very rarely delivers a finished 
product, this disadvantage is not serious. 

The main wearing parts of jaw crushers are the crushing faces 
of the jaws, which are usually made of chrome (or manganese) 
steel or chilled iron and are so arranged as to be easily replaceable. 
Furthermore, the greatest w^ear is at the point of discharge of the 
jaws and the position of these plates may be reversed end for end^ 
so that the top, which is worn but little, is placed at the bottom 
of the jaw. In this way the life of the plates may be considerably 
prolonged. In some crushers the crushing faces are curved in a 
manner that results in a more even distribution of the wear over 
the faces. 
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The advantages of the Blake type of jaw crusher lie in its 
large capacity, the low cost for repairs, low power consumption 
per unit of product and its freedom from chokitig. It has the 
disadvantage that the size of the product is quite variable and 
also the minor drawback that its action is intermittent instead 
of continuous; that is to say, crushing occurs only on the forward 
stroke of the jaw. 

Dodge Type of Jaw Crusher . — ^In this crusher the movable 
jaw is pivoted at the bottom (see Fig. 83). Since the minimum 
movement of the face is at the point of egress of the stock, this 



/ 



Fig. 83. — Jaw crusher, Dodge t^pe. 


crusher gives a more uniform product than the Blake but does 
not clear itself when choked. In consequence it can be employed 
only for free-running material. The Dodge crusher, lacking 
the leverage of the Blake crusher at the feed end of the jaw, is 
not designed to handle such large-sized feed as the Blake. The 
Dodge crusher is capable of unusually high reduction ratios and 
in consequence has found a special field in plants of low tonnage 
which desire to keep their crushing equipment as simplified as 
possible at the expense of efficiency, but the marked tendency to 
choke precludes the use of the Dodge crusher in the majority 
of installations. 
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Roll Jaw Crusher , — In the roll jaw crusher the face of the 
movable jaw is so shaped and the motion imparted is such that the 
face of the movable jaw rolls along the face of the fixed jaw plate. 
The movable jaw of this type of crusher is pivoted at the top, 
and the motion to the movable jaw is imparted at a point in 
between the top and bottom of the jaw and from a movable pivot 
situated well back from the discharge opening. The roll jaw 
crusher is a compromise between the Blake and the Dodge types 



of jaw crusher and as such it does not possess so prominently 
the advantages or the disadvantages of these machines. Thus, 
V hile it is not so liable to clog as the Dodge, it delivers a more 
uniform product than does the Blake. However, it does not 
• have the capacity and low power cost of the Elake or the imi- 
formity of the Dodge, Furthermore, it is more complicated in 
construction and the field of its use is limited. 

Gyratory Crusher. Gates Ty'pe . — A sectional elevation of the 
Gates g^Tatory crusher is given in Fig. 84. The breaker crushes 
by rotating eccentrically a truncated conical head 7, which has its 
small end up, inside a truncated conical ring 8, which hss its 
small end down. The truncated cone is mounted on a shaft 31, 
which is pivoted at the top in a semiuniversal joint. The lower 
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end of the shaft is mounted eccentrically in the gear 35, so that, 
as this gear rotates, the shaft receives not only a rotary niotioii 
but also a gyratory motion, thus causing the inner inverted 
truncated cone alternately to advance toward and to recede from 
any giv^en point on the truncated ring. It is further to be noticed 
that the greatest relative motion between the inner cone and the 
outer ring is at the lower end or the point of discharge, thus 
giving to this machine many of the advantages of the Blake 
type of crusher. Also, this machine is continuous in its action, 
and, the motion being rotary instead of reciprocating, the vibra- 
tion is reduced to a minimum; 

The material to be crushed is fed in through the hopper 3, 
is crushed between the inner cone and outer ring by continuous 
pressure through the 'successive advances of the inner cone 
and is discharged through the spout 37. The size of the particles 
being discharged from this machine is regulated by raising 
or lowering the shaft 31 to which the inverted truncated cone is 
fastened. This produces a smaller or larger opening in between 
the cone and the ring, hut such regulation is difficult compared 
to the easy control of a Blake jaw crusher. 

The Gates gyratory crusher will handle pieces of rock from 
6 to 60 in. in diameter and will reduce them to pieces of } i to 4 in, 
in diameter. An advantage of the gyratory crusher is that it 
has a relatively large feed opening compared to a small discharge 
opening, and therefore the range of reduction in one pass through 
the machine is large. A gyratory crusher wuth a large feed 
opening has an extremely large capacity; consequently, these 
machines should be used only when such capacity can be utilized. 
In other words, if a small amount of very large pieces of rock 
is to he crushed, the Blake type of jaw crusher is more suitable 
than the gyratory crusher, ownng to lower initial cost. However, 
if a large amount of large-size rock is to he crushed, then the 
gyratory crusher is the more suitable machine, because the power 
per ton of material is lower than in the case of jaw crushers. 
The original installation cost and the maintenance cost of a 
g 3 rratory crusher are greater than those of the Blake jaw crusher 
so that the selection of a preliminary crusher involves balancing 
the costs of initial investment, maintenance, labor and |)ower. 
The gyratory crusher also possesses the advantage of being able 
to handle material directly from the bin without a feeding 
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attachment, and can therefore form tlie bottom hopper of a 
storage bin, taking the feed directly from such, bin without 
clogging. 


2. Secondaht Crushebs 

Coae Crushers. — Cone crushers are a prominent derelopraent 
of modern ore-crusliing practice. .A Sy^moiis cone crusher is 
illustrated in Fig. 85. These crushers ha-ve tended to replace 



Eig. 85. — Symons cone cr-usher. {Courtesy Lfordberg Manzifacturing €o.) 

maiw other types of intermediate crushers and are capable of 
such high reductions that they have sometimes been installed 
in place of gyratory crushers and crushing rolls, performing in 
one stage a reduction formerly performed in two or more stages. 

The cone crusher is essentially a high-speed gyratory crusher 
vdiose crushing head rests in a bearing within the cone, eliminat- 
ing the overhead spider and universal joint. As in the gyratory 
type, the greatest relative motion between the inner cone and 
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the outer bowl is at the point of discharge. The point of pivot 
of the shaft is located near the feed entrance to the crushing 
surfaces. The crushing bowl is so shaped that the feed passes 
through a final zone where the sides of the howl and the crushing 
head are substantially parallel, and the speed of gyration is 
sufficiently rapid (about 500 r.p.m.) so that each particle is- 
crushed between the head and the bowl at least once while it 
is in this parallel aone. Consequently, the maximum size of the 
product is limited by the minimum clearance between the head 
and the bowl and an exceptionally uniform product is delivered. 
Cone crushers will take a feed from to 14 in. in diameter and 
reduce it to to 2},4 in., handling from 14 to 900 tons per hr. 
The discharge opening of a cone crusher can be adjusted while 
the crusher is in operation. 

Gyratory crushers also have been designed for this field. 
Such crushers freq_uently have curved crushing surfaces (as 
mentioned under jaw crushers) which distribute the wear and 
aid free flow of material. 

Symons Disk Crusher. — ^This crusher introduces a new 
principle in that centrifugal force throws the pieces out of the 
crushing zone as soon as they are sufficiently small to escape 
through the opening between the faces. The crushing force is 
applied by two saucer-shaped disks which rotate in the same 
direction at the same speed. The shaft for one of the disks is 
supported in an eccentric bearing which causes that disk to be 
always at an angle to the other disk. The feed is introduced 
axially between the disks, is thrown to the outside and caught 
hy the disks at the point of widest opening, and is crushed by 
direct continuous pressure as the rims of the disks approach each 
other owing to the eccentricity of their shafts. 

Hammer Mills. — The principle involved in this t^^pe of machine 
is that of striking a blow while the material is suspended in air, 
as when a baseball is struck with a bat. The particle is hit with 
a force sufficient to crush or tear it, and with a velocity such that 
it does not adhere to the moving part< These mills are used on 
brittle material, preferably not too abrasive. They also possess 
special uses as disintegrators when it is neoessaiy to crush 
material of a fibrous nature by imparting a tearing action. 
Another specialized use is the breaking of a brittle material 
which softens easily with heat. 
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A mill illustrating this principle is shown in Fig. 86. Hammers 
are fastened flexibly to an inner shaft or disk and the latter 
rotated at high speed. Except when retarded by the material 
that is fed to the mill, these hammers, omng to centrifugal 
force, extend radially from the center shaft. The material, 
after it enters the beater box, remains there until pounded to a 
sufficiently fine state of subdivision to pass between the wedge- 
shaped grate bars covering the bottom of this box. Such mills 
may be used to crush wood chips, barks and material of a fibrous 
nature, as well as shale, clay, bone, shells, etc. The mill is 



Fig. 66. — Hammer-baT mill. 


extensively used in the cement industry to handle the discharge 
from g^Tatory crushers. 

Squirrel Cage Mill. — This mill is similar in operation to the 
hammer mill but is used more exclusively for purposes of dis- 
integration. The mill consists of ^'cages'^ built up of bars 
arranged in a circle, rotating at high speed. Often one such 
cage is placed concentrically between two others, the first rotating 
in the opposite direction from the other two. The material is 
fed into the center of the cages, is thrown out by centrifugal 
force and is broken up by impact. These mills are excellent 
for materials which are not too strong mechanically and which 
may be too damp and sticky to be handled in other types of 
apparatus. 

Crushing Rolls. — In the gyratory crusher, the crushing head 
was made to roll upon the inner surface of the conical ring while 
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traveling on the circle within it, and for coarse crushing this 
principle works satisfactorily; but for hue crushing such applica- 
tion of the roll principle would be impracticable -owing to the lack 
of constancy of the distances between the two crushing surfaces. 
However, the rolling principle is utilized by providing two 
cylinders mounted upon horizontal shafts which revolve toward 
each other. The rotating surfaces nip the lump of material and 
gradually draw it in between them and crush it to a size deter- 
mined by the distance separating the faces at their nearest point. 
A typical machine is shown in cross section in Fig. 87. The 
diameter of the crushing rolls is greater than the width, and, 
while both dimensions vary considerably from machine to 



J’lG. 87. — Sturtevant crushing rolls. 


machine, these rolls av^erage 14 in. in width and 36 in. in diameter. 
They consist of a central permanent core of soft iron forced upon 
movable shafts and are fitted with a replaceahle wearing surface 
of hardened steel. They are maintained a constant distance 
apart by blocks and are held in place by powerful springs which 
give way when noncrushable material is accidentally introduced. 
These springs retreat slightly as the regular product passes 
through the rolls, so that, in general, the ratio between the size 
of opening and the size of product is 0.8, i.e., rolls which have 
a J^-in. opening will product a material that is 9}^ in. and under. 
It is vital to have an even distribution of feed across the faces 
of the rolls; otherwise they will groove and deliver a product 
containing much oversize material. This not only causes unsat- 
isfactory operation of the rolls, but also increases maintenance, 
decreases the volume of output and increases the power con- 




270 


PRINCIPLES OF CHEMICAL ENGINEERING 


Slimed. Therefore, such crushing rolls should be fed with an 
automatic device that will spread the material uniformly alon-Y 
the faces. 

In the machine shown in Fig. 87, the material being crushed 
is fed through the automatic reciprocating feeder of a satis- 
factory type, falls between the faces of the two crushing rolls and 
is gradually drawn in between them. The angle, made by the 
tangents at the point where the largest piece the roll will ‘*bite” 
meets the roll faces, is called maximum angle of nip,’’ and 
is equal to twice the angle of kinetic friction between the material 
and the surface of the roll. The relation between the size of 
feed,, space between the rolls, the radius of the rolls and the angle 
of nip is given by the formula 

r+a . N 
— rw = cosine 
r-f 6 2 

where r is the radius of the rolls, a is one-half the space between 
the rolls, h is the radius of the particles to be crushed and ISF is the 
angle of nip, in degrees. The maximuni angle of nip is given by 
the above formula when h is taken as the radius of the largest 
particle that will be crushed by rolls of radius r and clearance 2c. 

Crushing rolls are advantageously used when the material is 
brittle and if crushing is desired with a minimum of dust. Mate- 
rials fed to such rolls rarely exceed 1}4 in., and for the mini- 
mum power consumption and the maximum production the 
ratio of reduction in size per pass should not be greater than 4 to 1, 
especially if the formation of fines is to be avoided. Crushing 
rolls may be used for grinding material down to a fineness of 
10 to 15 mesh, and in some cases a little finer, but in general 
it is more satisfactory to use ball mills when the size desire'd 
is finer than 10 mesh (Tyler standard screen). If the material 
is not to be ground below 10 or 15 mesh, there are no better 
machines made for the work, and, on account of their relatively 
large capacity and freedom from dust, together with their simple 
construction, such rolls are used extensively. Wet materials 
may, if desired, be crushed to 20 mesh. 

.-^s mentioned above, the size of the material discharged from 
the crushing rolls is determined by the distance between their 
faces at the nearest point. Therefore, in selecting crushing rolls 
it is iiighly desirable to be able to adjust easily the opening 
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between the rolls to the proper distance, especially when a mini- 
mum of fines or dust is desired, because easy adjustment facili- 
tates maintenance of good operation. Arrangements should 
also be provided so that the rolls may be set up more closely as 
wear takes place. Some rolls are adjusted by means of shims 
placed between the journal boxes of the rolls and fixed supports 
on the crusher frame. In other makes, the distance between 
the roll faces is adjusted by worm gears moving the journal boxes 
backward or forward. This latt er 
method is simple and capable of 
quicker control. 

The strong points of crushing 
rolls are simplicity and rugged- 
ness and the small amount of fines 
or dust produced when operated 
under proper conditions, namely, 
an even feed and the ratio of 
reduction not over 4 to 1. They 
are unsurpassed in producing a 
coarse granular product, and they 
show up to disadvantage only 
when used in fields for which they 
are not suited, such, for example, 
as producing fine material by 
means of choke feeding. 

There are many special designs of crushing rolls for handling 
special products- For example, one type crushes the material 
against a fixed plate by a single roll whose rotating face is studded. 
Such a crusher is used for material containing cleavage planes, 
such as coal, etc. Other rolls have circular rows of saw teeth 
and are used as disintegrators. 

Rotary Crushers- — The rotary cni.slier is a disintegrator 
suitable for handling soft friable naaterial, such as coal, coke, 
tanbark, etc., if the material fed to the crusher is not over 3 
to 6 in. in size. Under such conditions the rotary crusher will 
produce a product whose diameter is Jq to in. in length and 
under. Such crushers are sometimes known as ^‘coifee mills.'' 

In Fig. 88, it is seen that the crushing action takes place 
between an inner rotating grooved cone and an outer grooved 
ring. The adjustment of this machine to produce finer or coarser 



Fig. SS. — Sturtevant rotary crusher. 
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material is by means of a* small handwheel (shown in the lower 
right-hand corner), which raises or lowers the step bearing on 
which the rotating grooved cone is mounted- 

Stamps. — Gravity stamps, or mills, may be nsed to crush 
material from a maxiniiini diameter of l}i in. domi to a minimum 
diameter of 40 mesh (Tyler standard). The material to he 
crushed is fed into boxes or mortars and subdivided by blows 
from stamps or hammers weighing about 1000 lb. These 
hammers are raised by means of cams and are allowed to fall 
on the material to be crushed, thereby reducing it by blow or 
impact. Stamps are largely used in wet crushing (water 50 per. 
cent or over) but their present-day field is almost wholly con- 
fined to the gold-mining industry, where crushing and grinding 
take place simultaneously with cyaniding or amalgamation. 

The fineness to which the material is ground is regulated by 
the size of screen that surrounds the mortar boxes, by the 
weight of the stamps and by the rate of feed of water and ore. 

Outside of the field mentioned above, stamps are not used 
on account of their high power cost and large initial cost per tori 
of output. It is obvious that the power required is not propor- 
tional to the work done, since the power consumption stays 
constant whether there is any material in the mortar boxes or 
not- Furthermore, stamps produce more fines or dust than is 
usually desired. 

Chilean Mill (Pan Rolls). — ^^Most of the machines so far con- . 
sidered crush by means of a compressive force. It is possible to 
use also a shearing force and produce the action familiar to us 
when a nut is crushed by stepping on it and turning around at the 
same time. This is in principle a grinding and crushing force 
combined and has been utilized for many years in the machine 
known as the Chilean mill, edge runner or chaser. It consists of 
one or more heavy^ steel rolls (formerly of stone) fixed on a hori- 
zontal shaft and caused to rotate over a bed or track. Since 
the outside of the roll must travel over a greater distance than 
the hiside, there is a constant slip or shear. The feed is con- 
tinually carried under the rolls by the plows, and when the 
operation is finished the product maybe discharged by dropping 
a plate supporting a grid in the roll track. These machines are 
used when tough or plastic masses, such as clay for ceramics and 
black gunpowder, must be ground or mixed. Formerly they 
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were largel 3 " used in the mining field, but here they hare been 
replaced quite generally by ball mills. 

3. PuLYEHIZERS 

Ball Mills. — In all the mechanisms so far considered the crush- 
ing elements have been mechanically guided and the feed intro- 
duced bet^veen the moving parts. It is possible^ however, to 
effect crushing by allowing balls of chrome or manganese steel 
to fall and revolve upon each other when held in a large rotating 
drum or steel-lined cylinder containing the material to be ground. 
This constitutes the ball mill, which has become popular on 
account of its simplicity of construction, ease of operation, 
absence of delicate parts and low cost of maintenance. Ball 
mills are usually short in length and relatively large in diameter. 
They are generally supported and rotated on liollow axial trun- 
nions, through which the material is fed to the cylinder and from 
which the finished product is discharged, although they may also 
be used in hatch operation. Figure 89 shows the standard 
mill, w^hile Fig. 90 shows a Hardinge conical hall mill. A stand- 
ard mill is characterized by the fact that it is very short in 
comparison with its diameter. For example, in one large mill 
of this make, the diameter is approximately 10 ft., whereas 
the working length is only 6 ft. This mill is generally used in 
wet grinding and the entire discharge end is fitted wuth a grate. 
Between this grate and the end of the mill there are lifters which 
elevate the product so that it will be discharged through the 
trunnion of the mill. For example, pulp or material to be ground 
is mixed with water and put in through a hollow trunnion on 
the feed side of the mill (right-hand side of the mill shown in 
Fig. 89) and flows across and down through the body of the mill 
in which the balls are tumbling, and then passes out through the 
discharge grating. Here the wet pulp is elevated by the lifters, 
and is ejected through the trunnion on the discharge side of the 
mill. There is a difference in elevation between the feed as it 
enters the mill and the point of discharge through the grate. 
This causes the water to have a sluicing action, which carries 
the fine material through the grate and out through the trunnion 
at the discharge end of the mill. This relieves the mill of the 
mass of pulp and causes the fines to raigrtite faster than the 
coarse particles.: Tests seem to show that this difference in head 
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through the mill gives better operation than the so-called ^‘over- 
flow types of mill, where the material to be ground flows in the 
feed trunnion through a cylindrical mill and directly out through 
the discharge trunnion. 

The halls are introduced full size, and wear away gradually, 
finally disappearing in the imoduct, new ones being added from 
time to time to keep up the proper number in the mill. There- 
fore, after a mill has been in operation for some time, there will be 
found in it an assortment of sizes of balls, from freshly added ones 
down. New balls must be large enough to crush the largest 
particles in the feed, but are too large to handle the fine particles 



IFiq. 89. — T 3 ’'pical ball mill. {Courtesy Allis-Chalmers.) 


of the product efliciently. This, together with the cushioning 
action of the fines upon the coarser particles, causes waste of 
power. 

The unique feature of the Hardinge conical ball mill, shown 
in Fig. 90, is the action brought about by the shape of the rotating 
shell in classifying the crushing balls. This classifying action 
causes the larger balls to assume a position at the large diameter 
of the mill. Toward the discharge end of the mill its diameter 
gets smaller and at these smaller diameters will be found the 
smaller or worn balls. The material, fed in through a scoop at 
the feed end of the mill (left side of mill shown in Fig. 90), is first 
crushed by the large balls. A.s it works its way along the cone, 
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it is crushed by- continuously smaller balls until it is finally dis- 
charged in a finely ground condition through a truiinioii at the 
opposite end of the mill. 

Ball mills will handle a feed containing lumps as large as 
to 2 in. in dmmetei;. These mills may be used for either wet or 
dry grinding, although the former method usually results in 
decreased power consumption and increased capacity, as long 
as the moisture content is sufiiciently high to prevent caking. 
Wet grinding is extensively used for ores because of the oppor- 
tunity to use cheap classifiers, the elimination of dust nuisances, 
the convenient use of water as a conveyor and the need of sus- 



PiG- 90- — Hardinge conical ball mill. 


pending the product in water prior to flotation. Wet grinding, 
moreover, frequently results in simplified mixing of materials 
at a subsequent stage in a process and, as mentioned above, 
reduced power consumption, although these advantages may be 
offset by costs of subsequent water removal. Wet grinding, 
of course, cannot be used for grinding water-soluble material, 
the grinding of grain, etc., and is consequently less frequeiitl^^ 
encounte]:ed in the chemical industries. Even when grinding 
abrasive material, the ball consumption does not amount to 
over 0.7 lb. of iron per ton of material ground in the dry process, 
or 2 to 3 lb, of iron per ton of material ground vvtd. However, 
for most materials, the ball consumption will not amount to one- 
half this figure providing the mill is fed with sufficient material 
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to prevent one ball from falling or pounding on another. The 
material being ground should always cushion the fall of these 
balls as they rotate in the mill, and the sound coining from the 
mill should be a dull rumble, indicating an absence of metal-tO'- 
metal contact. 

In the case of ball mills, the crushing action is by impact 
or blow of one bail falling upon another bail with the material 
in between. There is a certain amount of grinding or shearing 
action taking place in the mill, OT\ing to rolling of the balls; 
this becomes important in fine grinding. 

The fineness of the discharged product from a ball mill may 
be governed by the following methods: 

1. By Chan^iTiig the Rate of Feed . — Increasing the rate of feed 
in a ball mill decreases the fineness, since the material remains in 
the mill a shorter time, being crowded out by the incoming 
feed. 

2. By Changing the Biaimter of Feed . — It is obvious that 
increasing the diameter of the particles fed to a ball mill will 
decrease the fineness of the discharged material if the rate of feed 
is maintained constant. 

3. By Increasing the Total Weight of Balls . — Increasing the 
total weight of balls of a given size increases the fineness of the 
discharged product, pro\dding the rate of feed is kept constant. 
This increase in weight of balls may be brought about either by 
adding additional balls to the mill up to the capacity that can 
be handled (roughly 50 per cent of the cubic contents of the mill) 
or by increasing the specific gravity of the balls. For example, 
either the capacity of the mill or the fineness of the discharged 
product may be increased by changing from fiint to iron balls as • 
grinding media. 

4. By Changing the Diameter of the Balls . — When a mill is 
charged with balls of a given diameter, the reduction of the feed 
proceeds to a certain limiting particle size beyond which further 
size reduction is so slow as to be quite impracticable. This 
practical limit to grinding is known as the ‘Tree grinding limit 
and is a function of ball diameter and the material being ground. 
The use of smaller balls results in slower grinding during 
tlie initial reductions but shifts the free grinding limit so that a 
finer product may be obtained. Consequently, an assortment 
of S-, 4- and 5~iii. balls would be used for coarse grinding, while 
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ail ass<3rtment of 32" to 132" or"2-iii. balls would be preferable for 
fine grinding. 

5. By Changing the Slope of the Mill. — Increasing the slope 
of the mill or lowering the discharge opening decreases the fine- 
ness of the product. Such a procedure also increases the capacitj 
of the mill. 

6. By Increasing the Freedom of Discharge. — In ball mills 
having the discharge grating, the fineness of the material may be 
decreased by increasing the size and number of openings in the 
discharge grating or plate. This also increases the capacity of 
the mill. 

7. By Changing the Speed of Rotation. — At low speeds the ball 
action is largely the rolling of one hall over another and frequent 
impacts between balls after a drop of one or two ball diameters. 
This action is desirable for breaking up small particles of feed, 
and the intensity of this action increases ivntli mill speed until 
the balls begin to fly short distances through space as they 
leave their position near the shell of the mill. At this stage 
larger particles of feed can be broken up and the rolling action 
becomes small compared to the more \dolent (though less fre- 
quent) impacts between the halls. The force of the impacts is 
increased with mill speed until the balls begin to fly clear across 
the mill, striking against the shell lining on the opposite side. 
At this stage grinding is done at the expense of extreme wear 
on the lining. At higher speeds the balls are held against the 
shell by centrifugal force during the entire revolution, and 
no grinding is done. It is seen that the mill speed must be 
adjusted to the size and physical properties of the material in 
the mill. 

Maintenance of a ball mill is extremely low, inasmuch as 
there are only two or three bearings and these are so located that 
they may be enclosed in dustproof journals. Furthermore, the 
mill is a low-speed machine, usually operating at from 22 to 30 
r.p.m. Practically all the wear and tear occurs in the liners 
of the mill and the balls and liners must be replaced at infrequent 
intervals, depending largely upon the tonnage and abrasiveness 
of the material ground. The liners are sometimes fitted with 
lifter bars which minimize slipping of the balls over the surface 
of the liner. Hard rubber liners have also been used. Most 
of the wear inside the mill occurs on the balls, and additional 
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balls are thrown in the mill dail^, weekly or at othLe:^ intervals, 
depending upon the tonnage ground. This extremely low main- 
tenance is one reason for their popularity. Furthermore, they 
are simple to operate, and cost of installation and power con- 
sumption are extremely low. The product is not, however, ‘ at 
all uniform in size, and, as preAuously mentioned, rolls are more 
satisfactory if the product is to be coarser than 8 or 10 mesh. 
Also, rolls are better if the material is moist, because ball mills 
can handle only material either relatively dry (under 3 or 4 
per cent water), or else very wet (over 50 per cent water), as 
moist material packs around the balls and cushions them. 

When the production of extreme fines is objectionable and 
the grinding is done wet, efficient work is accomplished by 
closed-circuit grinding, i.e,, by passing the charge through the 
mill with relative rapidity and immediately into some sort of a 
hydraulic classifier. The overflow is taken ofif as finished 
product, while the oversize is returned to the mill or is fed to a 
second mill with smaller balls. Closed-circuit grinding is essen- 
tial when it is desired to obtain a very fine product (325 mesh) 
with practically no oversize. 

Bali mills of the cylindrical and conical types will grind ore 
from a gyratory or disk crusher so that only 2 per cent will be on a 
48-mesh screen and 60 per cent will pass a 200-mesh screen 
with a power consumption of only 10 to 12 kw.-hr. per ton. 

Pebble Mills. — These are merely ball mills whose ball charge 
has been replaced with flint rock or pebbles. Since pebble mills 
are used principally where contamination of the product with 
iron is to be avoided, the shell is usually lined with porcelain, 
flint or burrstone and lifter bars are not present. Pebble mills 
are used in batch operation very extensively for grinding to a 
finer and more uniform product than the usual ball-mill output. 
Pebble mills are used in the manufacture of talc, plate-glass 
sand, ground feldspar for porcelain, etc. 

Tube MiOs. — There is relatively little difference between tube 
mills and ball mills. In general, a tube mill (Fig. 91) may be 
considered as an elongated ball mill, that is to say, a mill that is 
relatively long in comparison with the diameter, in contrast to a 
ball mill that is relatively short in comparison with the diameter. 
The construction, the method of adjustment and the control are 
the same as for ball mills. The difference between the twm 
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machines lies in their different spheres of usefulness, the ball mill 
being suited to fine crushing, granulating and comparatively* 
coarse pulverizing (so that 95 to 98 per cent passes through 50 
or 60 mesh), whereas tube mills are used for still finer pulverizing. 
The tube mill is important in the cement industry, where a large 
quantity of material must be ground to a fine state of subdi\ision 
in equipment that is as simple as possible in design. Tube mills 
vary in size from 10 to 30 ft. in length and from 3 to 8 ft. in 
diameter. A 5- by 26-ft. mill mil grind from 75 to 95 tons of 
medium hard material from 20 mesh to 150 mesh per 24 hr. 



Fig. 91. — Tube mill. 


Compartment Mills. — This mill combines the ball and tube 
mills into one unit, with the objects of simplifying the grinding 
process, saving floor space and reducing installation, operating 
and maintenance costs. The tube-mill section is frequently 
divided hy grids into additional compartments, each compart- 
ment containing balls of a size smaller than those in the preceding 
section. Such mills act as a group of ball mills in series. Some 
mills are capable of receiving and discharging material between 
the compartments, enabling indimdual compartments to be 
operated in closed circuit, 

[Rod Mills. — These differ from ball or tube mills in the use of 
high-carbon steel rods as a grinding medium. The length of a 
rod mill must be about twice the diameter to counteract a 
tendency of the rods to cross and become twisted. Tbe rods 
are usually 2 or 3 in. in diameter. To a greater extent than in 
ball mills, the grinding action consists of a rolling action, rela- 
tively littfe grinding occurring from impact of one rod upon 
another. In consequence, the rod mill is inferior to the ball 
mill for grinding bard or tough materials. The advantages 
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of a rod mill lie in a yery uniform product, decreased power 
consumption, decreased wear and tear on grinding medium and 
liners and the cheaper cost of rods as compared to balls. The 
larger pieces of feed keep the rods apart so that the amount of 
fines is minimized and the grinding action is concentrated on the 
larger particles. On the other hand, rod mills are quite limited 
in application for they can grind only friable solids and the 
maximum particle size of the feed generally does not exceed 1 in. 
Rod mills not only have comparatively small reduction ratios 
but are not suitable for very fine grinding. Rod mills are 
valuable for the mixing of a sticky mass because the weight 
of the rods is sufficient to tear them out of suspension. 

Centrifugal Roll Mills. — The principle of rolling one element 
upon another has heen widely used at all times in the design of 
crushing and grinding machinery. It has been seen that the 
gyratory crusher uses it to some extent, while crushing rolls and 
the Chilean mill are based wholly upon this principle. There 
are a number of other mills that use the same principle in a naodi- 
fied form, by developing the pressure between one element and 
the other by the use of centrifugal force. Most of these mills 
have been designed to meet the necessity that has arisen in certain, 
specific fields, and they are difficult of classification from the 
standpoint of the size of product handled on account of serious 
overlapping. In general, they not only crush the material by 
direct pressure but they also grind by attrition (shear). Some 
roll mills, although not dependent on centrifugal force to develop 
pressure, are so similar in design to centrifugal roll mills that 
they are included in this section. 

Sturtevant Ring Roll . — As mentioned previously, when material 
is to be finely crushed or pulverized, small rolls set close together 
are not economical. To meet this situation, rolls have been 
designed which trav^el rapidly’’ around the interior surface of a 
ring in a manner somewhat similar to that of the gyratory crusher, 
or, conversely, the rolls may be in a fixed position and the outer 
crusliing surface rotated. One machine of this latter type 
is the Sturtev^ant ring-roll mill. The ring has a concave inner 
face which is rotated at a relativ’'ely high speed, and the material 
to be crushed is fed between the ring and one of the rolls. This 
roll has a convex surface and is pressed against the outer ring 
by powerful springs. The material is crushed as it passes 
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between the roll and the ring, and some of the finer material 
is thrown of! through the discharge. Centrifugal force holds a 
large amount of the material on the ring. In this way, the 
material is carried around under successire rolls until it finally 
works its way out of the mill, being crowded out by incoming 
feed. Oversize material is screened in an outside separating 
machine and returned to the mill for further grinding. 

Fuller-Lehigh Mill . — The Fuller-Lehigh mill be designated 

as a centrifugal roll mill in which the roll is replaced by balls 
held in sockets. It has a number of heavy steel balls which are 
rolled at high speed around the inside surface of a grinding ring. 
The material to be ground is fed through a hopper to a screw 
conveyor at the top of the mill, is dumped into a center cage, 
and is then thrown against the ring by the motion of the balls 
and pushers. Attached to the rotating cage is a series of fan 
blades which elevate the finely crushed material and force it 
against the screen directly above the blades. Material that is 
sufficiently fine passes through the screen, whereas the material 
that is too coarse falls back into the crushing zone and is again 
thrown between the balls and rings. The j&neness of material 
from this mill is largely governed by the rate of feed and the screen 
size. When properly adjusted it may be used for very fine grind- 
ing and is widely used for grinding coal for powdered-coal 
burners and for the grinding of cement. 

Eaymond Mill , — The Raymond roller mill shown in Tig. 92 
has been successful very largely because of the fact that the 
mechanical details are well worked out, because it is a complete 
grinding unit and because of the success of its air separator. 
The material is fed in through spout <S (Fig. 92) and is delivered 
to the mill at a uniform rate by the feeder F. It is ground 
between the rollers R and the annular grinding ring B. The 
rolls li are attached to a spider, which is rotated by a shaft 
driven from beneath by bevel gears, and centrifugal force causes 
the rolls to fly outward and crush the material against the station- 
ary annular ring B. These mills are made with two to five 
rolls, depending upon the capacity of mill desired. The material 
that falls from between the roll and the ring is picked up by 
plow P and again driven back into the sphere of crushing action. 
Air is led in through the passages G and picks up t he finely ground 
material and carries it up through the slightly conical dome which 
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encloses the rolls and their shafts. Here the velocity of the air 
is somewhat decreased, allowing the coarser material again to 
drop back between the crushing rolls and the rings, while the fine 
material is carried up through a fan and tangentially into the 
top* of a collector. The tangeitjtial motion, together with the 
decrease in Yelocit}^ due to the increase in cross section, throws 
out the finely ground material, which drops through a slide at the 



bottom of the collector. The air, thus freed of dust, is returned 
to the base of the mill, where it again picks up the finely ground 
material, and the cycle is repeated. 

There are two types of Raymond roller mills, one known as 
the *‘low side” and the other as the "'high side,” the low side 
mill being the one just discussed. The high side mill differs 
from the low side mill in that it has a separator (Pig. 93), placed 
on the mill between the rolls and the fan. The air, laden with 
material that has been ground, passes up between the inner and 
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outer cones in this separator, through gates set at the periphery 
of the base of flie inner cone and into the inner cone. These 
gates may be set at varying angles so that the swirling tangential 
motion imparted to the air may be varied at will. In this inner 
cone there is a separating action similar to that already described 
for the collector. The more tangentially the air is sent to the 
separator, the finer will be the product carried by the air to the 
collector. The coarse material settles to the bottom of this 
inner cone and is again fed to the mill through the two spmiits 
at the bottom of the inner cone. The air, bearing only the finest 
material, is carried through the 
fan and over to a large col- 
lector, where the finely ground 
material is settled out. 

It is thus seen that the air in 
a Haymond roller mill is used 
over and over again. However, 
there is always a small amount 
of air that is unavoidably 
admitted with the feed, and 
this is withdrawn from the 
system through a small pipe 
leading from the return air pipe. I'lo. 93. Raymond separator. 

The dust in this excess air is removed by means of bag filters or 
water sprays. 

The feeder of the Raymond roller mill shown in Tig. 92, page 
282, consists of a hopper under wTich passes a corrugated roll. 
The speed of this corrugated roll may be changed gradually over 
a wide range by a series of pawds operating ratchets. The opera- 
tion of the mill is effectively controlled by regulation of this 
feed device and of the separator gates. 

Being a high-speed machine, this mill is not suited for grinding 
hard, abrasive material, but for many materials, such as litho- 
pone, phosphate^ rock, barytes, limestone, etc., it is extremely well 
suited. It will not handle moist materials or those that soften 
on heating. For example, asphalt or hard pitch cannot be ground 
ill this mill witho'ut foregoing recirculation of the air and sending 
all the air to the bag dust filters. It is one of the best fine- 
grinding pulverizers made, and will handle material ranging from 
ill. in diameter down to material that will all pass a 200-mesli 
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screen. A five-roller mill, which requires 50 hp. to drive the 
mill and 40 hp. to operate the fan, will produce*about 5 tons per 
hr. of material ground so that 90 per cent will pass a 200-mesh 
screen. 

Unless the material being ground is abrasive, maintenance 
eost on these mills is low, although they are run at high speed 
and are used for fine grinding; furthermore, power cost is rela- 
tively law considering the range of fineness over which they 
operate. 

Other Types . — There are a number of roller mills somewhat 
similar in operation to the Raymond, such as the Bradley, the 
Grifldn and the Huntington mills. The Griffin mill has only one 
swinging roll operating against the inner face of the crushing 
ring. 

The Raymond bowl mill is similar to the Sturtevant ring-roll 
Trtill except that the plane of rotation is horizontal and the 
charge moves up the sloping sides of the outer crushing surface 
hy centrifugal force. . 

High Speed Hammer Mills. — In recent years there have 
been developed eommeTcially hammer mills which operate as 
fine pulverizers. As an example, the Mikro-Pulverizer operates 
at speeds as high as 4600 r.p.m. ; is characterized by simple 
installatian, open-circuit operation, easy cleaning, close particle- 
size control and efficient operation in either wet or dry grinding; 
and is capable of extremely fine pulverization. Like other high- 
speed machines, these mills cannot be used to grind abrasive 
materials. 

Attrition Mills. — One of the oldest forms of grinding machines is 
the burxstoiie mill, consisting of two flat stones, one rotating 
on the other. The center part of each of the fiat f aces is slightly 
dished, whereas the outer rim portion is flat. This outer rim is 
known as the “face,” and it is on this face that the grinding is 
accomplished. In order to facilitate grinding action, radial 
grooves are cut from near the center axis of the stone to the 
outer edge, and from these shallower grooves fan out across the 
face. The depth of these grooves is governed by the fineness 
desired. Material is fed dowm through a hole in the center of 
the top stone and is carried outward by centrifugal force and 
by the grooves. As it passes from the center to the outside edge, 
the rubbing action of the stones wears the particles to be crushed 
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by attrition. These mills find considerable use in the paint 
industry, -v^here it is desired to grind to a very fine state of sub- 
division and combine at the same time a mixing or nibbing action. 
The fineness of the product from such mills is controlled by the 
rate of feed, by the dressing of the faces (depth of groove, etc.) 
and by the distance between the two grinding stones. When 
abrasive material is to be handled in such mills, the burrstones 
are replaced by rock emery. Such mills Lave a relativ'ely low 
capacity and high power consumption per ton output. 

Other types of attrition mills may use steel surfaces in place of 
stone or conical surfaces instead of fiat disks, or may rotate 
about a horizontal axis. 

The Microkizeh, ConnoiD Miles, Etc. 

Mills that reduce materials to particle sizes of a few microns 
have opened up new fields. There is some evidence to indicate 
that too fine grinding may occasionally be harmful ; for instance, 
cement needs some particles of super-micron size to give it the 
proper physical qualities. However, grinding to micron sizes 
has resulted in remarkable results in fields such as color dispersion 
and chemical reactivity. 

Mills of this class are termed colloid mills when they are 
designed for wet grinding. As mentioned abov^e, the classifica- 
tion of grinding equipment is not rigorous ; mills of this class may 
be operated as fine pulverizers and a pebble mill may produce 
products of micron size. 

The Micronizer. — This mill has no moving parts. Jets of 
air or high-pressure steam are directed into a short cylindrical 
chamber into which dry feed is introduced. The jets are directed 
in a manner that applies tangential and inwardly directed forces 
to the feed. The tangential motion keeps the feed whirling 
around the circumference of the cylinder, except for particles 
whose size is so small that the inward force overcomes the 
centrifugal force of the particle. When the jet of air strikes 
this whirling suspended mass of feed, the resulting turbulence 
causes the particles to shatter one another, relativel^^ little 
grinding being done against the walls of the cylinder. Small 
particles that are swept to the center of the cylinder already 
have a whirling motion, which is utilized by sending them to an 
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attached air separator before this motion is dissipated. The mill 
takes a feed preferably less than 50 mesh. Wear seems to be 
more seriously affected by the size of the feed particles than by 
the abrasiveness of the niateriah 

The Myer Impact Pulverizer. — This mill is used largely in 
ore grinding to prepare a feed for colloid mills prior to amalgama- 
tion. The material is^ blown by an air jet against anvils. The 
mill operates in open circuit and is simple to install. Most of 
the -wear occurs on the an\dls, which are replaceable. 

Colloid Mills. — These mills serve two purposes; (1) the 
grinding of solid materials to a high degree of dispersion, and 
(2) the ^‘homogeneization^^* of materials existing as two separate 
phases to form colloidal emulsions and suspensions. The opera- 
tion of a colloid mill depends upon the enormous shearing forces 
set up in a liquid him between two surfaces moving relative to 
one another- Such surfaces may consist of disks, cylinders or 
truncated cones and either the two surfaces may rotate in 
opposite directions or one of the surfaces may be stationary. 
Frequently grooves are cut into the surfaces in order that the 
consequent turbulence set up in the liquid film may further aid 
dispersion of the feed. In some mills the surfaces may rotate as 
fast as 20,000 r.p.m, ; with grooved surfaces such high velocities 
are not necessary since the liquid turbulence supplements the 
hydraulic shear. Other types of colloid mills involve beater 
arms which impinge on a liquid surface and intermeshing gears 
between which the feed is passed. 

Hard solids cannot be ground to a high degree of dispersion 
except at a prohibitive cost in power and wear on the apparatus. 
Consequently, colloid mills as grinding agents are used almost 
exclusively for the disintegration of soft solids or the breaking 
down of aggregates of particles of harder solids. The feed 
usually comes to the mill under pressure and consists of a more or 
less coarse suspension of the solid in a liquid, with the general 
addition of a ‘^dispersing agent.” The agent is a substance, 

Tkis second purpose is frequently accomplished in ‘"homogenizers.” 
In an homogenizer ininiiscible liquids are passed simultaneously at high 
pressures through specially designed valves; the emulsification is mechanical 
but there are no moving parts and no grinding surfaces. However, colloid 
mills which are designed expressly for homogeneization to the exclusion of 
grinding are also f requently called homogenizers. 
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selocted according to the nature of the material being ground, 
which preveiits the formation (or reformation) of aggregates. 

Eixamples of the use of colloid mills include incorporation 
of pigments and filler in paints and enamels; compounding 
ingredients for mixing with rubber latex; the manufacture of 
pharmaceutical mixtures and ointments, printing inks, tooth 
paste, cosmetics, etc. ; and the minute dispersion of solids in 
liquids to speed up chemical reactions. 

GEIfERAL CONSIDERATION'S IN THE SELECTION AND LAYOUT OE 

EQUIPMENT 

It is worth while to bring together the more important points 
that should be observed in the selection and layout of grinding 
equipment. These often prove helpful in reducing maintenance 
and in keeping production continuous and the quality of the prod- 
uct uniform. One must not, however, overlook those special 
local conditions which are often controlling in the treatment of 
the individual problem. 

1. Control. — The apparatus should be so adjustable that the 
size of the product delivered can be changed easily over a reasoii- 
able range and so that, once the desired fineness is secured, the 
product will be delivered uniformly and continuously. 

2. Automatic Teed. — The rate of feed is most easily kept uni- 
form by having it automatic, and this results in two advantages : 
first, it helps maintain unifornrity in size of product, and, second, 
it keeps the mill running continuously at maximum capacity. 
The feeding device should be supplied from a large hopper or bin 
which acts as a reservoir to take up fluctuations in operation. 
It is usually advisable to have each unit in a series of machines 
equipped with indi\ddual feed and storage. 

3. Size Reduction by Steps. — In lading out a department for 
crushing and grinding, it is best to operate in successive steps, 
without making the size reduction between the steps too great. 

4. Closed-circuit Operating and By-passing. — The importance 
of these methods of operation must not be underestimated. 

5. Auxiliary Apparatus. — It is always advisable to have the 
auxiliary apparatus, such as elevators, conveyors, screens, etc., 
oversize in capacity. In many crushing and grinding installations 
the output is not limited so much by the grinding mill itself as by 
some elevator, conveyor or screen. Often, in closed circuit 
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grindmgj tbe amount of oYcrsize material that has to be rehandled 
is underestimated in installing this auxiliary equipment. In 
general, when grinding in closed circuit, it is adYisahle to have 
such apparatus possess a capacity of about five times the output 
of the system. 
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CHAPTER X 


MECHANICAL SEPARATIOH 
PART L SOLIDS FROM SOLIDS 

The necessity for separating one solid from another may 
arise from a desire to accomplish either of two results: first, to 
subdiAdde a mass of relatively homogeneous material, existing in 
pieces or particles of different size, into fractions, in each of which 
all individual particles are of approximately the same size; and 
second, to divide a mass composed of two or more individual 
substances into fractions so that each fraction will consist so far 
as possible of but one of the substances. It is seldom that both 
the above purposes can be attained in one operation. 

Obviously, in order to effect a separation of any two materials 
of any sort whatever, there must be found or produced in the indi- 
vidual units making up' the mass some inherent property in 
relation to which these individual units differ. The funda- 
mental properties or conditions most commonly utilized in proc- 
esses of separation are : 

A. Dimensions of units as affecting 

1. Ability to pass through a given opening. 

2. Friction manifested when falling through a resisting 

medium. 

B. Density, w^hich may be either 

1. True specific gra\dty. 

2. Apparent specific gravity maintained for a short 

time. 

C. Other properties: 

1 . Magnetism. 

2. Electrical Conductivity. 

Sieves a.ni) Screens 

Introduction. — Separation according to the first subdivision 
is accomplished by giving the material opportunity either to 
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pass through or to be refused by an opening of definite dimensions. 
If the openings exceed ^ i in. in size, they are generally expressed 
ill terms of the linear dimensions of the largest particle that can 
pass through when the screen is in a horizontal position. When 
dealing with ernshed rock for road building and concrete work, 
it is common practice to describe the size of unit pieces as those 
which will pass through a ring of given diameter. When the 
openings are smaller than } £ in., it has in the past been a general 
practice to speak of the size in terms of the number of square open- 
ings or meshes per linear inch. The latter is manifestly very 
inaccurate, for in a structure ha\dng any definite number of 
openings per linear inch the actual size of the opening will depend 
upon the proportion of the inch that is taken up by the supports. 
Owing to the confusion that has existed in this matter for many 
years, the United States Bureau of Standards, in cooperation 
with certain enterprising users and makers of screens, has adopted 
as a basis for sieve construction a wire having a diameter of 
0.0021 in. When woven into cloth haxing 200 openings per 
lin. in., the dimension of each mesh produced is 0.0029 in. 
(0.0737 mm.). The ratio of the dimensions of the other sieves 
making a series is, of course, a matter of choice. A. very rational 
basis for a screen scale is that proposed years ago by Bittinger, 
namely, that each opening shall he just twice that of the next 
smaller. The ratio of linear dimensions to produce this ratio of 
areas is, therefore, -V^ or 1.414. A very complete set of sieves 
has been produced in accordance with this plan by the W. S. 
Tyler Co. The size of the wire for the sieve cloth is so chosen 
that the ratio of opening above noted produces a relatively 
uniform series of sieves. When it is necessary to obtain a closer 
analysis for the finer sizes than is thus provided, it has been 
proposed to use for sieves ha^dng more than 65 meshes per in. a 
ratio of areas of \/2, or a ratio of linear dimensions of v^. 

The separation of particles of diifferent size by means of a 
screen or sieve is rendered difficult by two factors, both of which 
increase as the particles become smaller. The first of these is 
the cohesion of the individuals, which tends both to carry very 
fine material along with the coarse and to make a number of 
small units function as one large one, thus preventing separation. 
The second is the adhesion of the particles to the structure of the 
screening surface, tending to make the openings smaller, or even 



MECHANICAL SEPARATION 


291 


closing them. A.11 efficient screening system, therefore, provides, 
so far as possible, against the presence of these conditions. 
Since both cohesion and adhesion in a piilverized material are 
functions of the moisture content, it is apparent that, to screen 
easily, the mass must be either Tery dry or mixed 'vmth excess 
vater. A further difficulty encountered in very accurate 
separation is a tendency for the 'wires to spread, thus enlarging 
some openings and closing others. This error is largely elimi- 
nated by proper screen construction and by using a secondary 
protectiYe screen above the fine one to prevent the pounding effect 
of the larger pieces. It is ob\dous that the material to be screened 
must be hept in constant motion; only by giving the particles 
opportunity to take different paths can a separation be effected. 
Care must be exercised that in producing this motion the smaller 
particles are directed toward the openings through which they 
are to pass and not away from them. The violation of this 
principle renders some well-knowm types of apparatus for sepa- 
ration very inefficient. 

G-rizzly- — The simplest device for effecting separation is to 
provide a grating or perforated plate inclined at an angle greater 
than the angle of repose of the material to be separated. Across 
this surface the material is made to pass by the force of gravity, 
the smaller particles falling through while the larger pass over. 
Such an apparatus may be easily made from heavy ^Yedge-shaped 
iron bars held apart by distance blocks and bolted together, 
thus forming a frame generally known as a grizzly. By placing 
the small edge of the wedged-shaped bar downward, the nar- 
row part of the slit is on top and clogging is avoided. Such 
a frame is used in screening coal and crushed rock, and, when 
made from heavy Avire, is employed for hand-separating sand and 
gravel. These types are to be recommended wlicii accurate 
separation is not required and when cheapness of constrii(*tion 
and maintenance is a necessity. As will be explained lator, the 
angle at Avhich a screen of this type is set is an important factor 
in determining the siije of the particles passing tlirougii it. 

"\Then it is necessar^^ to effect more complete separation by such 
an apparatus, the inclination of the screen is made less than the 
angle of re])ose and the material to be screeiifal is proptdled along 
the surface by a motion imparted to the screen. This motion 
may be 
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1. Ilotating. 

2. G^^ratory. 

3. Reciprocating (bumping). 

Rotating Screens. — In a rotating screen, frequently called a 
trommel (Fig. 94), the screening surface may consist of wire 
cloth, perforated metal or iron bars and is formed into a long 
cylinder carried by an axial shaft and radiating arms, or fre- 
quently supported by circular rings riiiining on friction rollers. 
The openings in the cylinder walls may be graded in size, or the 
cylinder may be made in sections, each section ba\nng openings 
of a definite size, so that the screened material may be drawn off 
in a number of fractions. The speed of rotation and the angle 
of inclination are so chosen that the material is carried uniformly 



Fig. 94. — Rotary screen. (Courtesy of Colorado Iron Works Co.) 


forward from the feed to the exhaust end. The efficiency of such 
an apparatus is limited by a number of conditions. First, the 
large pieces at the entrance or fine end of the screen tend to 
spread the meshes and to drive the oversize through the small 
openings- Second, subjecting the fine screen to the impact of 
the heavy pieces greatly decreases its life. Third, the rotation 
of the charge tends to throw the larger pieces to the bottom of the 
layer; and this, it will be noted, is contrary to the relative position 
necessary for insuring the passage of the fine particles through 
the openings. Fourth, a very large percentage (90 per cent) of 
the area of the screen is not in action while the screen is in use. 
Fifth, since the operation depends upon the weight of the particles 
to overcome surface adhesion and to clear the screen when 
inverted, the machine is unsatisfactory for screening small par- 
ticles. The first two objections are met by arranging a number of 
ejdinders, each made of an increasing fineness, in series, so that 
the coarse screen comes first. The undersize of the first cylinder 
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forms the feed for the second, .wliile the oversize from the first 
is shunted off to its respectlTe bin. Space may be economized 
by placing one screen. Tvdthin the others in a series of concentric 
drums. In this arrangement the coarse screen is at the center 
and each succeeding screen passes a finer material. If it is desired 
to operate the screens wet, or to wash the coarse material, as in 
the mining of phosphate rock, water may be introduced from 
orifices in the hollow shaft. In order to eliminate the end thrust 
on the bearings, rotating screens are frequently set with the 
axis horizontal, and the screening surface is made conical or 
pyramidal instead of cylindrical. 

Vibrating Screens. — A large number of so-called shaking or 
^Sibrating^^ screens, using both a reciprocating and a gyratory 
motion to keep the openings free and to propel the charge, are 
available, but it will be possible to mention only a few of the 
types. The success of any vibrating screen depends upon 
maintaining clear, free openings. This may be done better by 
sharp rapid vibration than by any method of simply shaking 
the charge on the screening surface. In screens of this type the 
screen frame should be inclined at an angle less than the angle 
of repose of the material operated upon, in order that an undue 
proportion of fines may not be carried over with the tailings. 
As the slope of the screen is decreased, sharper separation is 
obtained at the expense of capacity, and such flexibility of 
operation is frequently incorporated in these screens. In many 
cases several screens are used, thus multiplying the number of 
products. Fine screens may be shielded by a coarse protecting 
screen to carry the hea\qr particles present in the charge; this 
heavy screen is called a scalper and greatly prolongs the life 
of the working screen by preventing both abrasion and the 
spreading of the wires. 

The Colorado impact screen (Fig. 95) consists of a main 
frame on w^hich is mounted the screening surface held in a 
vibrating frame of wood. This is flexibly supported by a pair 
of elliptical springs which force it upward against four adjustable 
stops. In recent machines a pair of steel cables stretched 
between the ends of the stationary frame are used instead of 
elliptical springs. To this vibrating frame, motion is imparted 
by two ratchets operating as multiple cams keyed to a revolving 
shaft. The effect of the cams is to depress the vibrating frame, 
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'wiiieli snaps sharply upward against the stops when the cams 
release the frame. The meshes of the screen are thus kept 

free, and the charge is dri^ven 
forward. The length of stroke 
and inclination of frame are 
adjustable, and the apparatus 
as a W’hole may be easily 
adapted to wet screening. A 
motion at right angles to the 
face of the screening frame has 
a great advantage in that the 
hea\der particles of the charge 
are thrown to the top, thus 
allowing the ine particles to 
come into immediate contact with the openings through which 
they are intended to pass. 

In the Hum-mer electric screen (Fig. 96), the wire cloth is given 
a positive and rapid vibration by connecting it rigidly to an 



Fig. 95. — Impact screen. 



Fig. 9G. — Hum-mer electrically vibrated screen. {Courtesj/ oj W. S. Tyler Co.) 

armature which is lifted by an electromagnet and repelled by a 
set of springs. The intensity of the \dbration is regulated by 
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adjusting the springs controllmg the recoil of the armature. 
Rapid and efficient separation is thus effected. 

The Moto-Yibro screen is an inclined vibrating screen, built 
with a rigid steel frame on which the screen surface is held taut. 
A sharp rapid vibration of the wire cloth is obtained by tapping 
the screen surface from below with light hammer blows trans- 
mitted by a high-speed short-stroke eccentric. 

Swinging Screens. — It was noted above (page 293) that 
material to be screened must be kept in constant motion and that 
the small particles should be directed toward the openings 
through which they are to pass. This effect is obtained by 
mounting a screen in an essentially horizontal position and 



97. — Rotex vibrating screen. (Courtesy of Orville Simpson Co.} 


swinging or gyrating the screen; the fine material settles next 
to the sieve while the coarse material floats ’’ on top. S'winging 
screens may in addition employ vibration to keep the screen 
clear. 

The Rotex (Fig. 97) and Gyro-Sifter screens involve a unique 
method of vibrating the screens. The frame, containing one 
to five screens, is gyrated by a rotating wheel to which one end 
of the frame is attached. The screens rest in an almost level 
position and the gyratory motion of one end of the frame imparts 
a reciprocating motion to the other end. Below each working 
screen is a coarse wire screen, and the space between these two 
screens is divided into a number of compartments, each contain- 
ing several resilient rubber balls. The seniigyratory motion 
of the frame causes these balls, whose size depends upon the 
material being screened, to be deflected upward either by tlu' 
beveled walls of the compartment or by deflecting rods mounted 
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on the coarse supporting screen. The feed enters through a 
flexible spout at the gyrating end. The screening surfaces are 
arranged with the finest screens at the bottom, and the impact 
of the rubber balls provides vibration to keep the screens clear. 
The coarse screens on the bottom of the ball compartments 
serve only to support the balls ; material that passes through one 
working screen falls through the supporting screen onto the next 
working surface. 

In other types the screens are suspended horizontally and are 
swung in full gyration by eccentric weights revolving about a 
vertical shaft fastened to the screen box. The 
material is pushed along the surfaces of the 
sieves by brushes or heavy tin ^'flights.’' 
Capacity is ^relatively low but unusually fine 
materials may be screened. 

Separation Depending on the’ Difebrence 
IN FRicnoNAL Resistance oe Paeticibs 

To make clear the principles that underlie this 
method of separation, it is necessary to discuss 
the nature and governing laws of the forces that 
tend to oppose the motion of a solid body 
through a fluid. 

Laws of Fluid Motion. — When a small solid 
body moves through a fluid so slowly that the 
latter flows past it in smooth streamlines, with- 
out forming eddies, it is subject to a retarding 
faiHng thi^ug?^^a proportional to the relative velocity T 

fluid: note eddies between the body and the fluid, and to the 
above sphere. absolute viscosity iJL of the fluid. For a smooth 

sphere of diameter D this force is given by Stokes’s law:^^^ 

R^STfi DV (1) 

As the size of the body and its relative velocity increase, 
eddies form, particularly at the sides and in the rear, as shown 
diagrammatically in Fig. 98. In consequence, the resistance due 
to inertia forces becomes large in comparison to the viscous drag, 
and the relation is given by Newton’s 

i2=fcApFV2 



( 2 ) 
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where A is the projected or frontal area of the body, p is the 
density of the fluid and k is a dimensionless factor to be deter- 
mined by experiment.* 

For 'particles having diameters intermediate between ‘^large’ ^ 
and ‘^snaall/’ neither Newton’s nor Stokes’s law holds. The 
situation is handled in a matter analogous to that used for fluid 
flow in pipes, i.e., by defining a dimensionless friction factor/ 
by the following rearranged form of the Fanning equation 
(page 77): 


/— 7 


2R; 


(S) 


Upon comparing Eqs. 1, 2 and 3, it is seen that in the zone of eddy 
resistance / equals k, while for streamline flow / equals 24p/ DVp 
=24/i2o, where Re is the Reynolds number. A plot of / vs. 
Re on logarithmic paper gives a curve having a slope of —1 
in the range where Stokes’s law holds and a curve of zero slope 
where Newton’s law holds, A mass of experimental data 
obtained for the flow of gases or liquids past spheres of various 
diameters and densities is correlated by the curve ABCI> of 
Fig. 99. At very small values of Re, where the particle* 
diameter ^ approaches the order of magnitude of the mean free 
path of the molecules of the fluid, deviations develop, f At 
higher values of Re, ranging from 0.0001 to 0.4, the data are in 
good agreement with Stokes’s law, but at values of Re above 
0.4 the measured values of / arc higher than given by /= 24/i?e,J 
as shown by the cur\"e BC. When Re reaches lOOO, the values 
of / are substantially constant at appi-uvir'.atcly 0.44 until Re 
of 100,000 is reached; beyond Re of 200,000 the values of / are 
somewhat erratic, hut are less than in the range CD. 

Consider now a solid particle in a fluid medium. If at an^" 
instant the force tending to move the particle exceeds the fric- 
tional resistance, the unbalanced part of this force will accelerate 
the particde (according to the law: unbalanced or resultant force 
= mass X acceleration) until it reaches a uniform velocity where 
the frictional resistance just balances the impelling force. If, 
on the other hand, the frictional resistance is greater than 
the impelling force, the particle will be given a negative accelera- 
Newton originally proposed a Talue' of k of 0.43. 

■f Corrections to Stokes’s law haA’e been proposed'*^*"' for this range. 

JThus at Re of lOOO, / is 0.40 instead of 0.024. 
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tion. In any ease, then, a particle of given size and weight f ailing 
freely through a fluid quickly assumes a constant ^'free-settling"’ 
velocity, the magnitude of wliich is. of great importance. It 
may readily be found by equating the frictional and other forces 



Fig. 99. — -Free settling of spheres in liqLuids. 

Curve ABCD'.f ^'igDips—p) /ZpV^ vs, Re=DV pip. 

Curve A'jB' : 4:gp(ps —p) /3p-V^ vs. DV p/p, for obtaining D. 

Curve A"B"C''I>" :4:gD^p{ps~-~p)/Zp- vs. DV p/ix, for obtaining V. 


that are acting on the body, since these must be balanced to give 
uniform motion. 

Grravity is, of course, the impelling force acting on a freely’" fall- 
ing body. LTsing the pre\ious notation, for a spherical particle, 

Fs = TrD^Psg/6 

where ps is the density of the solid. 
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In any fluid medium, however, the solid body is buoyed iip by 
a force equal to the weight of fluid displaced: 

Fh—TcD^pg/^ 

where p is the density of the fluid. 

The resultant force or “residual gravity'’ is then the difference 
of these two 


i^r = ttD® (p, — p)gr /6. 

Equating Fr to F of Eq. 3, noting that the projected area of 
a sphere is tD^/A, gives 


,_ 4:gD(ps—p) 

ZpV^ 


(3a) 


To avoid trial calculations in using Fig. 99, the curve A BCD of 
/ vs. Re can he replotted. Thus, for determining D from the 
measured rate of settling, one uses the curve A 'jB' involving the 
new ordinate //Ee, which equals 

4(7p (p,—p) 

3p2F3 


and from the corresponding abscissa D is readily determined. 
Similarly, for calculating the free-settling velocities attained by 
particles of known diameter, curve A"B"C'^D'' is used, where 
the ordinates are f(Re)^ or 4^Z)V(p» — p)/3/i“. Since all these 
relations are dimensionless, any self-consistent units may be 
employed. Values of the absolute \flscosities of various liquids 
and gases are tabulated on pages 687 to 690. 


Illustration.— Assume tkat spheres having diameters of O.Oo em. and a 
density of 2.65 gm. /e.c. are settling in water (ju=0.01 poises) under fret*- 
settling conditions where the particles do not interfere with each other. 
"What would be the free-settling velocity? 

The ordinates of the curve A"B"€"D'' are 

4^/)3p(p«-p) 4(981)(0.05)K1)(1-65) 

JJA ~ 3(0.01)2 

and the corresponding; abscissa is 40 = f0.05)(y)(l)/(0.01\ whence t' equals 
8.0 cm. /see. 

Tf the same particles settled in air fp=('). 00121 gii^. >.e., 0.00018 

poises), the ordinate is 16,200, Re is 108 and V equals 322 cm. sec. 
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For approximate calculations the curx^e ABCJ> maybe replaced 
by three equations 

From Re of 0.0001 to 2: f=24:JRe. (4) 

From Re of 2 to 500: /=18 .5/Re^'^ (4a) 

From Re of 500 to 200,000: /-0.44. (46) 

where in all cases/ equals 4pZ)(ps— p)/3pF^. 

Bata are also available for the fall of disks, cylinders and 
particles of irregular shapes; the relations are similar to those 
for spheres but the constants depend on the shape of the bodies. 
In the region of eddy resistance 

(5) 

where B is the average diameter of the particle and Ke is a 
constant dependent on the shape of the body but independent 
of the viscosity of the fluid. Upon compar ing E q. 3 a for a sphe re 
with Eq. 5, is found to equal '\/4/3/ = a/ 4/(3)(0.4:4) = 
1.74. For a disk falling with its large face in the horizontal 
plane, Xe equals l,S5\/t/Dj but, when the disk falls edgewise, 
Ke= lS\/t/I>) where t is the thickness. Similarly, in the stream- 
line region 

V^K.gD^{ps-p')/^ ( 6 ) 

where Xs is }'is for a sphere, 3Tt/%4D for a thin disk when 
vertical and 2^^/ 64D for a thin disk when horizontal. 

In the intermediate range neither Eq. 5 nor Eq. 6 applies, and 
one should use an experimentally determined curve similar to 
Fig. 99. 

Applications . — To make use of these relations in separating 
particles of a given density into a number of different sizes, one 
may arrange a system like that shown in Fig. 100. The stream 
of water brings in pulverized material through a shallow trough 
which empties into a comparatively deep box. The box is so 
designed that the water has a fairly uniform horizontal velocity 
throughout. The larger particles fall rapidly into the first 
compartment in the bottom, while successively smaller particles 
are carried farther and farther horizontally into different com- 
partments before they finally reach the bottom. The finest 
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particles are carried over the edge of the box before the3' have 
time to settle. 

To make a reasonably sharp separation, several points must 
be observed: the distance b 
must be large compared with 
a, otherwise particles com- 
ing in at the top of the 
stream would go into a more 
distant compartment than 
those of the same size enter- 
ing at the bottom; the feed 
should enter smoothly at a 
uniform low velocity; the 
horizontal current in the box should be steady and fairly uniform. 

Yery frequently this method, using either air or water as the 
fluid, is used to divide the pulverized solids into but two classes, 
the finer of which is carried over the side, while the coarser 
remains in the box. Another way to accomplish the same 
separation is to employ a rising current of fluid with a veIoeit3^ 
just greater than the free-falling velocity of the largest particles 
that it is desired to remove. These particles and smaller ones 
will then be carried up and out, while the larger ones settle 
slowly. 

Probably the greatest use for this method of separation into 
two parts is in connection with the operations of crushing and 
grinding. As was pointed out under the discussion of the factors 
controlling the efficiency of fine grinding, it is essential for the 
best results that each particle be removed from contact with the 
grinding surfaces and be carried out of the machine as soon as it 
has become sufficiently small. In man3^ stamp and pebble mills 
this is accomplished by passing a stream of water through the 
mill to carry away the fines in accordance with the principles 
above enunciated. Screens are usually emplo3’ed to prev’ent 
the removal of particles not yet ground fine enough. Sharp 
separation by settling alone is impossible on account of the 
variations in velocity caUvSed by irregular cross section and the* 
motion of the grinding mechanism. 

A stream of air is also used to effect the same sort of separation 
ill various types of pulverizers. Screens arc sometimes used 
here also, but they tend to clog, and it is often found better to 
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remove the oversize particles by enlarging the cross section 
of the air duct, in this way reducing the velocity sufficiently 
for the large particles to settle and be returned to the mill, 
while the smaller ones are carried on to larger settling chambers, 
bag filters, etc. 

An example of separation by means of screens is found in the 
Fuller-Lehigh pulverizer, page 281. In machines of this class a 
rapid circulation of air is obtained by attaching to the main 
rotating shaft four blades which constantly lift the fine particles 
from the zone of active crushing through a fine screen set around 
the upper or ‘'separator'^ portion .of the mill. Particles too 
coarse to be easily carried through this screen are returned by 
gravity to the further action of the crushing rolls. 

The Baymond roller mill (Fig. 92) illustrates the utilization 
of air separation of the fine particles as soon as formed as a means 
of increasing the efficiency of grinding. A continuous current of 
air is drawn up between the crushing surfaces into a separator 
placed immediately over the mill. The diameter of the separator 
increases rapidly as it rises so that the velocity of the air current 
decreases and allows the larger pieces to fall back into the grind- 
ing zone -directly- At the top of the separator the air current 
is deflected into an interior cone where further separation takes 
place; that which fails to stay in suspension falls again into the 
mill proper. Such a grinding device requires a very effective 
separator to arrest the product in the receiving chamber; 
mechanism for this purpose will be described on page 314. 

There are a number of machines now on the market, built 
independently of any grinding apparatus, based upon this 
principle of air separation. The material passes first into a 
constricted area in order that a high initial velocity may he 
imparted to it. The cross-sectional area of the separator must 
then rapidly increase, allowing the mr velocity to fall. Only 
those particles which at the lowest velocity maintain a frictional 
resistance greater than the force due to gravity are carried out 
of the separator into the final collector. These air separators 
are generally designed for materials finer than 40 mesh. 

Sepaeation Due to Difference int Specific G^avitt 

The separation of material that is composed of substances 
having different specific gravities presents a problem that has 
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been ^vorked out ia much detail in the broad and important field 
of metallurgy. As a rule, the ore or valuable part of a mineral 
deposit possesses a specific gravity different from the worthless 
part or gangue, and it would seem a relatively simple task to 
effect a separation by making use of the difference in the velocity 
of fall through a resisting medium. Three important difficulties, 
however, are met. First, the dimensions i> for all particles in 
the lot to be separated must be very nearly the same, and the 
close screening of the raw material required to accomplish 
this result is relatively expensive. Second , some of the grains 
consist of both mineral and gangue and therefore have a specific 
gravity between that of the pure constituents. Third, some 
of the* particles are so small that they no longer obey Newton's 
law of settling, Eq. 5. 

Free Settling. — From the relationships between linear dimen- 
sions and density already noted, it follow^s that two bodie.s 
of different dimensions Di and i >2 and of different densities 
pi and p 2 , when falling through a medium of density p, will attain 
equal velocities when the inverse ratio 



is satisfied. From Eqs. 5 and 6 it is seen that n will be 1 in the 
eddy-resistance zone and in the range of streamline fall. 
Since better results are obtained with the larger value of n, 
it is preferable to operate in the zone of eddy resistance. 

The dimensions given by Eq. 7 axe the limiting values which 
particles of two substances with densities pi and p 2 can have 
if separation by falling through the medium is to he carried out. 
So long as the diameter ratio is less than this, the smallest 
particle of the heavier substance will attain a final velocity greater 
than the largest particle of the lighter substance, and separation is 
possible. Hence, if a pulverized mass is sized by passing t hrough 
a set of screens, the fraction on any one screen can be separated 
into its own components by settling, if the ratio of the largest 
particle to the smallest is not greater than is indicated by Eq. 7. 
Obviously, how^ever, the more nearly these particles are of the 
same dimensions, the more nearly equal will be the frictional 
resistance of falling, and hence the greater will be the difference in 
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the rates of fall. The ratio of the size of opening or mesh in the 
larger screen to the next smaller is called the sieve scale and has 
already been discussed on page 289. It is clear that the selection 
of those screens which must be employed will differ for each set 
of substances and is determined by Eq. (7). For practical pur- 
poses, when water is the fluid medium, this may be written 
Di/D 2 = iS 2 —l) / (Si-'l), and, when air is used, Dj./D 2 = Bi, 
%vhere B is the specific gravity of the solid. It is evident, there- 
fore, that, when the specific gravities are not widely diflerent, the 
sieve scale must be considerably smaller for separation in air than 
for separation in water. The ratio of the diameters of grains of a 
iiumber of minerals having equal free-settling velocities has been 
determined by Eichards.<®> From a number of analyses of 
quartz and galena ranging from grains having diameters from 
2 to 0.5 mm., this ratio of diameters was found to be from 3 to 
3.7. That calculated from Eq. 7 is in this case about 4, the 
specific gramties being 2.65 and 7.5, respectively. It is some- 
times expedient to suspend in the winter a material so fine that 
the mixture behaves as a liquid with a density materially greater 
than w’ater. This principle seems not to have been sujfiiciently 
applied to determine its real value. 

Since quartz and galena differ more in specific gravity than 
the majority of ores, in general, excessively close screening 
would be necessary in order to make possible a satisfactory 
separation by free settling. Another objection to this method 
lies in the fact that’ if ^‘free-settling conditions” (f.e., con- 
ditions such that there is practically no interference between 
the falling particles) are to be maintained in any apparatus, the 
capacity of a given separating system for solids must be rather 
small compared to its volume. For these reasons a modified 
system of separation, known as hindered settling, is very much 
used in metallurgical work. 

Hindered Settling. — There are a number of methods of separa- 
tion which, while markedly different in apparatus and details of 
operation, nevertheless involve the same basic principles of 
hindered settling. This may be defined as settling under condi- 
tions designed to crowd the particles close together and cause 
interference between them. 

Two principal advantages are found common to almost all 
the variations of this method : 
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First, it greatly increases the capacity of any separating 
sy^stem. 

Second, it sets ap a scale of ^^equal hindered settling particles’'’ 
where the ratio of the diameters of the light and heaw particles 
which settle at the same rate is often nearly twice as great 
as before. This renders possible either a much more perfect 
separation for a gi-ven set of conditions or a satisfactory separation 
with a wider range of sizes. In this connection it is evident t hat 
the contiiinal interference and agitation to which the grains are 
subjected in hindered settling prevent the formation of agglomer- 
ates by the small particles w'hich would then be classified with 
the larger sizes. 

Hydraulic Jig. — ^The increased ease of separation obtained 
with hindered settling is due to several causes which may well be 
considered in the operation of a jig, one of the simplest and most 
widely used of all hydraulic separators- Tigure IDl, page 306, 
shows side and end sections of a single compartment in a series of 
wooden jigs. The plunger has a fairly rapid reciprocating mot ion 
which keeps the water going up and down through the sieve. 
Assume that the feed contains particles of galena (sp. gr. 7.5) 
and quartz (sp. gr. 2.65) which separate into four groups. 

1. The tailings — medium and fine particles of quartz and very 
fine particles of galena, which pass out with the effluent water 
to the next compartment. 

2. The middlings ^ — large particles of quartz which form the 
top layer of the bed of ore on the sieve, mixed with some medium- 
sized galena which has not yet worked its way through to the 
bottom. Middlings are raked off intermittently and sent hack 
to the crusher. 

3. The coarse concentrate — galena particles w’hich are too large 
to pass through the sieve and which form a layer just above it. 
They may he removed automatically or raked off after the 
middlings. A few pieces are always left to form a bed for the 
next run. 

4. The fine concentrate — small particles of galena which have 
passed the sieve and collected in the hopper. This is the chief 
product of the jig and is taken out through a gate in the side 
of the hopper. 

It is evident that the bed of middlings, which is kept in a state 
of agitation or ^‘teetering,’’ operates somewhat as a screen, 
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allo%ving small galeaa particles to slip doi\ai through the chan- 
nels but refusing the larger quartz, which has, however, the same 
free-settling velocity. 

Another effect is added to this screening when the upward 
rush of water lifts the mass of particles off the screen. The 
heavier particles then drop through the fluid, and under such 
conditions of teetering’’ the specific gravity of the mixture of 
water and sand is greater than that of water alone. This average 
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T'ig. 101. — Hydraulic jig. 


specific gravity would be recorded by a hydrometer placed in 
the suspension, since a mixture of water and sand would be dis- 
placed, but it must be realized that to obtain an average specific 
graAdty greater than unity the particles must he heavier than 
water and must be suspended in water, not at rest on the screen. 
As a corollary to this it follows that the particles must have a 
downward velocity relative to the water. This greater specific 
gravity increases the ratio of diameters of equal settling particles 
so that much better separation is possible. Richards calculates 
hindered settling ratios for quartz and galena by using the 
average specific gravity of the sorting bed, which is 1.5. Under 
these conditions 
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which checks fairly well with the results of his experiments. 

The function of the pulsating; or upward-moving current is 
not to separate the partiedes hy any difference in the acceleration 
given to the dififereiit-sized particles (as sometimes stated) but 
solely to keep the particles in suspension and thus increase the 
apparent density of the separating mediuiu. 

Jigs are used extensively on relatively coarse materials and 
to some extent on finer products. 

Wilfley Table- — Yarious types of riffles are employed for the 
separation of fine sands, the simplest type being constructed of 
blocks or bars across the bottom of a sluiceway. The Wilfley 
table usually consists of a nearly horizontal table with pmrallel 
cleats or riffles along its surfaces, equipped with an eccentric 
and springs or similar devices at one end to give a longitudinal 
jerking motion to the whole. The ore is fed at the highest corner 
and water from a pipe along the upper side floats the lighter 
particles with it across the table while the heavier mineral is 
caught by the riffles and carried down the length of the table by 
the jerking motion, imparted to it. 

The Yanner, which is used for sands and slimes, consists of 
an endless belt running up a slight incline which is given a shak- 
ing motion in the plane of the belt. Water flowing down the 
belt removes the lighter mineral while the heavier is carried to 
the upper end and discharged. 

Hydraulic Classijication and Hydra ulic Separation 

Prom the preceding discussion of free and hindered settling 
it should be clear that, to effect the separation of two admixed 
solid materials of differing specific gravity, it is necessary that the 
ratio of diameter of the largest particles of light material to that 
of the smallest particles of heavy materials shall not exceed a 
definite value, a value that is greater in the case of liindcretl 
settling than in the case of free settling, but still definite and not 
very large. It is, therefore, imperative that hydraulic separation 
be preceded by some sort of sizing operation and obviously 
screening is the sizing method that first suggests itself. It has 
already been pointe^d out that screening is an expensi\'e operation 
and one in which the exact control of sizing of particles is difficult 
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to obtain. Expense and difficulty of sharp separation in screen- 
ing increase very greatly as the particles to be separated decrease 
in size. Thus, for other than reasonably costly finished products, 
screening operations below 20 mesh become inrpracticable on a 
commercial scale. It is, therefore, necessary to substitute for 
screening some cheaper method of sizing. 

Hydraulic Classification. — ^The method employed to avoid the 
difficulties of exact sizing by screening of fine materials in large 
quantities is to subject the materials first to a separation by 
free settling, the fractions obtained by this method being then 
subsequently separated into the component materials by hin- 
dered settling. If a mass of two materials, the particles of which 
vary in size between definite but widely separated limits, is 
subjected to free settling, the materials can be divided into 
fractions; the fraction containing the largest particles can be 
made to consist of the heavy material only; the fraction contain- 
ing the smallest particles can be made to consist of the light 
material only ; but in all intermediate fractions the largest par- 
ticles will consist of light material only and the smallest particles 
of heavy material only, while the intermediate sizes will consist 
of particles of both materials. 

If, now, each fraction obtained by free settling has been so 
controlled that the ratio of diameters of the largest particles in 
that fraction to the smallest does not exceed the hindered settling 
ratio for the two materials, these fractions obtained by free 
settling may be subjected to hindered settling, thereby securing 
complete separation of the material. 

Preliminary free settling, utilized as above outlined to secure 
the sizing of the particles to be separated preliminary to the final 
separation, is spoheii of as hydraulic classification. The sub- 
sequent separation by hindered settling is described as hydraulic 
separation. 

Hydraulic classification is less efficient than screening in that 
in each fraction the particles of both materials are not uniformly 
graded from the smallest sizes to the largest, but, as stated above, 
the largest sized particles are of light material only. The amount 
ol heavy mineral obtained by subsequent hydraulic separation, is, 
tht‘refore, less in the former case than would be obtained by 
treating the screened fractions. On the other hand, the avoid- 
ance ol the difficulties of screening operations, especially for fine 
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fractions, so far outweighs this disadvantage that hydraulic 
classification as a means of sizing preliminary to hv'draiilie sepa- 
ration is very widely used in mining practice. 

Spitzkasten, -Possibly the oldest classifying deviee, and one 
yet much in vogue, is called a spitzkasten. In its simplest fonii 
it consists of a series of inverted pyramidal or conical l)oxes, 
each succeeding box being both larger and dee^x^r than the first 
(Fig. 102) . The ‘‘ pulp ” (as the mixture of fine raw ore and water 



Fig. 102. — Spitzkastens. 


is called) is allowed to flow in at one edge of each box and across 
to the opposite side and into the next box. The increasing cross 
section and depth produce a decrease in the rate of flow as the 
mass passes from the narrow to the broad end, and thus m more 
or less complete separation is effected. The classified ore is 
drawn off at the apex of each box, while the very fine, alm»>si 
colloidal particles or “slimes” flow from the top of the last Ix^x to 
suitable collectors. Most modern classifiers introduce at tli.c 
apex of each box an additional stream of water known as hyd mulu' 
water. By this meens not only is a sharper (dassifieation 
obtained, but a considerable measure of concent rat h>u, oe., 
separation of the heavier mineral from the liglitt'r gaiigue, is 
effected. Obviously a great number of variations and luodifim- 
tioiis can be introduced into such a type of :i|)paratus; but it the 
principle is understood, the different factors may be changed t<j 
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suit the conditions at hand. Coal-washing machines operate 
on this principle, but in this case it is the valuable part that 
floats off, -wiiile the slate and pyrites settle out first; moreover, 
the coal has already been screened and in this case the apparatus 
operates as a separator. 

Bon Classifier. — When it is necessary to separate a relatively 
large amount of fine material from coarse, as in classifying the 
product of a tube mill grinding in water, involving, however, no 
separation of materials, machines of special design are available. 
The Dorr classifier (Fig. 103) can be noted as an example. This 
machine consists of an inclined settling box in which the heavy 



Fia. 103. — Dorr classifier. 


material, which a predetermined current of water fails to carry 
over the discharge end, is continually removed by the action of 
iiiechanically operated rakes which push it up the incline. 
Other types of classifiers use a revolving helix or spiral in place 
of rakes. The heavy material goes again to the pulverizers, 
while the slime is ready for treatment. 

An important use of the Dorr classifier in the chemical field 
is for the countercurrent extraction of solids by liquids. 

Separation Due to Temporary Change in Specific 
Gravity; Flotation Process 

T!u‘ apparent spec*ific gravity of a material of porous structure 
(such as crushed coke) is much less than the real specific gravity 
of the solid, owing to air that is entrapped in and around the 
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particle, and frequently a relatively’- liea\'y material, even tliough 
coarse, may be made, to ftoat on water. Some siibstanees, 
notably the metallic* sulfides, po.'=5sess the peculiar property of 
assuming a false specific gravity due, apparently, to their lack of 
adhesion to water and their ability to cling to a film of air or otlier 
gas. If properly introduced onto a moving strt^am of water, the 
valuable sulfide ’may be floated away from tlie much heavier 
gangue. This ability possessed by the metallic sulfides to cling 
to an air bubble and to be in this way transp)orted to the top of 
the stream and thus separated forms tlie basis of a most irnix^rtaiit 
method of mineral concentration known as flotatioii. The 
selectivity or ^^preferential affinity” of the mineral for the air 
bubble, as compared to that of the particles of gangue, can be 
greatly increased by the addition to the admixture of crushed 
ore and water (pulp) of a very small amoimt of a large variety of 
substances, mostly organic in nature. Thus as little as 0.1 lb. 
of such widely differing compounds as the insoluble diazo-amino- 
benzene or the very soluble sodium-ethyl-xanthate to 1 ton of 
ore suspended in 5 tons of water effects a recovery of 93 per cent 
of the copper sulfides when contained in an ore carrying as little 
as 1 per cent of these minerals. In order to form bubbles of 
sufficient permanency to hold the sulfides until the mineral4>ear-« 
ing froth can be removed, a very small amount (0.2 or 9.3 lb. 
per ton) of certain oils, for example, steam-distilled pine oil, is 
also added to the ore-water mixture. 

The air bubbles used to transport the mineral to the top 
of the containing vessels are produced within the pulp either 
by beating in air through violent agitation or by forcing air 
into the pulp from below through a porous membrane; some- 
times a combination of both method.^ is employed. 

The device used to effect separation in this w’ay is generally 
a series of compartments of the spitzkasten type in which the 
gangue sinks to the bottom and eventually is discarded while 
the valuable mineral is drawn off into separate channels and 
is finally recovered by use of a continuous vacuum filter. Tills 
method of concentration has proved to be a most valuable one 
for sulfide ores of quite diverse character. There uliviously 
exists the possibility of conve^rting oxides or carbonates, whicli 
in themselves refuse separation, into the tX)rr(*s])onding sulfides 
and subsequently separating by this fiotatiiju principle. 
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A number of different flotation processes are in successful 
operation, but none of the many theories adA'aneed to explain 
the observed phenomena has yet been generally accepted as 
applicable to all cases. 

Other Methohs 

1. Separation 3>tie to Magnetism.— The attraction that an 
electromagnet has for many metallic bodies has long formed the 
basis of a method for removing such substances from comminuted 
or ground material. Thus rags before being fed to a pulp 
digester, or grain before milling, can be freed from adventitious 
particles of iron by passing the stock in a thin stream over a 
rotating magnet. The same principle may be employed in 
separating finely ground minerals which are more or less mag- 
netic from the gangue which is nonmagnetic. Separation 
may be effected by subjecting the pulverized material to the 
influence of the magnet in four ways. 

1. Separation by deflection while falling through air. 

2. Separation by deflection from a nioxing belt. 

3. Separation by adhesion to the moving magnet. 

4. Separation while suspended in water. 

Machines are available constructed on each of these four 
plans. 

2. Separation Based upon. Electrical Conductivity. — When a 
particle, itself an electrical conductor, comes into contact with 
a highly charged surface, it instantly assumes a charge of the same 
sign and is strongly repelled from the surface. If it is a noncon- 
ductor of electricity, the particle remains on the surface until 
it is removed, either mechanically or by the withdrawal of the 
support. Although theory requires only that one substance be a 
better conductor than the other to make separation possible,' 
practically this difference must be quite appreciable. If, how- 
ever, the mass is charged to a high potential of the sign opposite 
to that of the separator surface, the better conductor is more 
quickly discharged and again charged with the sign of the surface 
and repelled, while tlie poorer conductor adheres to the surface 
for some longer interval of time, and thus a sharper separation is 
made possible. The Huff electrostatic separator is a good 
example of this type of apparatus; its principle is shoAvn in 
Fig. 104. 
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Huff Separator. — The fine mix feeds from a hopper H onto a 
metal plate 21 which is grounded. A copper wire at liigh 
potential inside the wooden electrode E gives a strong silent 
discharge between E and Jf. The better condiietiiig particles 
A are more infill eneed by this discharge 
and are drawn out farther toward E 
while the poor eoiiductors C drop 
directly, A mixture of A and C is 
collected in compartment B. 

Electrostatic separation is a proc*ess 
that would seem to have an unique 
principle not yet fully developed. 

PART II. SOLIDS FROM GASES 

Settling Chambers. — Owing to the 
relatively slight resistance offered to the 
fall of a solid body by gas, difficulty in 
separation of the two is eiicoiiiitexed 
only when the solid is so finely divided 
that the area of each particle is very large compared to its mass. 
For a great mjj;iiy years a simple settling chamber was all that was 
empiloyed for most cases. Such an apparatus is generally a 
rectangular box of dimensions such that the volume of gas may 
pass through at a relatively low velocity". (3bviously the rate of 
passage must be sufficiently slow to allow time for the smallest 
particle of solid which is to be removed to fall from the top of the 
chamber to the bottom; if it does not reach a support before it 
arrives at the end of the chamber, it is again caught up in the gas 
current and swept out of the chamber. But such a sinrply con- 
structed chamber is generally fatal to efficient separation if the 
volume of the gas to be handled is large. It can be seen, however, 
that it is necessary only to shorten the path through which earli 
particle must fall in order to reach a lodging place, in order to 
increase the capacity and efficiency of such an apparatus. This 
can be done by providing the chamber with a series of paralltd 
shelves running lengthwise. Little resistance to the flow of gas 
is thus introduced,* while the lodgment of each particle of solid 
of a given size is assured before tlie exit end t>t the chamber is 

^This is true, despite tlie p;reat decrease in Iwdraulic radius, since in any 
case the gas velocity is very small. 


\1 



Flu. 104. — Huff S£*parator. 
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reached. It is neeessar;^^ to pass substantially^ an equal rolume 
of gas between each of the shelves in order that the apparatus 
may be operated at its maximum capacity. The Howard dust 
collector embodies the above principle and insures an even dis- 
tribution of gas automatically in this ingenious way. Such 
separators are admirably adapted fox burner and roaster gases 
and are quite extensively employed. 

Centdftigal Separators. — Instead of gravitation, centrifugal 
force may be used to separate the solid particles from the gas 
current. While the force tending to throw the particles away 
from the center may be made very great by maintaining a high 
peripheral velocity, provision must be made for withdrawing the 
separated dust from the sides of the container without allowing 
it to be again caught by the incoming gas. 

A common centrifugal separator is the cyclone dust collector. 
It consists of a vertical cylinder provided with a bottom cone for 
receiving the product and a pipe at the top which projects inside 
for the length of the cylinder. Dust-laden gas enters tangentially 
at the top of the cylinder and spirals down to the end of the pipe. 
The solid particles are thrown against the walls of the cylinder 
and drop by gravity into the cone, while the dust-free air passes 
up the pipe to the fan. By removing the solid particles before the 
gas current reaches the fan, deterioration of the latter due to 
abrasion is practically eliminated, depending, of course, on the 
completeness of the separation. One of a variety of more 
complex separators has been discussed on page 282. 

Bag Filters. — The fact that solids as small as ordinary bacteria 
maybe separated from air by passing it through a layer of cotton 
wool or heavy loosely woven cotton cloth indicates the efficiency 
of a filter medium of this kind. Doubtless the removal of the 
bacteria is due more to their impact and subsequent adherence 
to the fiber than to a screening action; but this principle may be 
used both when a large amount of very fine particles is to be 
removed from a limited amount of gas, as in the manufacture of 
zinc oxide, and when a very little solid is taken from a large 
volume of gas, as in the filtration of air. Bag filters are simple of 
construction and find considerable use in the zinc industry and in 
other cases when the particles are very fine' and centrifugal sepa- 
ration is not applicable. 

Separation by Impact with Water. — Separation occasioned by 
letting the gas and solid particles come in contact with a wet 
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surface on wMch the particles will oliiig may be made very 
effective. By having the liquid actually flow over the impact 
surface, the solids are not only reinoveal from the gas, but are con- 
tinually carried away. An important element in design in any 
gas-cleaning device of this kind is to provide for a constant 
deformation of the gas volume as it passes tlirough the apparatus. 
Thus a gas bubble may carry in suspxuision fine particles of a 
soluble salt and yet pass through water with the loss of only the 
relatively small portion of the solid which is near the surface of 
the biibhle. * It is only when the bubble is split up or deformed 
that the portion originally at the center can be brought in con- 
tact with the dissolving or adhering medium and a cleansing of 
the gas can be effected. The gas washers in steel mills illustrate 
this principle. 

Instead of having the gas impinge upon a wet surface, the 
action can be reversed and drops of a liquid may be moved 
through the gas. Thus very effective cleansing can be obtaintnl 
if a filne spray of water is forced through a current of gas moving 
in an opposite direction. If the dust is very fine, however, much 
will pass any of these washers when the vedoeity is high. The 
fact that upon condensation a vapor will dexiosit first upon 
dust particles as nuclei may be utilized in depriving a gas of all 
its dust. By saturating air with water vapor and then condens- 
ing out a portion, the dust particles are carried down. 

Cottrell Separators. — An effective method for separating 
very fine particles of solids or liquids from a gas has been devel- 
oped by Cottrell. Gas molecules can be ionizt^d by a, ^ and y 
rays and the brush and corona discharges from high potential 
electrodes. The gas is thus ionized in CottrelFs apparatus 
by passing it between a series of electrodes which maintain 
a silent or glow discharge. The very small dust particles are 
given an electrical charge by contact with the ioniztHii gas and 
collect together. As the gas and dust pass farther along, they 
come under the influence of a second series of electrodes with 
rectified high-voltage’ discharge. The dust aggregations are 
attracted to one of these electrodes and deposited there. 

PART III. LIQUIDS FROM LIQUIDS 

Decantation. — The means employed for stq)aratiiig one liquid 
from another depends upon whether or nut the two liquids are 
miscible. If they are not, and do not form an emulsion, it is 
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necessary only to provide an opportunity for tlie two to separate 
into layers, according to their specific gravities, and to draw these 
two layers off from different levels. Por intermittent separation 
a discharge pipe set' in a swivel joint inside the tank is very 
convenient. The end of this pipe either may be attached to a 
float, which insures the inlet end of the pipe being always just 
a little below the surface of the liquid, or may be lowered hy a 
chain. Alternatively, a flexible tube attached to the exit pipe 
may be employed. 

If the two liquids are so nearly the same in density that they 
do not easily separate, it is sometimes expedient to add a sub- 
stance soluble in but one in order that it may acquire a specific 
gravity materially greater than the other. 

Centrifugal Force. — If the force of gravity alone is not suffi- 
cient to separate two liquids, as is the case in many emulsions, 
or if separation by gravity is too slow% centrifugal force may be 
employed. "VVben the mixture is fed into a container that is 
rotating at a high rate of speed, the heavier liquid is thrown to the 
outside of the vessel, while the lighter remains in the center. The 
two vertical layers will rise to the top of the rotating vessel as 
the operation continues, and, by suspending a diaphragm into the 
dividing lines, the two may be drawn off from separate exit 
spouts. The DcLaval cream separator was the first apparatus 
designed for this purpose and its extensive introduction has revo- 
lutionized the milk industry. 

When the liquids are miscible, separation as a rule depends 
upon a difference in the vapor pressure of the constituents. The 
utilization of this property is the basis of the operation known as 
distillation, which is so important as to require for its treatment 
a separate chapter. 

Other Methods.^ — Sometimes the solvent power of one liquid 
for another can be so changed by the addition of a third body as 
to make separation possible. Examples of this are the separation 
^ of ether and water and of methyl alcohol and acetone by the 
addition of a matc^rial that wdll depress the solubility of one 
liquid in the other. 

PART rV. LIQUIDS FROM G-ASES 

Entrainment. — When liquids are carried in suspension by 
gases, the phenomenon is geiuvally spoken of as entrainment 
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and usually occurs as one of the factors in a more general prob- 
lem. When a gas is formed from a boiling or decomposing liquid., 
it is not uncommon to have some of the liquid carried out of the 
container by the gas in the form of a fine spray from the bursting 
babbles. Thus in steam boilers finely divided liquid "water is 
sometimes carried -with the water vapor; also, in the destruc- 
tive distillation of substances such as soft coal, the coal gas vill 
carry with great tenacity a small portion of liquid tar. Separa- 
tion in these cases depends largely upon the principle of liavdng 
the drop of liquid hit and adhere to a solid surface or baffle plate. 
This may or may not he wet and self-cleansing as in the apparatus 
already described for separating solids from gases. 

Dissolved Gases. — From a practical standpoint, gases are 
carried by liquids only when in solution and are separated either 

by 

1. Chemical combination and precipitation, or 

2. Inducing the gaseous constituent to assume the vapor 
phase. 

The means of accomplishing separation according to the first 
method are so simple and so closely allied to separation of solids 
from liquids as to need little treatment here. Thus hydrogen 
sulfide is removed from water by adding a little ferrous sulfate, 
and carbon dioxide by a slight excess of calcium hydrate. 

The second method requires a disturbing of the equilibrium 
existing between the gas and the liquid. This may be done by 
heating the liquid, thus lowering the solubility, or by passing an 
insoluble gas through the liquid, thus sweeping out the gas, or by 
placing the liquid under a vacuum. * 

PART V. GASES FROM GASES 

A mixture of gases may be more or less completely separated 
by three methods: 

1. Rate of diffusion through a membrane. 

2. Selective absorption and adsorption. 

3. Fractional condensation. 

Diffusion- — According to Graham’s law, for a gi\'en mem- 
brane, the linear velocity of the diffusing gas is directly propor- 
tional to the diifercnce in partial pressure of tlit‘ gas in que.'^tioii 
between the two sides of the membrane and to the square root of 
See Cliaps. XlIV , XV aitd XV I. 
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the absolute temperature of the gas, and inversely proportional to 
the thickness of the membrane and the square root of the molec- 
ular weight of the diffusing gas. The coefficient of proportion- 
ality is determined experimentally for each material, and is 
doubtless a function of the percentage of voids in the mem- 
brane. Although it is easy to carry out such separation experi- 
mentally, no technical method of importance has as yet been 
introduced. It would seem that a valuable field of work lies here 
untilled. 

Selective Absorption and Adsorption. — The separation of 
gases through the principle of selective absorption is well illus- 
trated in the modern methods of gas analysis, and is of wide 
application. The most important factor in the design of the 
apparatus for this purpose is that which provides for the intimate 
contact of the absorbing liquid and the gas. 

The principles of operation here are essentially those of the 
absorption of gases, which are taken up elsewhere. 

The use of solids in the selective adsorption of gases is illus- 
trated by the army ga.s mask. 

Fractional Condensation. — While theoretically it may be pos- 
sible to separate two gases by applying such a pressure and 
temperature that one will condense to a liquid, and not the other,- 
it is found in practice easier to condense the gaseous mixture as 
a whole, and subsequently to separate by fractional distillation. 
The treatment of ‘this method of separation will be found under 
Distillation. Examples of this method are seen in the recovery of 
oxygen and nitrogen from the atmosphere, or of helium from 
natural gas. 


PART VI. SOLIDS FROM LIQUIDS 

The many important devices that are in use for separating 
suspended solids from liquids may be studied under two' general 
beads: first, those in which the liquid is still and the solids 
move through it and settle to the bottom of the container owing 
to the force of gravity; second, those in which the liquid passes 
through a porous membrane of such character that the solid is 
ndaiued. The membrane may be of the most diverse character 
and varies from a tower filled with coarse charcoal to a plate of 
unglazed porcelain with almost microscopic openings. A further 
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classification may be made according to the cdiaract^^r of the 
force that drives the liquid through the membrane. 

1- Sedimentation. — As has been shown, the factors that con- 
trol the movement of a solid body through a resisting* medium 
are the size and specific gravity of the particle and the density 
and viscosity of the medium. 

The viscosity of the medium may be greatly changed by a 
change in its temperatiare, and the rate of sedimentation thus 
modified. Manifestly, if the individual particle could be made 
larger, the frictional resistance would be decreased and sedimenta- 
tion would follow. This may be accomplished in two ways. 
First, the large particles maybe induced to increase in size at the 
expense of the smaller ones by agitation. Since a small particle 
has a greater solubility than a large one, the solution acts as a 
medium by which the material composing the small one is trans- 
ferred to the large one.* Second, an aggregation of the fine 
particles into larger units may be brought about through the 
addition of an electrolyte 'which -vvill destroy the colloidal con- 
dition or some substance capable of forming a voluminous pre‘- 
cipitate which will entrap and drag down with it the v’cry fine 
particles. The size of particle varies considerably in a suspen- 
sion, but the rate at w^hich the upper surface of the suspension 
'Settles is determined by , the size of the smallest particle in it. 
If the range of particle size is not too great, the line of demarca- 
tion between sediment and supernatant liquid will, in geuieral, be 
clear, becoming indistinct, how^ever, if the percentage of the 
smaller particles is low. 

The general laws according to which sedimentation takes 
place, a knowledge of which is necessary in order to design 
apparatus that will operate most efficiently as to time and 
naaterial, have been investigated. 

It has been found that the settling of a solid through a fluid 
takes place in three stages — the first stage being known as free 
settling, the second as a ti'ansiiion period and the final stage as 
impeded settling. The rate of settling during the first stage is 
constant, i.e., if the top of the sludge drops 1 ft. in one 20- min. 
period, it 'will drop the same distance in the next 20 min. When 

* Since solubility usually increases Avith temperature, heating hastens 
the coagulation of a precipitate and hence its scdiiiveiitatioii. It also helps 
by decreasing wscosity. 
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the particles of the sludge have settled to such a point that they 
begin to interfere with each other’s motion, the rate of settling 
decreases. This condition is reached ivlien h/hx, reaches a cer- 
tain value determined by the character of the suspended solid, 
where h is the height of the sludge at the time the rate is measured 
and is the final height to which the sludge will settle after a 
very long time has elapsed. The rate during this transition stage 
gradually falls until a point is reached where h/ h equals a second 
constant. Then impeded settling begins and the rate may be 
calculated from the expression, —dh/d6 — k(Ji — h^)/h:^. From 
this it follows that, during both free and impeded settling of a 
given suspension, the time necessary to drop between two fixed 
values of h/h^ is proportional to hoo. During the transition 
period this relationship continues to hold, which in turn simpli- 
fies quantitative design. Thus, if in a tank 2 ft. deep the sludge 
settles to one-tenth of its original height in 1 hr., in a tank 10 ft. 
deep the sludge would settle to one-tenth of its original height 
in 5 hr. 

In an intermittent sedimentation tank, the clear liquid must 
be drawn off as near the surface of the sludge as possible with- 
out disturbing it. This may be done by a series of drawoff cocks 
fitted down the side of the tank at difierent levels, or by the use 
of the swing described on page 316. 

Dorr Thickener . — If the sedimentation tank is to be con- 
tinuous in its action, provision must be made for allowing the 
liquid at some part of its path to come almost to rest in order 
that the solid may become attached to a support, or to allow 
the solid to drop from the moving part of the fluid into a portion 
which is still and from which it may further separate slowly. 
An example of this type of apparatus is the Dorr thickener (Fig. 
105). This consists of a large, shallow, cylindrical tank into 
which the slurry is fed at the center. The solid material grad- 
ually settles to the bottom and the clear liquid overflows through 
openings in the periphery of the tank. The tank is fitted with 
rotating arms eariying plow^s which rake the settled material 
toward the center of the bottom, where it is discharged through 
an opening with the aid of an ejector or pump. Devices of this 
type find considerable use in the chemical industries. 

In order that the time required for solid matter to settle out 
of a liquid may not be excessive, the path that the solid particle 
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will travel before finding a lodging place must be short. The 
deposition of the sediment will, however, quickly interfere with 
the gentle flow of the liquid over the surface of a narrow elianntd, 
if some provision is not made for aiitouiatiealiy removing the 
do|>osit. Apparatus of this type has found its greatest develop- 
ment in the art of water purification, especi^ilb’' the softening of 
boiler feed water, A good example of such structure is found 



Fig. 105. — Dorr thickener - 


in the Keniiicott continuous water softener, where the boiler 
feed water, after having been mixed with lime and sc»da, is 
pumped into the bottom of the apparatus, wliieh consists ai 
several perforated cones placed one above the other in a eylin- 
drieal tower. The water containing the sus|,)ended solids ]iassos 
through the perforations, the solid being de posit (*d in tlie euiits 
and settling down into the bottom of the tower. 

When gravitation does not supply enough fnre-e ti,> st-parate 
the solid from the licpiid by sedimentation^ recourse may be bad 
to eentrifugal force. Such deviec's are widely ustni lt>r dewaxing 
lubricating oils aiui for separating acid shulges from oils. 
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Flotatioji. — Manifestl3’', when a suspended solid is lighter than 
the liquid, it can be collected at the top of the liquid and either 
skimmed or floated off. Preqnentlj ef&cieiit and complete 
separation of fine particles requires the aid of a sort of bombarding 
effect of fine air bubbles ascending from the bottom. The par- 
ticles are thus propelled upward and tend to coalesce with the 
mass at the top. This method frequently commends itself for 
handling greases, fats, gums and material of this kind — materials 
that do not lend themselves to other methods of separation. 

2. Piltration. — This subject is of such importance that the 
succee^ling chapter is devoted to it. 
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CHAPTER XI 


FILTRATION 

General Considerations. — Filtration is the process of separat- 
ing suspended solid material from a liquid by forcing the latter 
through the Toids of a porous mass called the filtering meditini. 
The two imporfant variables to be considered in the construction 
of a filter .are therefore the paaterial that forms the separating 
medium and the method used for forcing the liquid through this 
medium. It is obvious that the latter will be largely determined 
by the resistances to flow offered by the former. When this 
resistance is relatively small, the force of gravitation is all that 
is required, and such an apparatus is known as a gravity filter. 
If gravity is not sufficient, the pressure of the atmosphere may 
be allowed to act upon one side of the filtering medium, while 
it is withdrawn from the other side; such a device is called a 
vacuum filter. But a filter of this type is limited to 15 lb. 
pressure per sq, in.; therefore, if greater force is desired, a positive 
pressure in excess of the atmosphere is applied to the liquid mix- 
ture by means of a pump on the other side. This may be a 
heavy air pressure upon the supply reservoir, nsually in the form 
of a monte-jus, or the liquid mixture may be forced directly 
by a pump against the filtering medium. This gives rise to the 
mechanism known as filter press, of which there are a number 
of types. Finally one may employ centrifugal force to drive the 
liquid through the filtering medium; machines so operated are 
known as centrifugals or centrifuges- 

In a systematic treatment of filtration, however, it seems 
best to consider the different types of filters from the point of 
view (3f material making up the filtering medium, rather than 
from the point of view of the kind of force used in their operation. 
An efficient filtering medium may function in any, or all, of three 
ways: First, the size of the channels through it may he smaller 
than the size of the solid particles to be retained, and thus only 
the fluid can pass through. f>econd, the chaiiufls may be 
larger than the solid particles but may be of such a diaracter that 
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the solids will adhere to their 'vvalls and only the clear liquid will 
pass through. Third, the channels may at first be larger than 
the solid particles, but may be of such a size that they ^rill fill 
up with the solids to an extent that the openings finally become 
smaller than the solid particles. These solids may be the material 
itself or some “filter aid” such as kieselguhr, infusorial earth, 
fuller’s earth, fine sand,*^ wood pulp, calcium sulfate, calcium 
carbonate, etc. In this last case, the first liquid to pass the filter 
may not be clear, and the active life of the filtering membrane 
may be short ; but in practice it is generally better to employ a 
rather coarse material and to depend upon building up a desired 
filtering medium than to employ a yery dense cloth. The condi- 
tions that control the choice of a filtering membrane and the 
methods of forcing the liquid through it are so numerous that no 
general statement can he made. The controlling factors will be 
discussed as they appear in treating the types of filters now 
available. 

CLASSIFICATION OF FILTERS 

To satisfy most commercial conditions, a filtering medium 
must be easily cleansed or cheaply renewed. Hence the construc- 
tion of the filter must provide either for removing the porous 
membrane for cleansing and replacing it as a separate element 
of the structure or for washing or re-forming the membrane 
within the apparatus. This latter class is generally applicable 
only when the proportion of solids in the liquid is small and 
when it is not desired to recover the solids after their removal. 
Consequently filters may be classified according to their structure 
into : 

L Filters with a loose or granular membrane. 

2. Filters with a felted or woven membrane. 

3. Filters with a rigid porous membrane. 

4. Filters with a semipermeable membrane. 

1. Filters with a Grantular Membrake 

The simplest form of filter is a containing vessel with a false 
bottom filled with a granular material sufficiently fine to arrest 
the material in suspension. The choice of substance must depend 
upon the character of the liquid to be filtered. For example, 
a deep layer of coarsely crushed charcoal has been found most 
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efficient for removing the heavy tar from pyroligneous acid, tlie 
product of destructive distillation of wood. In this treatment 
the purification probably is accomplished more by the abilit}’' 
of the charcoal to absorb and hold back the tarry matter than by 
the size of channels between the pieces of charcoal. For the 
removal of certain impurities in raw sugar syrup, a filter of this 
type is frequently employed, but the phenomenon is in this ease 
one of adsorption. 

Box filters consist of a box with a perforated bottom usually 
covered with successive layers of coarse gravel, fine pebbles and 
canvas or cloth, respectively. Although these filters are generally 
of the hydrostatic head type, suction may be used or a cover 
may be provided and positive pressure used in the filtration. 
An iron grating is generally placed over the canvas so that the 
sludge may be removed by means of shovels without injury to the 
filter. 

For most salt solutions fine quartz sand is ordinarily adopted 
in this type of filter, as it is practically insoluble and quield^’’ 
settles into a compact layer of uniform structure. For alkaline 
liquids, crushed marble or a pure limestone is a most service- 
able material. Suspended matter is arrested by such a medium 
partly by its inability to pass through the minute chaiiiiels 
betw-een the grains of the filter bed and partly by adhesion to 
the grains. When cleansing is necessary, a current of water nia 3 " 
be passed backward through the filter. This ox3eration is efficient 
only insofar as the filtering medium is broken up and uniformly’ 
exposed to the reversed current. To avoid the formation of 
channels and to loosen the entire mass so that the grains nia^" 
rub against each other and so be freed from the adhering sedi- 
ment, a current of air ma^^ be forced up through the mass together 
with the water. Or if such agitation is not sufficient, the mass 
may be broken up bj^ a mechanically driven stirrer. The slow 
rate of filtration through sand requires a large filtering area. 

2 . Filters with a Felted or Woven AI embrace 

When the amount of solid material in the liquid is large, 
or when it is desirable to recover the solid portion, a loose 
filtering medium becomes inadmissible and a felted or woven 
fabric of fibers is employed. This fabric may be made from 
vegetable fibers such as cotton, hemp or jute for weak alkalies; 
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of animal fibers, such as wool or horsehair for weak acids; or 
of mineral fibers, such as asbestos for strong acids; finally the 
membrane may be made from fine metal wire for very strong 
caustic, or where a high pressure is demanded. The use of wire 
filter cloth is developing rapidly. 

The simplest form for such a filter is a circular or rectangular 
box or container to the lower edge of which is firmly bolted a 
perforated bottom. The filtering cloth or other fabric is laid 
on this false bottom and extends out between the walls of the 
container and the bottom, thus making a tight joint. By bolting 
to this false bottom an airtight shell, vacuum may be applied 
and the pressure of the atmosphere may be allowed to force the 
liquid through. 

It is easily seen that, if a pressure of more than 15 lb. per 
sq. in. is desired, instead of attaching the shell to the false bottom, 
the container may be closed on top with a solid plate and the 
mixture to be filtered may be forced into this chamber from 
the side by a pump. Although this pressure is limited only by the 
strength of the apparatiis and frequently rises to 100 or even 150 
lb. per sq. in., the object of the operation may easily be defeated 
by using too great pressure, especially at the beginning. The size 
•of the minute channels in the filtering cloth remains constant only 
when no part of the solid matter finds its way into these openings. 
If the precipitate ter be filtered is crystalline and larger than the 
openings, a network soon forms on the surface of the cloth which 
protects the openings; but if the precipitate is gelatinous in 
nature, a large initial pressure can easily force enough of the solid 
matter into the channels to close them and render filtration 
impossible. 

Development of Filter Press. — If in the pressure filter just 
described, instead of tbe airtight top, there is fastened to the 
container a second false bottom and filter cloth exactly like the 
first, and if the whole apparatus is placed on its edge, the liquid 
mixture to be filtered may be pumped into the container as before 
and the clear filtrate will flow from both sides. The active 
filtering area is thus doubled at very small cost. When the 
container has become entirely filled with the solid, the mass may 
be easily and efficiently washed by fastening a shell, with an open- 
ing at the bottom, to each of the filtering faces, filling one shell 
with water through its opening and forcing this wash water 
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through the cake and out the other side. These shells will not 
interfere with the next operation of filtration, as tlie filtrate can 
discharge through the same openings that serye to iiitruduee and 
discharge the wash water. 

This pressure filter unit is now seen to consist of a chamber 
into which is pumped the mixture to be filtered, bounded on both 
sides by a filter cloth supported bj’’ a perforated structure or 
false ' side. Next to each false side is a second chamber 
from which the filtrate passes from the filtering surfaces, and 
through one of which wash water may later be forced. 

It is obvious that a number of these units may be placed side 
by side on a. common support, may be filled from the same pres- 
sure supply pipe, and will discharge the jfiitrate into a common 
receiver. By placing these units close toge^ther, the space 
between the filtering faces will function as the shell above used 
for washing, so that, by forcing water into every other such 
chamber, one becomes a supply space and each alternate chamber 
a discharge space for wash water. 

If, now, the end filter is placed against a solid rigid support, 
and provision is made for firmly pressing the other fi.it ers against 
it, the bolts can be omitted, the entire structure being held 
together by a heavy lateral pressure. In this way is built up 
an exceedingly important piece of apparatus known as the Jilter 
Tress. 

It is apparent that an apparatus as above constructed may be 
much simplified. Instead of using a perforated plate as a sup- 
port for the filter cloth, the plate may be solid, but supplied 
with checkered grooves Or channels. The cloth is held against 
the face of this plate while the filtrate flows off through tli€\se 
channels. In another type the ridges radiate from tiie discharge 
opening, which 'may be located either in the corner or in the center 
of the plate. 

Filter-press Plates; Flush and Recessed. — If the ribbed por- 
tion of such a plate is recessed, the cloth may be made to bulge 
into the hollow portion. When two plates of this type are plaeeti 
together, a chamber for the solids is formed between the two 
filter cloths and the filter frame is eliminated. Tbr-si* arc* kimwn 
as recessed plates and, when the amount of solids l:)t‘ st^parated 
is small and difficult to filter, such plates are to In* rt'eoiLi mended, 
as the cake when formed is thin and easy to wash. When the 
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amount of solids is large, how'cver, the plate should be flush, 
and the distance frames already described should be employed, 
as too great a strain on the filter cloth shortens its life (see 
rig. 108). 

Instead of supplying these filter frames from a pipe on the 
outside of the structure, each frame and plate may have a hole 


A 



Pig. 106. — Diagram showing assembly of recessed plates. 

in the corner, thus providing a channel from one end of the press 
to the other. This channel may connect with the interior of 
each frame by an opening in the corner and through this channel 
the entire press may be fed. Figure 106 shows the two types of 
recessed plates which fit on either side of such a frame, the reverse 
side in each being the same. The upper is known as a ^^one- 
bntton^^ plate and is provided with the discharge cock from the 
opening B to carry off the filtrate as it flows down the ribbed 
channels back of the filter cloth. The lower, called a ^‘three- 
button^’ plate, has in addition, at the upper right-hand corner, 
an opening for the admission of wash water to the recessed 
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portion from the latter channel C. When the frame is full of 
solids, the outlet cock of the thread-button” plate is closed, and 
water is forced throngh this opening in behind the filter cloth. It 
spreads over the surface of this plate, passes tiirough the cake 
and is collected on the face of the ^^one-bntton'’ plate, and dis- 
charges through the outlet cock. 

The two channels A and € must be provided with air-discliarge 
cocks; when the mixture is first forced through A, the air in the 



Fi<J. 107. — Washing of filter cakes in. chamber press with recessed platea. 

frames and plates can escape through C; when the wash water 
is supplied through C, the air, which would otherwise be trapped, 
escapes through d..* 

Figure 107 shows the conditions during washing in a filter 
press with recessed plates. The space between the filter doth 
and the plate is much e.vaggerated to show the course of the 
wash w^ater. Every alternate outlet cock is closed, the wash 
water being diverted into a separate runoff trough by turning 
the curved end on the outlet cock through ISO deg. , or by means 
of a short piece of rubber hose on the end of the outlet cock. 

* For a general discussion of filter plates, see Ckem. Mt l. Fug.y 22, 493. 



330 


PEI^'CIPLES OF CHEMICAL ENGINEERING 


ObTionsl3% tlie wash water must travel twice the distance throup;h 
the press cake that the filtrate did. The end plates, supporting 
frames and device for supplying the pressure to close the integral 



„ Tig. 108. — Shuriver plate and frame (chamber) filter press. 


parts of the press must be of heavy construction and are generally 
of cast iron. The frames may be of iron, tin, zinc, lead-coated 
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Fig. 109.— 
Moore filter leaf. 


iron, bronze or wood, according to the properties 
of the material to be filtered. 

Presses may be constructed with channels in 
the frames and plates through which steam or, cold 
hrine can be circulated. In this way one can at 
will maintain the filtering surface at either a high 
or low temperature. . 

In order to empty a chamber press, it is 
necessary to_ release the pressure on the plates and 
to separate the elements of the press by sliding 
each one along the supporting rods. The cloths 
are cleaned or replaced and the cakes are dis- 
charged into a hopper or conveyor immediately 
helow the press. 

The filter press has a large area for its bulk, 
but washing, emptying and resetting are slow and 
labor charges are high w’;hen compared to those of 
a leaf press (see, pages 358 to 364). 

Leaf Pilters. — -Another method of supporting 
the filtering medium for either vacuum or positive 
pressure filtration is found in what is known as 
the “leaf’’ or the ‘"submerged’’ filter. The prin- 
ciple may be understood by considering the filter- 
ing mechanism shown in the diagram. A frame 


is made of heavy screen suspended from an outlet nipple (see 


Fig. 109) and enclosed in heavy filter cloth. When this leaf 
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is submerged in the liquid magma and a vaoiiuin is applied 
to the outlet pipe, the liquid is drawn through the cloth, 
while the solids adhere to the outside of the leaf. In addition 
to the diminished pressure maintained within the filter leaf, 
a positive pressure may be exerted upon the liquid ma.ss in 
which the leaf is submerged. When a layer of sufficient tliiek- 
ne.s.s, which varies from }i to l}i in., has been obtained, it 



Fig. 110. — Kelly filter press- 


may l)e washed in two ways. The loaded leaf with tlit? va«*!iiir.i 
still on may be transferred to a second vessel filled with water, 
and enough water may be drawn through to wash the precipi- 
tate, or the magma may be withdrawal from the first vessel 
and replaced with water without moving the leaf. The charge 
of solids adhering to the leaf may now bo quickly disc'liarged 
by forcing air or water through the leaf in the reverse direction; 
it is then again ready to be immersed in the filtration tank. 
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This idea lias been utilized in a number of forms, the more 
important at present being that of the originator of the method, 
the Moore, and those for positive pressure, the Kelly and the 
Sweet land presses. 

Moore, — The £rst of these is simple in construction, though it 
does not so easily admit of applying a positive pressure to the 
outside of the filtering leaf. The leaves are constructed in 
multiple in frames carrying 30 or more, and the -whole is lifted 
and transported by a crane. In operation the frame is low- 
ered into a tank containing the material to be filtered, kept 
continuously agitated. When suction Is applied to the outlet 
pipe, the liquid passes through the cloth and the precipitate 
builds up an adhering cake. The cake is washed by bodily 
lifting the frame, suction being maintained, and immersing it 
in a tank of water or dilute wash water. It is dried more or 
less by suction and discharged by blowing water, air or steam 
back through the leaves. 

Kelly . — The Kelly press consists in a heavy supporting frame 
upon which is mounted a pressure tank or press shell, which holds 
the material to be filtered when under pressure ; a traveling filter 
carriage supporting the filter frames, each made up as already 
described of a frame and a filter-cloth covering, the \vhole tele- 
scoping into the tank; a closing device, forming the head of the 
pressure tank, by means of which the filter frame and leaves are 
tightly locked within the tank ; and a series of automatic air and 
water valves. 

Each leaf on the carriage is connected to a discharge cock 
in the head, and is proportioned in size to conform to the circular 
cross section of the pressure chamber into which it runs. The 
operation of the filter is as follows: the carriage is drawn into^ 
the chamber, locked, and the liquid mixture forced in. The air 
escapes through a valve and the clear filtrate flows from the 
cocks in the head to the discharge gutter. Should any leaf fail 
to give a satisfactory filtrate, it may be cut off by closing the 
cock as in the old type of filter press. 

In case there is a tendency for the heavy particles to settle 
to the bottom of the tank before they become attached to a filter 
leaf, a circulation of the mass may be maintained by allowing 
some of the feed to flow back to the feed tank. The thickness of 
the eake is automatically determined by a telltale device. 
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As soon as cakes of sufficient thickness have been formed, 
the excess liquid is drained off, or forced out of the tank by means 
of compressed air, and wash water is forced in. When washing 
is completed, the head is unlocked and the carriage and loadc^d 
leaves run out of the tank by gravity. Compressed air, stcmm or 
water is now forced into the leaves and the adhering cakes are 
blown off; when the cakes are removed, the counterpoise weights 
draw the carriage back into the tank, and the cycle is rej:)eatpd. 



Fig. 111. — Sweetland filter press. 


Sweetland . — The Sweetland press consists of two semieylhi- 
drical castings, the upper half being held rigid in its support and 
carrying circular filter leaves with suitable outlet coiiueetioiis. 
The lower half is hinged to the upper, and is capable of closing 
upon it, forming a tight pressure chamber, and later swinging 
open, exposing the leaves. 

The operation* of the press is in principle the same as tht‘ Koily 
press, suitable provision being made for supplying and withdraw- 
ing the liquid magma and wash water and the compressed air lor 
discharging the filter cake from the leaves. Some types provide 
for spraying the leaves with wash water while tlie sluil is empty 
instead of entirely filling the shell with water, and for using a 
stronger spray, directed against the leaves, for sluicing out the 
sludge without the necessity of opening tlie press. 
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Continuous Notary Filters- — The suction filters alread^^ 
described are stationary fiat surfaces on which the precipitate 
is draw^'n by suetioD, and from wliich the accumulated sludge is 
periodically removed, either by scraping or by internal pressure. 
By making the filtering surface take the form of a rotating drum, 
from the hollow trunnions of w’^hich the filtrate is continuously 
removed, a type of filter is obtained, now much used for free- 
filtering solids, such as precipitated calcium carbonate. 



Fig. 112. — Cross section of Sweetland press. 


The rotating element may be either a disk or a drum, the 
surface of which is made up of a number of shallow’ compartments 
over w’hich is placed the filtering medium. If a disk, these com- 
partments are segments of the circle forming the sides ; if a drum, 
they are portions of the peripheral area. In either case these 
compartments are connected to the shaft by separate pipe 
systems leading to ports in the hub. The rotating portion is 
immersed in a tank of the material to be filtered. Those com- 
partments which are submerged are at this tinre connected to the 
suction ports of the hub, the filtrate is drawn through the hollow 
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trunnion and the sludge is deposited on the filter. When a fom- 
partnient emerges from the liquid, the port eoinieetiiig with the 
filtrate suction closes, and one connecting with tlie wash water 


-End view of Oliver continiious rotary nitei. 


suction opens. The necessary water for washing is sprayed 
upon the surface of the deposited sludge. When it is siickeii Tea- 
sonably dry, a third set of ports is reached, ami (*oinpresst*ii air, 
water or steam is blown through in a reverse direction and- the 
fi.lter cake is blown oJff into a suitable receptacle. 
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Miters of this t3rpe require little labor, and are adapted to free- 
filtering materials in solutions at a temperature such that vapor 
pressure does not defeat the action of the vacuum pump. • 

Bag Filters. — Bag filters are a type using the principle of 
hydrostatic head. They are made of twilled cotton, always sup- 
ported by coarse netting strong enough to stand the pressure 
used. When hot liquids are filtered, the bags may be hung in a 
steam-heated room where the temperature can be maintained 



iFiG. 1 14:.^ — ^^Hydroextractor. 


as high as desired. This type of filter is being rapidly replaced 
by the mechanically operated ones. 

Centrifugals. — Centrifugal force may be applied to the separa- 
tion of solids from liquids with great advantage providing the 
nature of the solids is such that they do not under pressure form 
an impervious or impenetrable layer. Hence for the sepa.ratioii 
of liquid from cotton, wool or fibrous material of any kind or 
from, granular or coarsely crystalline substances the so-called 
hydroextractor or centrifuge is extremely serviceable. Although 
there are a number of types of such machines, the principle of all 
is the same, namely, the rapid rotation of a perforated cage or 
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l)asket in \rhieh the material plaet'd and %vi.i[ieh retains tlic^ 
solids while the liquid portion is pressed througli into the outside 
easing- The revolving element nitist be free to assume as a center 
of gyration the center of gravity of the basket and its load. 
Therefore provision must be made for allowing the basket and 
supporting shaft upon starting to swing somewhat from tlie 
perpeiidieiilar. 

Hydroextractors may be overdriven, i.e., suspcuided and 
driven from a rigid support over the basket, or they may be 
underdriven as in Fig. 114. They are made of many materials 
such as steel, bronze, stoneware, etc., and the {oerf orated basket 
is covered with such filtering medium as best serves the purpose 
at hand. Tor many materials the basket itself suffices. 

In textile work hydroextractors arc best discharged by lift- 
ing the load out through the top of the basket. For the chemical 
industries extractors may he built with a removable bottom 
which allows the charge to be dropped into a chute or conveyor. 

When atmospheric or hydrostatic pressures are employed 
in jBltration, suitable gauges are available for determining both 
the safe and efficient working conditions. There is, however, 
no -ready means fox finding the pressure being exerted up>on the 
charge or the basket in a hydroextractor, so that recourse must 
be had to a calculation of the pressure due to the centrifugal 
force which obtains when the apparatus has reached its working 
speed. The formula for centrifugal force is 
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where W is the weight in pounds, R the radius in feet and W the 
r.p.m. This is the radial component of force and therefore tlie 
measure of the tendency of the liquid to leave the solid. 

Centrifugal filters are also made so that the cake can be 
continuously removed One type of such a continuous filter has 
the basket rotating around a horizontal axis. Within the basket 
there is a large screw which -is only a little smaller in diameter 
than the internal diameter of the basket. Tins screw rotatt‘s in 
the same direction as the basket but at a slightly lower velocity. 
This difference of velocity is not great enough to interfere with 
the filtration, but it does cause the portion of the cake thickcw 
than the clearance between the basket aiul the relating sertnv to 
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be forced to one end of the centrifuge, from which it is con- 
tiniioiisly discharged. In such an apparatus it is possible to 
replace the filtering membrane with a solid wall and carry out 
continuous sedimentat ions. 

3. Filters with Rigid Pobous Membrane 

Wlren ordinary brick or pottery clay is burned at a low tem- 
perature, a rigid material is produced wiiich is filled with a large 
number of very small channels. It is clear that the plastic mass 
may be given any desired shape before burning and that the 
porosity may be controlled by the density of the plastic structure. 
For some purposes such a material furnishes an excellent filtering 
medium. A filter may be constructed by fitting tiles or blocks of 
this material as a lining to any convenient container and drawing 
aw’ay the filtrate from below. A pressure filter, much like the 
leaf type in principle, may be made from a series of porous 
cylinders with one end closed and the other set in a headpiece, 
the whole being enclosed in a container that holds the liquor to be 
filtered. Betw^een the cylinders is placed a mass of coarse sand 
under which are ports for compressed air. When the cylinders 
become clogged, air is blown up through these ports and the ^harp 
sand efieetively scours the filtering membrane and removes the 
accumulated sediment. Filters of this type are eJfiicient in 
removing exceedingly small particles and are much used in 
purifying water for domestic use. 

In recent years a natural, porous, siliceous material (Filtros) 
has been introduced for such filter construction. It can be cut 
into blocks and cemented into place. "It is acid resistant and 
has proved very successful for filters of this type. 

4. Filters with a Semipermeable Membrane 

The property possessed by some substances of passing in 
solution through a membrane such as animal bladder or parch- 
mentized paper, w^hich holds back other dissolved substances, 
furnishes a method of separation sometimes of great value. This 
is known as dialysis and is extensively used in the beet-sugars 
industry. The dialyzing apparatus for extracting the soluble 
‘^crystalloid^’ from the liquor is built up much like a filter press. 
The liquor and water are introduced slowly through two funnels 
and pass through alternate chambers which are separated by 
parchment. The crystalloid diffuses through the membrane into 
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the water and the two liquors are drawn o:ff contiiiuouisly through 
separate pipes. 

SEPA.RATIOK IN Hydraulic or Screw Presses 

When it is necessary to remove a small amount of liquid 
from a relatively large amount of solid, as, for example, the con- 
tained oil from seeds or the adhering oil from paraihn wax, a 
much greater pressure is required than can be exerted in the filter 
presses already considered, and a screw or hydraulic press is 
used. This is a very strongly built frame between the ends of 
which the mass, enclosed in. properly designed receptacles, is 
placed and subjected to a great pressure either by a powerful 
screw acting through a toggle joint or by a hydraulic ram. 

Pulpy materials, e.g., apples for cider, are eJBfectively handled 
in a press* consisting of a truncated conical shell built up of steel 
bars closely set together and fitted with a powerful internal screw. 
The stock is fed from a hopper at the larger end and forced 
through the shell parallel to its axis by the screw. The liquid 
exudes through the small cracks bet^ween the bars. The pressure 
is regulated by controlling the size of the outlet at the small end of 
the press and the time of exposure of the stock to pressure depends 
on the rate of rotation of the screw. The liquid must travel 
a relatively long distance through the stock and the pressure is 
not so high as in a hydraulic press but the capacity is very large 
and the labor costs are negligible; w'here applicable, this type is 
unexcelled. 

ITOTES ON OPERATION OP FILTERS 

Back Pressure Operation. — In pressure filters with a closed 
delivery system, the drop in pressure from one side of the filter- 
ing medium sometimes results in conditions making continuous 
operation difficult. Thus, for example, hot liquors become 
supersaturated owing to the very rapid evaporation due to fail 
in pressure; the acid carbonates of calcium and magnesium lose 
their carbon dioxide and separate a crystalline deposit in the 
cloth. This trouble may frequently be eliminated by maintain- 
ing the discharge under a podtive pressure until free from the 

Choice of Pump. — For many years pressure filtnitioii was 
limited to reciprocating pumps and compressed air m a moiite- 

■"See Fig. 193, p. 616, 
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jus. The former is freqiieiitly objectionable on account of the 
pulsations of the stroke unduly compressing the cake 'and the 
tendency, even when supplied with ball v^alves, to fail to function 
owing to grit or other material wedging the waives. The monte- 
jus is ideal from .many points of view, but is cumbersome and 
consumes much compressed air. Centrifugal pumps are efficient 
if the size rs adapted to the discharge rate. If they are too large 
and if the rotor becomes an agitator, good filtration is sometimes 
made very difficult- The rotary displacement pumps are rightly 
becoming very popular because they combine positive action with 
an absence of valves and pulsations. Provision must be made for 
by-passing the discharge back to the supply tank when the 
working capacity of the press is exceeded. 

Uniformity of Cake. — Where it is desired to wash a cake, 
especially in leaf filters, it is imperative to have it uniform in 
order to get equal distribution of wash water. If the sludge 
particles are nonhomogeneous in size and shape, where 

filter aid^’* has been added, the slurry must be kept agitated 
driring filtration. Otherwise the heavy particles will settle out 
and accumulate on the bottom of the leaf while the finer particles, 
which filter less freely will be at the top. In such case the bottom 
will wash well and the top not so well. 

When a sludge settles at an appreciable rate, decantation 
should precede filtration, even though it is necessary to pass the 
turbid liquid through the filter. This generally prevents the 
^ sludge from settling in the filter, although with nonhomogeneous 
sludges, or those containing filter aids, agitation may be necessary 
to insure an even filter cake. 

Life of Filter Cloths. — If the liquids filtered are either acid or 
alkaline in reaction, it is very important to avoid concentration 
upon the filter cloths due to drying out of the cloth either during 
the dumping and cleaning period or while the press is not in use. 
Otherwise serious deterioration of the cloth will result. When 
not in use, the press should be kept filled with water not only to 
protect the cloths but.'' also because any corrosion will form non- 
adherent oxide that can be readily removed prior to use. 

Plugging of Cloths- — Especially in the case of fine slimy 
precipitates, the sludge is likely to force its way into the fabric 
and plug up the finer openings of the cloth, resulting in marked 


See p- 324. 
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increase in resistance. In many industries the commercial life 
of filter cloth is limited hy this plugging effect rather than by 
weakiening of the fabric. Sometimes the material can be removed 
by a suitable solvent, but often it is very refractory. tVliere 
allo'vvabley it is desirable to minimize this effevt by first charging 
the press vith '^filter aid to form a removable filtering medium 
which will prevent the finer precipitate from reaching the cloth, 
Wire fabric has less tendency than cloth to plug up in this way 
and will stand more drastic treatment in cleaning. 

Choice of Filters. — When a new problem in filtration comes 
up, it is impossible to predict with assurance what one of the 
many factors influencing the choice of filter equipment will be 
controlling in importance, but the following generalizations may 
be helpful. 

The positive pressure type of leaf filter is used to handle 
sludges w’hich filter with difficulty and therefore require pressure. 
With it the sludge may be subjected to a long, I borough washing. 
Furthermore, the solutions and wash w|ter can be hot, even above 
the boiling point at atmospheric pressure, without evaporation or 
serious cooling during filtration. Since they are readily cleaned, 
they are especially adapted to the handling of extremely large 
quantities of sludge. 

In the chamber press high pressure and temperature may also 
be used without difficulty. Washing, however, is less efficient 
than in leaf filters because reversal of flow through the half- 
cake opens up channels. The labor cost of dumping and reas- 
sembling is much greater than in the leaf press, but the initial 
cost per square foot of filtering area is less. Consequently the 
chamber press is superior to the leaf where the ratio of sludge to 
liquor handled is small and especially where it is unnecessary to 
clean the press frequently. For small-scale operation it usually is 
superior to other types. It can also be made to give a dry 
hard cake. 

Free-filtering materials which can be filtered cold and which 
require no washing, or at most a short washing period, are best 
handled on the continuous rotary type of filter. For purely 
de-watering operations these are extremely succt'ssfiil. Tlie 
scale of prodiK'tion must be r(\asoiiahly large to justify tl'i%ir 
installation. 

For the removal of ver^^ small ainoLiiits of puM-ipitatc from large 
volumes of water, sand filters are frequently employed. The 
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removal in tliis ease is to no small degree a matter of entanglement 
of the precipitate on the surface of the filtering medium. This 
type is extensively used in winter purification. Box filters with 
cloth or other filtering medium are occasionally employed for 
small-scale work, especially for very free-filtering solids. 

Acid liquors can be handled in plate and frame presses con- 
structed of wood, on acidproof continuous rotaries or in open- 
tank vacuum-leaf filters of wood or lead. Alkaline liquors are 
successfully filtered upon a medium of woven wire cloth or screen. 

De-watering of very free-filtering solids (crystals) is best 
carried out in centrifugals. In such apparatus the solution on 
the surface of crystals that are not too fine (30 or 40 mesh) can 
be reduced to below 5 per cent. 

FILTER CALCTJXAXIONS 

A filter cake consists of a mass of small particles, irregular in 
shape, closely packed together. The liquid passing through the 
cake flows through the voids between these particles, and always 
follows streamline motion (p. 7^). The cake may be considerejl 
as equivalent to a series of capillary tubes of definite average 
diameter. The flow through any one of these equivalent capil- 
laries is given by Poiseuille’s equation, 

p_32/iXzi 

where P is the pressure drop, yu the absolute viscosity of the liquid, 
L the length of tube, u the linear velocity of the liquid and D 
the diameter of the capillary. For a filter cake of thickness L and 
area A, with K capillaries per unit area, 

dV_ 'j^irL^PgA 
d9 V2&iiL ’ 

dV /d9 being the rate of flow in vmlume per unit time. 

This equation cannot be applied directly to the solution of 
filtration problems, but an understanding of it helps to explain 
the phenomena encountered and to develop a workable equation. 

This equation indicates that for incompressible sludges, i.e.j 
those with constant size of voids, the filtration rate is propor- 
tional to the pressure, but that for compressible sludges the 
filtration rate will increase much less rapidly than in proportion 
to the pressure because the increased pressure decreases the size 
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of opening. That the behavior of sludges under pressure will 
vary greatly with the character of the sludge may therefore "be 
expected. 

Since the rate of how through capillary tubes is inversely 
proportional to the viscosity of the fluid, filtratioii is retarded 
by decreasing the temperature because of the' increased viscosity 
of the liquid being filtered. The available data are insufficient 
to prove exactly udiat relationship exists. Vliere the physical 
character of the sludge does not change with temperature, it 
may be assumed that the rate of flow is im^ersely proportional 
to the viscosity, a relationship indicated by the experinieiitai 
results on homogeneous incompressible sludges. 

The equation also indicates that the filtration rate is directly 
proportional to the area of the filter and inversely proportional 
to the thickness of the cake. 

DlFFEEENriAL EQUATIONS POR FILTRATION 

Since the pressure drop through a cake is proportional to the 
velocity of flow, it is most convenient to consider filtration rate 
as equal to the driving force, f.e., the pressure, divided by the 
resistance. This resistance consists, however, of two parts: the 
resistance of the cake itself, E, and that of the press and filter- 
ing medium- The resistance of the filtering medium does not 
imply the resistance of this medium when no sludge is present, 
but is the resistance of the medium after plugging by the solid 
particles has taken place. For a given filtering membrane 
this resistance will therefore depend on the type of sludge being 
filtered, on. the total filtration pressure and on the filtration rate. 
In a well-designed press the resistance of the main channels 
should be negligible, whence the press resistance will be inversely 
proportional to the filtering area. It is therefore assumed as 
such. It is convenient not to include the effect of the viscosity 
pL of the fluid in the resistances, b..t to include it as a separate 
variable. Hence 



The meanirig of all symbols is given in the no?nericlatur€ table j page 

364. 
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Most sliidge.s are distinctly compressible. For example, very 
fine particles, such as barium sulfate, although undoubtedly^ 
granular, are capable of "being packed more closely under high 
pressure and the increased velocity of flow around the particles 
which results therefrom. Hydrated sludges, such as the heavy 
metal hydrates, the calcium phosphate used for defecation 
of sugar sirups and the like, are highly compressible and the 
specific resistance increases enormously with increase of pressure. 

While a great deal of experimental work has been done in 
this field, the theoretical solution of the problem is extremely 
difficult and has not been accomplished. In the first place, 
sludges that show the effect of compressibility to a high degree 
are hydrated precipitates; their degree of 
hydration and particle size are extremely 
j seiisitlYe to the conditions under which 
fhe precipitates are produced and change 
progressively with time. Consequently 
the production for experimental work of 
sludges of fixed characteristics is very 
difficult. Furthermore, the properties of 
these sludges are so exceedingly sensitive 
0 to temperature that slight temperature 

changes during filtration seriously affect 
results. Despite these experimental dij05- 
culties in checking quantitatively theoretical conclusions, it can 
be definitely stated that, for the practical problems of engineering 
design, it is sufficient to assume that the specific resistance r is a 
■ power function of the pressure, the exponent s being less than 
unity. 

To visualize the compressive action, consider in Fig. a 

single particle of sludge, suspended in the liquid, just approaching 
the face of the cake. It is under pressure of the liquid around 
it, but floats freely in the liquid stream. However, when it 
touches the face of the cake its motion is stopped, whereas the 
liquid flows on by it, producing a frictional drag which presses 
the particle down on the particle ahead of it. Every particle 
in the cake is subject to a similar frictional drag plus the cumula- 
tive pressure due to all particles behind it ; z.e., as one goes deeper 
into the cake in the direction x, the liquid pressure decreases, 
but the compressive effect p on the cake increases. That the 
cake is compact and dense near the cloth and open in structure 
at iti( opposite face is readily obseiwable when it is removed from 
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the press. The sum of the two pressiires must at all points 
equal the total pressure P. That is, />=P— P^, or dp=-~dP^, 
Assume that the specific resistance of the cake at a given |x:)iiit is 
some function f(p) of the eompression pressure p at that point. 
Since at a given instant the velocity at all points in the cake must 
be the same, 


dV 

^ = const. 


P-Pi ^ Adp 
^ ' Sip) d/ 


Integrating trum ar—O to jr = L and correspondiiiglv p = 0 to 

p=P~Pu 






Jo J 


fip) 


This means that the cake has an average specific resistance which, 
for a given sludge, is a unique function of the pressure drop 
through the cake, despite large variation of resistance through 
it. Assuming = this average specific resistance becomes 
/(l~s)(P-Pi)'% which may be written /'(P— Pi)«. Since 
the volume of the cakes in’ the press is XA , equalling the sludge 
vV brought in by the liquid, one can eliminate Z, obtaining 


i? = 


P'vV 

.42 


(P-PiY. 


It should be noted that the use of any other function of pressure 
would also give a definite average resistance for given pressure 
limits. 

Data on the effect of pressure on the resistance of the filter- 
ing naedium are very inconsistent. This is largely a result of the 
fact that this resistance is usually a small percentage of the 
total resistance, and its determination by the extrapolation of 
experimental data to zero thickness of cake leads to large errors. 
Measurements of the pressure drop through the filtering medium, 
without the cake present, are of little value because the resistance 
of the filtering medium and the flow conditions are modified by 
the presence of the cake. For practical purposes it is probably 
justifiable to take the resistance of the filtering medium as an 
exponential function of the difference between the total pressure 
and the fluid jwessiire at the face of the cloth, f.c., p = p' (P — Pi)’”. 
Actually the pressure causing plugging would vary through the 
cloth and the pressure on the particles would not be the total 
pressure as soon as the boundary of the cloth was passed. How’- 
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ever, a more complicated function is not justified on the basis 
of the data available at present. 

Substituting these resistances in Eq. 1 gives 


P 

and for the case where Pi/P is small this reduces to 

dT P.A- 

de nir^'vP^Y^p'AP^) 


(2a) 


( 25 ) 


In the following discussion Eq. 25 will be utilized, but in eases 
where Pi/P is not small Eq. 2a should be employed. 

Incompressible Homogeneous Sludges. — Incompressible 
sludges are those for which an increase in the pressure on the 
press will not decrease the equivalent diameter of the voids 
between the particles. Actually it is doubtful if such sludges 
exist in commercial practice. It is possible to produce such a 
sludge artificially by taking a material, like kieselguhr, packing 
it into a press, subjecting it to high pressure and then operating 
at a pressure always lower than the maximum to which it has 
already been subjected. However, as an engineering approxima- 
tion, sludges of sand, calcium carbonate, barium carbonate or 
other coarse, granular, strong particles may be assumed to be 
incompressible. 

Fox this type of sludge s will be zero and Eq. 25 becomes 

dV.._ ' PA^- 

de p(r'VF+p'.4P’")’ 


which integrates for a constant-pressure filtration to give 
P6 ' r"viJLf 


(F/A) 2 

and for a constant-rate filtration 

pe 


ii) 


iV/A) 




H-p'mP”* 


-I-pVP’". 


(4)* 


(5) 


* If during the constant-rate period of duration 6r the filtrate volume Vr 
is obtained, for a subsequent constant-pressure period, Eq. 4 becomes 


- Or) = 


ixr"v{y^ 


Vr^) , - Vr) 

I A * 
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Compressible Homogeneous Sludges. — This type of sludge 
is typified by precipitates of the hydroxides of aluminum, iron, 
and chromium but also includes most of the sludges met in 
industrial filtrations. For these sludges Eq. 2b integrated for a 
constant-pressure filtration gives 

and for a constant-rate filtration 

( 7 ) 

Compressible ISTonhomogeneous Sludges. — Since it is these 
slimy compressible precipitates that offer the greatest filtration 
resistance and are most difficult to handle, much effort has been 
expended in improving the methods of filtering them. One of 
the most successful devices developed is the addition to these 
precipitates of a certain amount of porous, granular material 
to open up the mass and make filtration easy. Of these so-called 
‘^filter aids” diatomaceous earth is one of the best. In the filtra- 
tion of such sludges with the addition of filter aids, it is found 
that a constant rate of filtration with increasing pressure is oii 
the average much more rapid than a constant-pressure filtration 
in which the pressure is maintained throughout the run at the 
maximum value realized at constant rate. The major reason 
for this is apparently as follows: If at the start of a filtration 
high pressure is used, the initial velocity is extremely high because 
the thickness of the cake, and therefore its resistance, is small. 
This high liquor velocity tears off the slime that is adhering to 
the particles of filter aid, e.g., the diatomaceous earth, brings it 
again into suspension in the liquid and forces it forward through 
the cake. It finally reaches a crevice in the cake or filter mem- 
brane through which the precipitate cannot pass, but all such 
crevices are soon plugged up and there develops during the 
initial stages of filtration an excessively high “‘plugging” resist- 
ance in the cake and filtering membrane. Since this sludge 
first laid down remains throughout the filtration cycle, the 
average rate of filtration is correspondingly reduced. If, on 
the other, hand, the filtration is started at a moderate rate 
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whieli will not scour the slime off the filter aid, the resistance 
does not develop in this way and the effective filtering rate 
is increasM. This phenomenon is encountered not only vhere 
filter aids are added but also in those cases where the pre- 
cipitate itself consists of particles of diverse size, the larger 
lumps of which are granular and relatively strong, as in the case 
of filtering carbon from pitch and the like. 

Apparently this phenomenon of scouring does not develop 
in homogeneous precipitates, however compressible. Homo.- 
geneous compressible precipitates will, however, under certain 
conditions filter faster on the avera’ge at constant .rate than at 
constant pressure; hut when this occurs, examination of the cake 
before filtration is completed will show evidence of sedimentation, 
i.e,, the filter has been used as an apparatus for decantation. 
In general, a sludge should be decanted as far as possible prior to' 
filtration because construction and operation of decantation 
apparatus are cheaper than construction and operation of filters. 
In other words, where the filters are laid out and operated to 
the best advantage, decantation •will not occur in the filter to an 
appreciable extent and Eq. 2h will apply. 

In the case of the mixed precipitates, this scouring effect may 
be estimated by assuming the increase in coefi&cient of resistivity 
as proportional not only to P® but also to a power function of 
the linear velocity of the filtrate through the cake, the exponent 

being tj i.e., available laboratory data on 

the filtration of nonhomogeiieous compressible sludges indicate 
that t is approximately zero and that Eqs. 6 and 7 apply to this 
type of sludge as well as to homogeneous sludges. 

The increased average rate of flow during a constant-rate run 
.might be due to a large value of the exponent m. . In such case 
the resistance of the filtering membrane could increase faster 
than the pressure, which could cause decreased flow at high 
pressure. 

Equations fou Box Eil-tebs 

Box filters are usually operated under static head only. 
Quantitative discussion therefore requires certain modifications 
of the general equations. Details of cases which frequently 
arise are given on page 349. 
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Special Case A. "Very Slight Precipitate. — Filters used for the removal 
of sniall precipitates offer no resistance to filtration other than the resist- 
ance of the filtering medium itself. The filtering mediimi may foe cloth, 
paper, sand, coke or gravel, and the rate of flow through the voids between 
the solid particles of the filter follows the laws of viscous motion (page 81). 
The cake obtained on filters of this type is negligible. 

Assume the temperature of filtration constant and therefore the viscosity 
unchanged. The pressure is exerted by means of the hydrostatic head of 
liquid, H. 

Therefore, 

dV/de^KHA, ( 8 ) 

or integrating, assuming H is maintained constant, 

V — KHAe -^constant. (8a) 

This constant of integration equals zero if time and volume of filtrate are 
taken as zero simultaneously. ■ 

If, however, the box filter is filled at the start and allowed to drain at 
constant temperature without the addition of any more liquid in the mean- 
time, the rate of flow will at all times be proportional to the area of the box 
and the head prev^ailing at the time. Assuming that the box has straight 
sides and that therefore A is constant, 

dV/de^KAE, 

or, substituting for dV and integrating between the limits Hi and if s, 

In 

£12 

The head E should be measured to the bottom of the bed. Since these 
equations are calculated for a constant thickness of filtering medium, they 
do not hold where the liquor level falls below the surface of the bed. 

Special Case B. Granular Precipitates Which Settle Readily in. Box 
Filter- — For granular precipitates, which may be considered incompressible, 
the rate of flow is directly proportional to the pressure. A highly granular 
precipitate will settle to the bottom of the box almost immediately and 
therefore, with a constant head, the thickness of the cake is directly propor- 
tional to the volume added to the filter plus the initial thickness, t.e., the 
thickness of sludge that entered with the liquid necessary to fill the bo.x, or 

where Lo is the initial thick ness of the sludge. 

dV _ KH A _ KEA ^ 
dd L j , (xV* 


( 9 ) 
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WF , 

A 

XoF 

A 


aVdV 


it* 

, aF® 


2-4® 


^KEdd, 

= KHe +c onstant . 


C9a) 

(96) 


For varying heads, in case the filter is filled and then allowed to drain 
without adding any further liquid, this case simplifies to the preceding one 
and, as before, 


In ^=A0. 
Jti^ 


(9c) 


This is because the precipitate settles at the start of the filtration, and, being 
incompressible, the sludge simply acts as a sand filter of type 4L. 

Granular precipitates which, settle easily but are compressible obey 
the same laws, because, if the head is constant, the precipitate is compressed 
equally throughout the filtration; if the head is allowed to fall, the greatest 
pressure is at the start and a precipitate, once compressed under not too 
high pressure, does not greatly alter in compactness with diminishing pres- 
sure. This compression can be allowed for in the equation, for, since 

L=kHi, 
dV_ KEA 
de kHi 

Then when the head falls and dV — —AdM, 


, Hi c6 


(9d) 


KOTES ON XJSE‘ AITD INTEUPKETATION OF EQUATIONS 

The equations for fiiltration under constant pressure check the 
experimental data within its precision, i.e., during a given run 
the ratio iPB)f {VJA) is proportional to the total volume of filtrate 
per unit area and the proportionality constant varies from run to 
run as a power function of the pressure, the exponent being 5 . 

Figure 116 shows the results of several investigators on 
constant-pressure filtration of both compressible and essen- 
tially incompressible sludges. The data conform to straight 
lines, which is in agreement with Eqs. 4 and 6 . The slope of 
the line corresponds to r"y/xPV 2 and the intercept on the ordinate 
at (Y J A) = 0 is p'fxJP^. Essentially all the available experimental 
data give the same satisfactory correlation. Figure 117 is a 
similar type of plot for the compressible homogeneous sludge 
of chromium hydroxide. Both the slope and the intercept 
increase with increasing pressure, indicating positive values of 
Note: V/A is expressed in pouadsof filtrate per square inch on pages 851 
to 354 and as cubic feet per square foot in Illustration 2 , page 358^ 
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both m and s. If the logarithms of these slopes are plotted ps. 
tlie logarithms of the pressures, the slope of the resulting line 
vill be equal to s. Such a plot is given in Fig. 118 and the 
corresponding value of a is found to be 0.81. The value of m 
may be obtained in a similar way by plotting the logarithms of 
the intercepts vs. the logarithms of the pressures. The intercepts 
of Fig. 117 are plotted in Fig. 119, giving a value of m equal to 



0.52. The values of the slope {r''vfjP^J2) and the intercepts for a 
number of different const ant -pressure filtrations are given in 
Table I. This table also giv^es the values of the slope corrected 
approximately for variations in v by dividing these slopes by the 
pounds of solids per hundred pounds of filtrate. 

The sludges of the hydroxides of aluminum, iron and chro- 
mium have resistances that are as much as a thousand-fold 
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greater than the resistances of solids such as kieselguhr. The 
values of s for the results on the filtration of different corn- 



0 0.02 0.04- 006 0.08 010 0.12 



P-Lb./Sq.In. P = Lb/Sci.In. 

Pig. IIS. — Determination, of s. Pig. 119.' — Determination of m. 

pressible sludges are summarized in Table II. These values are 
the greatest for the compressible hydroxide sludges^ intermediate 
values being obtained for ferric oxide; a small but definite value 
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of 5 is obtained for kieselgxibr and calcium carbonate. The 
interpretation of the constant-rate data is more complicated 
owing to the fact that generally, when {P6) /{V /A) is plotted 
TS. (F/j.4), both the slope t"vjjlP’^ and the intercept p' iiP^ raiy 


Table I 



P, 

Ib./sq. 

ia- 

lb. solid 

CC. 

r"vP> 

tip 

r'^vP‘ 

Inves- 

tiga- 

tor 

lb. filtrate'^ 

2 ^ 


30 



1 0(X) 

20 


8 


16 

1.23 

23 

1,550 

90 

1,260 

S 


13 

2.65 

15.5 

3,200 

25 

1,210 

1 

CaCOs 

15 

4. 11 

28.8 

2,900 

140 

705 

7 


10 

0.21 * 

21 

170 

SO 

708 

1 


20 

0.21 

19 

120 

50 

570 

1 


50 

1.21 


1S8 


139 

3 

EaCOa 

38.7 

2. 


6,300 

so 

2,880 

7 

TO-niesli marble 

6-20 

0.4S 

70 

120 

70 

250 

1 

lOO-mesh. marble 

25 

0.45 

70 

105 

250 

234 

1 

MgCOa 

30 

0.22 

23 

2,500 

350 

11,400 

1 

PbCr04 

20 

1.48 

30 

390 

35 

260 

7 


50 

0.52 


1 ,090 


2,100 

3 

AI<OH3s-l-kieselguhr. .. 

15. 5 


25 

18,000 

650 

6 

24.5 

1.6 

24 

27,000 

1, 100 

16,900 

6 


33 

• 

27 

54,000 

900 


6 

Fe(aH)3-fHyflow 

15.5 

r 1.18% F€(oh)3 








V 3 . 65 % Hyflo w 

21 .8 

4,500 

90 

930 

7 

Zn.Cr04 

50 

4 


344,000 

-500 

86,000 

4 

Al<OH)9-f MgCOj. 

4 

2.4 


7,500 

no 

3,100 

4 

CrCOH)# 

5 

! 


26,000 

400 

1 

.■> 


10 

i 


40,000 

1 0>00 

1 

2 


25 


.... 

96,000 

1,000 

2 


50 



150,000 

1,300 

. ... 

2 


75 



210,000 

1,700 



2 


lOO 



240,000 

2,OOOi 


Al(OH), 

15 ' 

0.4G 1 

23 

17,300 

350 

37.600 

6 


10 

0.37 i 

21 

21,500 

300 

58,000 

6' 


22 

0.4 

25 

19,000 

200 

47,500 

; 1 


40 

0.4 

26 

34,000 

~30Oj 85,000 

1 


90 

0.080 

.... 

13,600 

2,600;i53,000 

5 '' 


60 

0. 119 

.... 

11,700 

3,90Oi 98,000 

5 


20 

0.6 


33,000 

-200 

55,000 

5 


SO 

0.6 


102,000 

2, 600 170.000 

5 


80 

0.052 

16.5 

17,000 

400 

326,000 

9 


SO 

2.3 


200,000 

500 

87,000 

4 


40 

2.3 

.... 

128,000 

820 

56,000 

4 

Fe(OH)j 

10 

0.28 

21 

42,000 

300 

1 50 . 000 

9 


40 

0.273 

20 

110,000 

-3,000 

402 , 000 

9 


40-7 

0.37 

20 

43,000 

— 90 

116.000 

7 


40 ’ 

1.S9 

16 

420,000 

200 220.000 

i 9 


60 

1.73 

17 

485.000 

1.300:280.000 

i 9 


20 

1.76 

19 .5 

216,00<1 

5CK)| 123,000 

ii 9 


20 

0.275 

23 

76,000 

200; 276,000 

1 

I 

1' 9 
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during the run. However, a satisfactory correlation may be 
obtained for noncompressible sludges, which were filtered under 
conditions such that was small, by plotting (P9)/(V/A) vs. 

(F/A), from w^hich the slope of the line is equal to t"v/x. For 
compressible sludges it is possible to solve Eq. 7 as a series of 
simultaneous equations, choosing sujfficient experimental points 

to evaluate the constants. 
An alternate method is to 
determine s from, constant- 
pressure runs on the same 
sludge, and then to plot 
{P9)JCV/A) vs. F^(V/A) 
for the constant-rate run. 
If p'fiP^ is sufficiently 
small, a straight line of 
slope r''v{jL should result. 
In Fig. 120 the constant- 
rate filtration data^^^ on 
ferric hydroxide are plotted, 
using s equal to 0.69 as 
determined from constant- 
pressure tests by the same 
investigator on the same 
sludge. From the slope of 
the line the value of /a 
is calculated as 46,000, 
which may be compared with the value of the same group 
obtained by multiplying {r"viJLP^/2a)j given in Table I for the 
constant-pressure filtration test at 10 lb. per sq. in., by 
which gives r"vp/a equal to 61,000. 

General Applicability. — In the case of homogeneous compres- 
sible precipitates filtered under conditions such that decantation 
does not play a part in the filtering operation, the coefficients, 
sand r', determined thus from constant-pressure or constant-rate 
conditions check reasonably weD. However, one should always ' 
determine experimentally these coefficients on the particular 
sludge for which the equation is to be employed under conditions 
as nearly similar as may be to those of actual operation; that is, 
if one proposes to operate at constant-pressure or constant -rate 
or constant-pressure gradient, the experimental data should 
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be obtained on this particular type of cycle. On the other hand, 
given data obtained under one set of conditions, the equation 
ina3^ be safely used to secure a preliminary estimate of the influ- 
ence of change in those conditions. 

Table II 



Pressure range, 
Ib./sq. in. 

1 

Investigator 

A1(0H)3. .. 

20-80 

0 . 65 

4 


10-80 

0.75 

5 


10-40 

0.88 

1 



0.56 

6 

Fe(OH)3. .. 

20-60 

0.69 

0 

Cr(OH)3. 

5-100 

O.Sl 

2 

ZaCrO*.. . 

10-70 

0.72 

4 

FeaOa 


0.18-0.41 

3 

MgCOs.... 


0.10 

6 

CaCOs. ... 


0.14 

3 



0.09 

6 

Kieselguhr 


0.05 

3 



0.02 

6 


Variability of Individual Sludges. — ^As has already been indi- 
cated, compresstUe sludges are extremely sensitive to the condi- 
tions under which they are produced and rapidly change in 
character with time, although this change usually becomes 
progressively less the longer this period. Data have been 
obtained on sludges produced and filtered under supposedly 
identical conditions, the filtering time of which varied fourfold. 
Because of this sensitiveness, laboratory data obtained from 
small-scale experimentation cannot be used with safety for 
purposes of engineering design except as a first apx^roximation. 
It is possible in the laboratory to produce the precipitate in 
question under conditions that will yield a sludge of maximum 
specifi.c resistance so that equipment based on such data will at 
least be safe. It is, however, impossible to estimate the niagiii- 
tude of the factor of safety thus introduced. Consequently, 
where equipment is to be installed for a new process, on the basis 
of small-scale experimentation only, it should be designed on a 
reasonable basis, but with provision for expansion should this 
prove necessary. 
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Constancy of Operating Averages. — For one important pur- 
pose tliese equations are entirely dependable. Where a plant 
1b in normal operation, the constants of these equations can be 
obtained from the average performance of the filtration equipment 
used on the sludge produced under normal conditions. Such 
constants obtained from average plant performance can be used 
with safety to estimate the result of proposed modification in 
operating conditions in the plant or for the design of filters for 
new installation provided the precipitate in the new plant is to 
be produced under conditions identical with those in the old one 
(see Illustration 1). 

Washing- — While data on filtration can be used to secure an esti- 
mate on washing time, it is safer to obtain washing data directly, 
especially in the case of chamber or ^ Opiate and frame'’ type of 
filters, because in these the half-cake through which flow is 
reversed on washing is loosened up by this reversal and its 
resistance lessened. The extent of this effect can be determined 
only experimentally. 

Constant Pressure vs. Constant Rate. — These equations show 
that for homogeneous sludges constant-pressure filtration is better 
than constant-rate filtration. On the other hand, the initial 
velocity in a constant-pressure operation is so high that it is very 
likely to cause the filtrate to run cloudy. Even in constant- 
pressure runs it is therefore better to start at low and substantially 
constant rate until a thoroughly formed layer of sludge is depos- 
ited on the filtering medium. 

The maximum allow^able pressure that can be tolerated in a 
filtering operation is determined by the strength of the filtering 
medium or by the tendency of the sludge to force its way through 
the filter. The higher the pressure, the less the life of the filter 
cloth and the greater the tendency toward cloudiness. In highly 
compressible sludges the gain by increased pressure is so slight 
that it is wise to restrict the pressure to a low figure. This 
maximum advisable pressure must, however, be determined 
experimentally with each individual sludge. 

Illustration 1. — In the filtration of a certain sludge, the pump is operated 
at maximum capacity until the pressure rises to 50 lb. /sq. in., and the filtra- 
tion is then completed at constant pressure. The constant-rate operation 
requires 15 min. and one-third of the total filtrate is obtained during this 
period. On the assumption that the resistance of the filtering medium is 
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negligible, determine (a) the total filtration time : (6) tbe filtration cycle if the 
filtrate per run is one-half that in (a), but the total filtration area is the 
same; (c) the per cent reduction in the time of filtration in (a) if a duplicate 
puiiip ■were installed in parallel wfith the present pump; and (d) the filtration 
cycle with the present pump and press to give the maximum amount filtered 
per day if the cake is not washed and if the time 6e required for removing 
tlie cake and reassenabling the press is 20 min. 

Solution. — At the end of the constant-rate period, the pressure will he 
that preA^ailing in the constant-pressure period so that at this time the pro- 
portionality factor will be fixed. Calling this constant k and 

letting Vr and dr represent the volume of filtrate and time at the end of the 
constant-rate period, respectively, then Eq. 26 becomes Fr/^r— or 
Vr^=sk6r for the constant-rate period. Integration of dV /d6 ^k/ V for the 
constant-pressure period gives - TV = 2A'(e--<9r) where and d represent 
the total volume of filtrate and total filtration time, respectively, per cycle. 
The constant k can be eliminated from 
these relations, giving 

а. In this case V equals 3 TV and 
equals 0.25 hr.; hence 

e^0.25l9-hl]/2 = 1.25 hr. 

б. In this case ^vill be the same as 

in (a') and F' will be giving 

$' =0.405 hr. 

c. With two pumps V'* ■v\’ill equal 
2T'V/9r and the maximum allowable 
pressure will be reached AYhen the cake 
is one-half as thick as before; hence the 
volume of filtrate V’' in the new con- 
stant-rate period will be F'l TV and d” 
will equal 6r/4, or 0.0625 hr. Since the total volume of filtrate is to be 
the same as in (a), V'' will now equal F/6 and (?" will equal 0.0625^35-1-1} 2 
or 1,16 hr. 

d. The filtration cycle for maximum daily capacity corresponds to maxi- 
mum filtrate per cycle-hour, and may be found by setting the derivative of 
V equal to zero, giving 

which means that for niaxiinuni capacity the constant-pressure filtration 
time should equal that required for removing the cake and reassembling the 
press, ^3 hr. in this case. Even if the resistance of the filtering iiiediuni is 
not negligible, the values of T” and 6 corresponding to inaximiiin daily 
capacity are readily found by plotting the experiineiitiil data as a curve of 
V vs. 6, as in Fig. 120.4, laying off 6c horizontally to the left of the origin and 
drawing the straight line AB tangent to the filtration curve at the point B. 
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Illustration 2. — A precipitate of ferric and alnniiniim hydroxides is being 
filtered at substantially constant pressure in a chamber press having dis- 
tance frames 3 ft. square and 1 in. thielc. At the pressure used 4.5 cu. ft. 
of filtrate/sq. ft, of filtering area is obtained before the frames are full. 
The cake is not washed ; 6.5 hr. is required to fill the press, and 40 min, to 
dump, clean and reassemble it. 

a. It is desired to wash the cake in this press with an amount of wash 
water equal to one-third that of the filtrate. If this be done, how much will 
the present filtering capacity of the press he reduced? 

A new press is to be purchased, which may be of the chamber or leaf type. 
The chamber press will he 3 ft. square as before. The leaf press will require 
20 min. for dumping and reassembling and IS min. for filling with wash 
water and removing excess. It is understood that the new press is to be 
operated at the present capacity and pressure (practically constant) . 

Parts b and c postulate a chamber press; parts d and e assume that a 
leaf press will be employed. 

5. Tor maximum filtration capacity without washing, what thickness 
distance frames should be specified for the chamber press? 

c. If the cake is to be washed with an amount of water equal to one- 
third of the filtrate, what width of distance frames should be provided for 
maximum capacity? 

d. Using a leaf press, how many square feet of filtering area are needed 
to equal the filtration capacity of 1 sq. ft. of the present press, at the same 
time giving maximum filtering capacity without washing? 

e. The same question, but assume the cake to be washed with an amount 
of water equal to one-third the filtrate. 

Assume that the cost of the two types of press, including installation 
expense, is $2.50 per sq. ft. of filtering area for the chamber press, and $6.50 
for the leaf press. Assume the total charge against investment, including 
interest, depreciation, maintenance, etc., is 45 per cent per year. The oper- 
ating costs including overhead are 0.014 cent per hr. per sq. ft. of fiQtering 
area while filtering and washing and O. IT cent per hr. per sq. ft. while 
dumping and reassembling. 

/. If the presses are in operation 280 days per year, 10 hr. per day, what 
thickness of frames is to be specified for the chamber press, and what thick- 
ness of cake should be formed on the leaf filter? 

g. The same questions, if the presses are operated 24 hr. per day for S60 
days in the year? 

Solution . — Assuming that the resistance of the filtering medium is small, 
the relationship between, the volume of filtrate discharged, F, in the time 6, 
through the filtering area of the press, x4, working at the pressure P, is 
expressed by V^ = 2kA^P6, Since in this problem the pressure remains 
constant, P may be disregarded and the equation simplified to 

WA^ = Ke, 

Choosing as the basis of calculation the area of the present press, 5 — 6.5 hr. 
and V/ A =4.5. Solving, K is found to be 3.12. 
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The ealculation is simplified by calling the thieknejss the frame one nth. 
of 1 in.; i.e., if the frame is la in. thick, n equals 3. The eapaeity nieastiredin 
flit rate thea b*ecomes “4.5/w’’ cii. ft, for each sq. ft. of filter cloth, and the 
frame must be filled n times to obtain the required 4.5 eu. ft. of filtrate; that 
is, the press must be operated through n cycles to perform the present duty. 

In considering the question of maximum capacity and minimum cost, it is 
advisable to tabulate the controlling factors as a function of some definite 
variable. In this case find how the time and cost for this definite amount of 
filtrate vary with the thickness of filter cake, and in so doing determine the 
following data: 


Table III. — Time Schedule, Chambee Pkess 
Basis = 1 Sq. Ft. 


No. 

of 

cycles 

Thickness 

of 

distance 
frame, 1/n 
inches 

Filtering 

time 

per cycle 

Washing 

time 

per cycle 

Tumping 

time 

per cycle 

Total 
time for 
n cycles 
(no 

washing) 

Total 
time for 
n cycles 
(with 
washing) 

Time in hours 

1 

1 . 

6.5 

17.33 

0.67 

7.17 

24 

2 

H 

1 .62 

4.33 

0.67 

4.59 

13.2 

3 

H 

0.72 

1 .92 

0.67 

4.17 

9.93 

4 

H 

0.41 

1 .08 

0.67 

4.32 

8.64 

5 

H 

0.26 

0.69 

0.67 

4.65 

8.10 

5 

H 

0.18 

0.48 

0.67 

5.10 

8.0 

3 

H 

0.10 

0.27 

0.67 

6.16 

8.3 


Differentiating the above equation, the rate of filtration at a given time is 
dV/d6=3A2A^/2V. Inserting the value of Y at the end of a filtering cycle 
for any frame thickness l/n, one obtains the rate of filtration that existed 
at this time. Obviously the rate will also be the washing rate for a leaf press 
with a filter cake of thickness 1/n; but for a chamber press the washing rate 
W’ill be hut one-fourth of this value, because washing is carried on through a 
cake twice as thick as that through which filtration has proceeded, and the 
effective filtering area is hut one-half as great. * 

The method of calculating the above data may be understood by taking 
as an example one thickness of frame ; for example, n equals 4. Using the 
equation 


with the ratio V /A =4.5/4 = 1.125 (since the cake thickness is hot one-fourth 
that employed when 4.5 cu. ft. was obtained>, the time is 0.41 hr. The 

* This neglects any difference in v^iscosity between solution and wash 
water- 
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rate of filtration at the end of the filtering period is obtained from the 
equation. 

t 

d(r/b4)_ 3.12 
dd 2>{VJA) 

as 1.39 cu. ft./ (hr.) (sq. ft. of filtering area). The rate of washing in the 
chamber press is one-foiirth this quantity, or 0.347. The volume of the wash 
water is 1.125, 3 or 0.375 cn. ft./sq. ft., and the time of washing is this 
latter figure div'ided by the preceding one, or 1 .08 hr. The time required 
per cycle for filtering, washing and dumping is therefore 2.16 hr., and the 
total time to do the work of a 1-in. frame, i.e., to produce 4.5 cu. ft. of 
filtrate /sq. ft. of filtering area, is 8.64 hr. 

Since cost data are given on a basis of 1 sq. ft. of filtering area, this basis 
is adhered to in figuring costs. For a chamber press operated 2800 hr. per 
annum, the investment charges are 250 (0.45)/ 2800 =10.0402 cent per hr. per 
sq. ft. of filtering area and, similarly, for a leaf press 0.1045 cent. Therefore, 
in a chamber press the total cost per hr./sq. ft. of filtering area for filtering 
and washing is 0.04024-0.014 =0.0542 cent and for dumping 0.04024-0.11 = 
0.1 502 cent. The corresponding figures for a leaf press are 0.1 185 and 0.2145 
cent, 

CosU are obtained by multiplying the time required for each operation 
by the cost of that operation, and the following data result: 


Tajble IY. — Cost Schedule, Ch.\]mber Press (BA.srs = 1 Sq. Ft.), n Cycles 
(280 Days, 10 Hours per Day) 


No. 

of 

cycles 

Thickness 

of 

distance 
frame, l/n 
inches 

Filtering 
cost per 
n cycles, 
cents 

TTashing 
cost per 
n cycles, 
cents 

pumping 
cost per 
n cycles, 
cents 

Total cost 

no washing 
in cycles), 
cents 

Total cost 
with 
washing 
{n cycles), 
cents 

1 

1 

0.352 

0.94 

0.1 

0.452 

1.392 

2 

i 

0.176 

0.469 

0.2 

0.376 

0.845 

3 


0.117 

0.312 

0.3 

0.417 

0.731 

4 

1 

4 

0.0882 

0.235 

0.4 

0.488 

0.725 

5 

i 

0.0705 

0.187 

0.5 

0.571 

0.759 

6 

i 

0.0587 

0.156 

0.6 

0.659 

0.815 

8 

i 

0.04S3 

0.117 

0.8 

0.843 

0.960 


It will be noted that, whereas, without washing, Ttiaximum capacity was 
obtained with a frame, minimum cost is obtained with a H-in. frame; 

with washing, nia.ximuin capacity is secured with a M-in. frame, and mini- 
inuiu cost with a H-io. frame. 

The methods of calculation for a leaf filter are entirely similar. The 
filtering time for such a filter will be the same for a J* 2 ~iri. thickness of cake 
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as for a 1-in. distance frame ia a chamber filter, since with 1-in. frames the 
final filtrate flows through a thiekiie‘«s of o in. The results are given in the 
following tables, together witli the costs for both chamber and leaf presses 
when operated 24 hr. per day, 360 days per year. 


T.vble V. — Time Schedule, Le.vf Press (Basis = l Sq. Ft.1 


No. 

of 

cycles 

Thickness 

of 

cake, 

inches 

Filtering 
time 
per cycle 

Washing 

time 

per cycle 

Dumping 
time 
per cycle 

Change 
time 
per cycle 

Total 
time for 
n cycle 
(no 

washing) 

Total 
time for 
a cycle 
(with 
washing) 

Time in hours 

1 

2 

3 

4 

5 

6 

8 

i 

i 

i 

tV 

tV 

■A 

6.5 

1.62 

0.72 

0.41 

0.26 

0.18 

0.10 

4.33 

1.08 

€.48 

0.27 

0.17 

0.12 

0.066 

0.33 

0.33 

0.33 

0.33 

0.33 

0.33 

0.33 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

0.25 

6.86 

3.90 

3.17 

2.96 

2.95 

3.06 

3.44 

* 

11.44 

6.56 

5.36 

5.04 

5.05 
5.28 
5.96 


T.A.BLE VI. — Cost Schedule, Leaf Press (Basis Sq. Ft.) 
(2S0 Days, 10 Hours per Hay) 


Ho. 

of 

cycles 

Thickness 

of 

cake, 

inches 

Filtering 
cost per ; 
ri cycle, i 
cents 

1 1 

Washing 
cost per 

I n cycle, 

^ cents 

Dumping 
cost per ' 
n cycle, i 
cents 

Change ; 
cost per j 
n cycle, 
cents j 

Total 
cost, no 
washing 
{ji cycle), 
cents 

Total 

1 cost, with 
: washing 
! {n cycle), 

1 cents 

1 


0.770 

0.513 

0.071 1 

0.054 

0.841 ! 

1.408 

2 

1 

i. 

0.385 

0 .257 

0.143 i 

0.107 

0.52S 

0.892 

3 

& 

0.257 

0.171 

0.215 

0.161 

0.472 

O.S04 

4 


0. 193 

0.12S 

0.2S6 : 

0.215 

I 0.479 

0.822 

5 

' rV 

0. 154 

0.103 

0.357 1 

0.26S 

0.511 

0.882 

6 

1 

1 2 

0. 128 

1 0.085 

0.427 

0.322 1 

0. 555 

0.962 

8 

1 

re 

1 

0.095 

0.063 

0.569 

0.429 

0.664 

1.156 


It will be noted that tnaxitnuni capacity is secured in this leaf filter Avithoiit 
washing with a bo-hi. thickness of cake corresponding to a b^-in. distance 
frame in the ehaniber press. With washing the iiiiixinuiin comes at sub- 
stantially the same point. Both with and without washing the minimunt 
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cost for 1€ hr. per day conies at thickness of cake corresponding to a 

3-3-m. distance frame. The fact that in both presses it pays to build up a 
thicker cake than corresponds to maximum capacity is due to the saving in 
labor charges secured at the expense of lowered press capacity. 


Table VII- — Costs of Chambee Peess (Basis =1 Sq. Pt.) 
(350 Days, 24 Hours per Day) 


Ko. 

of 

cycles 

Thickness 

of 

distance 
frame, 1/n, 
inches 

Mitering 
cost per 
n cycles, 
cents 

"Washing 
cost per 
n cycles, 
cents 

Dumping 
cost per 
n cycles, 
cents 

Total 
cost, no 
washing 
(n cycles), 
cents 

Total 
cost, with 
washing 
(n cycles), 
cents 

1 

1 

0.176 

0.458 

0.082 

0.258 

0.726 

2 

i 

0.0875 

0.234 

0.164 

0.252 

0.486 

3 

\ : 

0.0583 

0.156 

0.246 

0.304 

0.460 

4 

i 

0.0443 

0.117 

0.325 

0.372 

0.489 

5 ! 

I 

0.0351 

0.093 

0.41 

0.445 

0.538 

6 

i 

0.0292 

0.078 

0.402 

0.521 

0.599 

8 

i 1 

0.0216 

0.058 

0.656 

0.688 

0.746 


Table VIII. — Costs of Leap Peess (Basis = 1 Sq. 
(350 Days, 24 Hours per Day) 


No. 

of 

cycles 

Thickness 

of 

cake, 

inches 

Filtering 
cost per 
n cycles, 
cents 

Washing 
cost per 
n cycles, 
cents 

Dumping 
cost per 
n cycles, 
cents 

Change 
cost per 
n cycles, 
cents 

Total 
cost, no 
washing 
(n cycles), 
cents 

Total 
cost, with 
washing 
(n cycles), 
cents 

1 


O.Sll 

0.207 

0.048 

0.036 

0.359 

0.602 

2 

i 

0.155 

0.104 

0.096 

0.072 

0.251 

0.427 

3 

6 

0.104 

0.069 

0.144 

0.108 

0.248 

0.425 

4 


0.078 

0.052 

0.192 

0.144 

0.270 

0.460 

5 

A 

0.062 

0.042 

0.239 

0.180 

0.301 

0.523 

6 

■A 

0.052 

0.034 

0.288 

0.216 

0.340 

0.590 

8 i 

1 

IG 

0.038 

0.025 

0.384 

0.288 

0.422 

0.735 


Notwithstanding the fact of nearly threefold apparatus cost on the leaf 
filter, the actual filtering cost is only slightly higher than that of the franie 
press on a 10>hr. basis, and lower on a 24r-hr. basis. 

The method of charging up such items as depreciation, maintenance, 
rental of floor space, etc., as a flat percentage against investment cost is open 
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to criticism. The same statement applies to expressinj^ the dumping cost of 
a leaf press as proportional to its size. The fact is that the character of each 
one of these items will wary from plant to plant and their distribution in eal- 
eiilating costs must he modified accordingly. No method could be giv-en 
here which will cover the majority of eases but this particular method satis- 
factorily illustrates the principle. 

The answers to the questions as stated are therefore as follows: 

a. Since the total time for the present press wdthout washing is 7.17 hr. 
and, with washing, 24 hr., the capacity per hr., sq. ft. will be reduced from 
4.5/7.17=0.628 cu. ft./hr. to 4.5/24=0.1875 cn. ft. hr., a reduction of 
70 per cent. 

5. From Table III it w’ill be noted that the total time without washing is a 
inininium for distance frames. 

c. The time with washing is seen from Table III to be a minimum when 
using yi-in.. distance frames. 

d. With a leaf filter the filtering time without washing is a minimum 
with }'£o-in. thickness of cake, filtration being completeti in 2.95 hr. Since 
the present press requires 7.17 hr., it has only 41.1 per cent of the capacity 
of the new' press. Hence the new press wull require only 0.411 sq. ft. filtering 
area for each square foot of the present press. 

e. Since the present press requires 24 hr. for w^ashing, w'hile a leaf press 
W'ill do the work in 5.04 hr., the present press has only 21 per cent capacity 
of the leaf press, so that the size of leaf press required will be only 0.21 sq. ft. 
of filtering area/sq. ft. of area in the present press. 

/. Inspection of Table lY shows that the miniimimi co.st of filtration in a 
chamber press without washing is obtained with H-in. frames and, with 
W'ashing, by the use of Yi-in. frames. 

The minimum cost with a leaf press without washing is found in 
thickness of cake. This gives a total filtration time of 8.17 hr. as compared 
with 7.17 hr. in the present press, the present press has 44.3 per cent the 
capacity of the proposed leaf filter. This means that the new filter must 
have 0.443 sq. ft. of filtering area for each square foot in the present press. 
With washing, the capacity of this new press is therefore such that 0.223 sq. 
ft. of filtering area will suffice in place of 1 sq. ft. in the present press. 

The preceding paragraph must not he interpreted to mean that the capac- 
ity of a leaf filter so greatly exceeds that of a frame press. The comparisori 
should be made, not with the present press, the frames of Avhich are too thick, 
but with the chamber press at its best, t.c., when using to-iu. frames without 
washing and tii-in. frames with washing, requiring 4.59 hr. and S.64 hr., 
respectively, as compared with the 3.17 hr. and 5.36 hr. required for tlie 
leaf press. la other words, the capacity of the chamber press is 69.1 per 
cent of that of the leaf press without washing and 62 per cent with washing. 
This means that the investment cost of a leaf press is correspondingly 
reduced. 

g. Inspection of the tabulated costs for full-time work shows the thick- 
nesses should remain unchanged except for washing in the chaiiiber press, 
which should now be done with ^s-in. frames. YTiile all costs are lowered, 
the leaf press now has the advantage over the chamber press. It may be 
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stated, in general, that large scale and continuity of operation tend to give 
the advantage to the leaf type of press. 

It must not be forgotten that the numerical comparisons of the preceding 
paragraphs are dependent on the operating conditions and costs assumed and 
any variation in these ■will influence the results. However, the character 

9.nd direction of the influence of these factors on the relative advantages of 
5^*16 two types will remain in all cases the same. 

Homeuclature 

A = total area of filtering surface, sq. in. 

V = total weight of filtrate, pounds up to the variable time 6, 

V = volume of cahe, as it collects on the filter, cu. in. /pound of filtrate. 
P ^ total filtering pressure on cake. * 

Pi = pressure at interface betw^een filtering medium and cake. * 
channels. 

5 == total time of operation — minutes. 
jR = total resistance of cake divided by the viscosity. 
r=« specific resistance of cake, f.e., the resistance of a unit cube. 
r' = coefficient in the equation: r^r'PK 
r"=r'(l-5). 

X = thickness of Ct^e at variable time d = inches. 
p/A —resistance of press channels and “ plugged filtering medium divided 
by the viscosity. 
m = coefficient of “ plugging. 
s —coefficient of compressibility. 
t = coefficient of velocity effect, 
ju — viscosity’, relative to water, 
p'— coefficient of the equation: p~p'(P 
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CHAPTER XII 


BASIC PRINCIPLES OF VAPORIZATION PROCESSES 

INTRODUCnON TO EViLPORATIOlir, DISTILLATION, AND DRYING 

That property of liquids hy virtue of vdiich they pass from the 
liquid to the vapor state, or the reverse, iu^eordiiig: to the teiii|MTO- 
tiire and pressure to which they are subjected, is the basis of very 
important industrial processes for separating one liquid from 
other liquids, or liquids from solids. 

Industrial terminology distinguishes three eases in which sepa- 
ration is accomplished by utilizing differences in tlie volatility of 
substances, and, while the classification is not a rigorous one and 
is sometimes illogical, it will be adopted for the purpose of a 
general subdivision of this field into three chapters. 

Evaporation is the removal by vaporization of a ix>rtioii of the 
solvent from a solution of a solid or a practically nonvolatile 
licpiid, when the vapor formed is valueless in comparison to the 
residue (except perhaps for its heat content). Since water is 
the only liquid that can be obtained in unlimited quantity, and 
hence can be economically discarded, evaporation processes are 
limited in practice to water solutions, for example, the concentra- 
tion of aqueous solutions of inorganic compounds, glue, tannin, 
sugar, sulfuric acid, etc. 

Distillation”' is the removal by vaporization of one liquid 
from another w^hen the vapor is of sufficient value to warrant 
recovery by recondensation. For example, the removal by 
vaporization of Avater from its impurities, of stearic acid from 
iinsaponifiable matter, of alcohol from water, of gasoline from 
kerosene, of benzene from toluene, of benzene from mineral oil, 
of gasoline from extracted wool grease, etc., are distillation 
processes. 

* Under the term destructive distilliition are describt\i those processes in 
which the material ticted upon, such as wood, cual ur hones, is first detain! - 
posed by heat and the volatile products of the reaetinii tire then drawn off and 
recovered. 
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When one solid is separated from other solids by vaporization 
and subsequent condensation, the process is spoken of as sublima- 
tion. Phthalie acid, for example, is purified by sublimation 

Drying is the removal, generally by vaporization, of a liquid 
from a solid. The term is also used to describe the removal of 
small amounts of v’-ater from liquid mixtures. For example, 
drying is represented by the vaporization, of Tvater from sand, ores, 
coal, leather, paper, fiber board, textiles, tvdne, starch, sugar, and 
wet crystals; again 'by the vaporization of carbon bisulfide 
from thio-carbanalide crystals, benzene from dipped rubber 
goods, organic solvents from impregnated and lacquered sub- 
stances, emulsified water from, oil,- and the like. In the chapter 
on Drying, certain cases have been included where the separ- 
ation is accomplished without resorting to the process of 
vaporization. While such cases should logically be ' classified 
under Mechanical Separation, the name Drying has been so 
firmly associated with these operations that they are taken up 
under this heading. 

Certain inconsistencies exist in practical terminology which 
the reader must not take too seriously. For example, when 
water is separated from sea water in order to obtain the dis- 
solved salt, the process is called evaporation ; when it is the recon- 
densed vapor that is wanted, i.e., pure water, the process is called 
distillation. The apparatus employed in the two cases may, 
however, be practically identical. When the amount of water 
associated with alcohol is large, it is separated by distillation; 
when small, it is separated by drying with anhydrous copper 
sulfate. The vaporization of water from a glycerin solution 
is called evaporation although the apparatus used where glyc- 
erin loss must be avoided is identical with that employed for 
distillation. 

These three processes have certain elementary principles in 
common. In order to lay a foundation for the development of 
the engineering problems involved in their consideration, these 
principles will be considered somewhat in detail. 

MECHA.inSM OF VAPORIZATION 

Vapor Fhressure. — The molecules of a liquid are considered 
to be in a state of constant unordered motion, some moving 
with great velocity, while others move less rapidly. For any 
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temperature, ho\rever, there is a certain mean veloeit3’' of the 
.molecules, which for temperatures below the boiling point 
of the liquid is not sufficient to project them beyond the free sur- 
face of the liquid. But there are always some moleeules that 
possess a velocity sufficiently greater than this mean so that, 
when they approach the free surface of the liquid, thej^ overcome 
the mutual attractidp exerted between them and other molecules 
in the liquid, and, continuing their motion, pass out into the 
surrounding space and exert a pressure upon the walls of the 
container as the resultant of the bombardment that their motion 
produces. Since they move in all directions, a certain number 
will strike the liquid surface from which they emanated, and 
again become a part of it. When the number of molecules 
reentering the surface is just equal to that leaving it, a condition 
of dynamic equilibrium exists, and the pressure exerted upon 
the walls of the container by these moleeules is called the vapor 
pressure* of the substance at the existing temperature. 

If the space surrounding the liquid is filled with molecules 
of some other substances, e.g., air, at a pressure not materially 
exceeding 1 atmosphere, the voids between particles are suffi- 
ciently large and numerous to enable the above-described 
phenomenon to take place undisturbed. Since the pressure on 
the container is due to the sum of the molecular impacts, there 
will be present a final pressure made up of the pressure of the gas 
originally present plus the vapor pressure of the liquid. Should 
the liquid possess that attraction for the moleeules of the original 
gas which results in solution, this relationship no longer holds; 
nor is it valid if the original gas is under a high pressure, f 

If a liquid is made up of two Mnds of substances mechanieally 
mixed but of low mutual solubility, for example, benzene and 
water, each will give off its individual molecules, and each will 
establish an equilibrium between the escaping and returning 
molecules of its own kind, and hence a v^apor pressure of its own 
irrespective of the presence of the other molecules. These 
pressures are additive and the sum of these partial pressures 
plus that of any gas originally present makes up the total pres- 

* This is also called the j)ressur€ of ths saturated va por or aat nraiion pressure. 

t Deviations from the gas laws usually become hi rgo when the pressure is a 
considerable fraction of the saturation, pressure of the liquefied gas ,se& 

p. 7). 
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sxire within the container. * In other words, the mixture behaves 
as though the surface were alternately entirely one liquid and 
then the other. 

Vapor “pressure Lowering. — When ,the substances or compo- 
nents making up a liquid are mutually soluble, as, for example, 
alcohol and water, the escaping tendency of each substance is 
reduced owing to the presence of the other. The partial pressure 
of each and, since they are additive, the total vapor pressure of 
the liquid are thereby reduced. Even when one of the sub- 
stances, for exarhple, salt, has itself a negligible vapor pressure, 
nevertheless, when dissolved in water, it reduces the vapor pres- 
sure of the latter. On the other hand, if the molecules of the 
dissolved substance are very large, the reduction in vapor 
pressure of the solvent is negligible. 

It is important to visualize the reason for these facts. A^ssume an equi- 
molal solution of naphthalene dissolved in. benzene. At- ordinary tempera- 
ture the volatility of the naphthalene relative to that of benzene may be 
neglected. Furthermore, there is good reason to believe’ that the size of the 
naphthalene molecule is not far from that of the benzene molecule. In the 
surface of such a solution approximately one-half of the area is therefore 
occupied by benzene and one-half by naphthalene molecules. The chance 
for benzene molecules to escape from the solution into the vapor space is 
therefore only half what it is ia pure liquid benzetie. In order to have 
equilibrium with benzene vapor, it is therefore necessary for the vapor 
pressure above this solution to be only half that of pure benzene. The 
reason for this is th.at any benzene molecule coming from the vapor toward 
the surface of the liquid at high velocity will force its way into the liquid 
whether it hits a benzene molecule or a naphthalene molecule in the surface 
of the liquid, because the difficulty of forcing either of these two out of the 
way is approximately equal. 

On the other hand, assume a sohition of glue and water of such concen- 
tration that one-half the surface of the liquid is occupied by glue molecules. 
When a water molecule from the vapor space impinges upon the surface of 
the liquid, it will force its into the liquid if it happens to hit a water 
molecule in the liquid surface. When it hits a glue molecule it is reflected 
back into the vapor since it cannot displace the large glue molecule. The 
situation is much the same as though one-half the surface of the liquid were 
covered with a sheet of glass. The result is that only half the liquid surface 
is available for entrance of water molecules from the vapor space. Conse- 

* If the mixture is not agitated, two layers will form and the lower liquid 
will vaporize through the upper much more slowly than if freely exposed. 
On the other hand, the evaporation is more rapid than might at first appear 
because the lower liquid dissolves to a finite extent in the upper and is carried 
by convection currents to the exposed surface, where it evaporates. 
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qiientb' substantially the full vapor pressure of water is necessary in the 
vapor space in order to maintain equilibrium. 

It will be noted that the molecular tveight of the glue is so high that the 
niol fraction of glue is negligible. One can generalise the preceding facts bv’ 
saying that the equilihriuin partial pressure of a volatile materia! in the 
vapor is proportional to its mol fraction in the solution. 

Heat of Vaporizatioii. — If the molecules escaping from the 
surface of a body pass into air or other inert gas within a con- 
tainer, there is first formed this condition of equilibrium upon 
the inner surface of the relatively stationary gas film with w’hich 
eyery surface is surrounded (see Chap. II, Fluid Films). From 
the outer surface of this film the molecules pass into and through- 
out the remaining space both by their own motion (diffusion) 
and by convection, until equilibrium is established in the entire 
container. Through the film itself they pass by diffusion. When 
the container is not closed, both diffusion and convection proc- 
esses carry the vapor from the surface of the stationary film 
into the outside air, which is to a corresponding extent pushed 
back into space, and the normal atmospheric pressure is main- 
tained. This total atmospheric pressure is now made up of the 
vapor pressure of the substance (which wdieii equilibrium i.s 
reached is the same as though no air were present) and that 
amount of air which has not beem driven back. 

Therefore, in order for vaporization to continue at a constant 
temperature, the dynamic equilibrium which tends to establish 
itself must be. destroyed. If the surface of the substance w 
exposed to the atmosphere, the molecules arising from it may be 
swept away by a current of air; this takes place in air drying 
and during evaporation of liquids into air. If the containing 
vessel is closed, these molecules will pass to a region of lower 
pressure, i.e., where there are fewer of them. Such a region may 
be maintained by constantly removing the vapor molecules by 
dropping the temperature, thus decreasing the number and also 
the velocity of the molecules, and hence the resultant pressure, 
as in a condenser; or by pumping out mechanically as in the 
“vapor-compression’’ system of ev'aporation (page 392); or by 
absorbing the molecules in a medium that has for them a great 
attraction, t.e.j a medium which they will enter by impact, but 
from which they cannot return, such as drying over sulfuric acid 
and the like. 
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A constant temperature is not maintained of itself within a 
volatilizing liquid. Those molecules having the greater velocity 
possess also the greater amount of kinetic energy. Hence, as 
these leave the liquid, its mean kinetic energy decreases and the 
temperature falls. In order to maintain a definite temperature, 
therefore, heat must be added from an external source. This 
heat of vaporization varies with the substance, also somewhat 
with the ratio of pressure to temperature. The molal heat of 
vaporization (the heat of vaporization per unit mass multiplied 
by the molecular weight) for all liqtiids at their boiling point is . 
of the same order of magnitude. The relation between heat of 
vaporization, molecular weight, temperature and pressure is 
given by the Hildebrand function (see Fig. 4, page 13). 

Boiling Point. — Since molecular motion is a function of tem- 
perature,* the hotter a liquid, the higher will be the percentage 
of its molecules having sufiicient velocity to escape from the 
surface, and hence the greater will be its vapor pressure. There 
must then be a temperature where the escaping molecules of a 
substance will maintain a pressure of their own equal to the 
atmospheric pressure. The air can then be forced back indefi- 
nitely and the substance will vaporize indefinitely so far as pres- 
sure is concerned. This temperature is called the boiling point 
of the substance. 

FACTORS CORTROLLmO VAPORIZATION 

If the liquid is in a space in which the partial pressure of its 
vapor is less than the vapor pressure it possesses at this tempera- 
ture, it will proceed to vaporize and its vapor will pass into space. 
But this change of state is accompanied by the large absorption 
of heat already noted. If this heat is not supplied from some 
external source, vaporization will nevertheless continue, and the 
necessary heat will be taken from the sensible heat of the liquid, 
with a consequent reduction of temperature. This fall in tem- 

* Accordiag to Smithsonian Tables (p. 399, 1920 ed.), the meaa velocity 
of gas molecules in. feet per second equals 386-\/y^/ M-, where T is the degrees 
Fahrenheit absolute temperature and M is the molecular weight. Thus the 
mean diffusional velocity of air at 70°F. and normal barometer would be 
1650 ft. per sec., or 1130 mi. per hr. However, owing to frequent collisions 
with other molecules, the average distance traveled between collisions is 
extremely small, with the net result that mass transfer by molecular diffusion 
is a slow process. 
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perat lire ef the liquid is aeeoiiipaiiiod by a correspond iiig decrease 
in vapor pressure. Finallj' a temperature is reached wiiere tiie 
vapor pressure of the liquid is equal to its partial pressure existing 
in the space and vaporization will cease. 

Therefore, in order that vaporization may continue, two condi- 
tions must be met: 

First, the heat necessary for vaporization must be coriiinuousiy 
supplied. 

Second, the equilibiHum that forms between the vapar preissure 
of the liquid and its partial pressure in the surrou ndi ng space must 
be continuously destroyed. 

If either one of these two conditions is neglected, vaporization 
will be retarded or even stopped. 

CAPACITY 

In all three processes (evaporation, distillation and drying) 
the rate of vaporization, and hence the capacity, are determined 
by the rate of heat supply. Where the heat is transferred by con- 
duction and convection, as is often the case, the capacity is 
determined by the following integrated form of Newton’s law: 

Qje= no C4)„.(A)„, 

where Q/6 is B.t.ii. transferred per hour. 

An inspection of this equation shows that the capacity (Q/6) 
is determined by the product of three factors: 

= a proper average area of heating surface, sq. ft. 

(A)av.~^ proper average overall temperature difference in deg. 
F. between the points from and to which heat is 
flowing. 

1/ = Overall coefficient of heat transfer, which may be 
experimiMi tally determined, or estimated frum a 
knowledge of each of the resistances to be cneouii- 
t(‘n'd (s(M' pagi's 106 to 142). 

Where luait is transh‘rrcd by radiation, the rate of lieat supply 
is deterniinial i>y 

1. The art'as of tlu^ surfaces, and tluir arraiigiMneut. 

2. The diffc'n‘iR‘(‘ uf tie? fourth powers of the absolute tem- 
peratures. 

3. The e^missivities of the surfaces. 
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Whea heat is being supplied by both nieclianisnis, the rate 
of flow of heat is calculated by adding the rates calculated by the 
appropriate equation for each, process. 

For general discussion of the equations, data and illustrative 
examples for these mechanisms, the reader is referred to the 
chapter on Flow of Heat. However, the mechanism by which 
heat is carried into a vaporizing liquid, and by which the vapor 
forming on the surface of the liquid is removed, is so controlling in 
all these processes that it will be considered in detail in subse- 
quent chapters. 



CHAPTER XIII 


EVAPORATION 
BASIC FACTORS 

To secure the eyaporatioii of a volatile liquid^ there are tvo 
and only two essentials that must be provided: 

First, the necessary heat must be supplied to the liquid. 

Second, the vapor evolved must be removed from above the 
surface of the liquid and not allowed to accumulate. 

1. Heat Supply. — It is necessary to supply the heat to the 
liquid itself, hecause the vapor bubbles are developed there, and 
at the instant of their formation to absorb the heat incident to 
their evolution. The heat may be supplied in two ways: 

1. By direct exposure of the liquid to the source of the heat. 

2. Indirectly by transmission through a suitable solid retain- 
ing wall. 

2. Vapor Removal. — The vapor evolved may be carried away 
in two conditions: 

L Mixed with an inert gas {e.g,, air, flue gas, etc.). 

2. As undiluted vapor. 

CLASSIFICATION OF EVAPORATIOir PROCESSES 

Since there are two ways of supplying the heat and tw’o con- 
ditions in which vapor maybe removed, there are four combina- 
tions possible: 

Case 1.— The heat is supplied through the free surface of the 
liquid, and the vapor is carried away by an inert gas. 

Case 2.— The heat is supplied through the free surface of tiie 
liquid, and the vapor is evolved in undiluted form. 

Case 3. — The heat is transferred through solid retaining walls 
to the liquid, and the vapor is swept away by an inert gas. 

Case 4. —The heat is transferred through solid retaining walls 
to the liquid, and the vapor is evolved in undiluted form. 

The various evaporation processes will be classified under these 
four subdivisions. 
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CASE I 

The heat is supplied directly through the Jree surface of the liquid, 
and the impor is swept awaij by an inert gas. 

Evaporators in 'vyhieh the heat is supplied through the dis- 
engaging surface of the evaporating liquid possess the advantages 
that the apparatus may be built of material chosen Arith special 
regard to its resistance to corrosion irrespective of its heat 
conductivity, that the eA^aporator is practically unalffected hy 
incrustation of solids depositing from the liquid, and that, when 
the initial source of heat is a hot inert gas, the. heat transfer 
may be direct from the source to the liquid. The main limitation 
of this type is that hitherto no one has succeeded in adapting it 
to utilize the multiple-effect principle. 

1. Solar Evaporation. — The cheapest, although in most locali- 
ties least reliable, source of heat is the sun. Here the heat is 
transferred directly into the liquid by radiation from the sun, 
and also to the liquid surface from the air by convection. Salt 
solutions are sometimes concentrated in shallow rectangular 
pans by this method. 

2. Ricks. — A simple eA^aporator of this type consists of 
piles or 'Ticks” of brushwood over Avhich salt solution trickles 
from distributing troughs aboA^e, and the concentrated brine 
is collected in drains below, the evaporation being accom- 
plished largely by the A\ind. Covers are unnecessary in this 
case, as during rain the flow of brine is discontinued. The 
gypsum in the brine soon coA^ers the twigs Avith thick incrusta- 
tions, and the ricks eliminate a large amount of this troublesome 
material. 

3. Potion Evaporator. — A continuous apparatus using an 
artificial heat supply is the Pori on evaporator. This consists 
of a horizontal chamber on the bottom of which Aoaa^s the liquid 
to be eA^aporated, vdiile above it the flue gases from the furnace 
underneath pass in an opposite direction. The liquid is given a 
large surface and intimate contact with the hot gases, being 
thrown by centrifugal force in the form of drops into the gaseous 
space by a series of disks on a rapidly rotating shaft placed cross- 
wise in the evaporating chamber, the disks dipping partly into 
the liquid below. Because of the high tempieratiire difference 
realized and the large surface exposed, the evaporative capacity 
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is HU list ant ial; the disadvantage is eontaiiiiiiatioa of the littiior 
with soot aiul dust from the line gases. 

4. Spray Evaporators- — Evaporation of a solution mav' be 
earricHl to completion and a dry dust obtained by spraying the 
solution into a chamber against hot gases (page 634). If, during 
their fall, thedroi)lets can be exposeti to dirt‘(*t radiation from the 
fuel I ied, evaporation is aeeeleratod and a largtn eapaeity realized. 
Tims, eomnion salt may be so re(*overed, and the concentrated* 
waste liquor from pulp mills, operating the soda or the sulfate 
proec'ss, may be in t his way, not only tamporated, but dried and 
iiieinerated. If the spmay produces relatively small droplets, the 
resultant dust may be so fine as to present difficulty in its settling, 
thus causing loss of material up the stack. However, devices are 
available for recovering such dust (see pages 313 to 315). 

5. Tower Evaporation. — ^Instead of subdividing the liquid 
into small droj^s, a large surface may be ol>t allied liy passing the 
liquid in a thin film over bricks or other filling in a tower up which 
hot flue gas is passing. When oil or dust -free producer gas is 
used as a fuel, no dust is introduced and rapid evaporation, is 
effected. 

The Glover tower of a sulfuric acid chambcT pilant, while 
fulfilling a. number of functions, is an evaporator of this type. 
Dilute acid is fed to the top and is concentrated as it falls, the 
evaporation being at the expense of the sensible lieat of the hot 
gases entering the bottom. In reeeiit years installations of this 
type have been developed for the concentration of dilute sulfuric 
acid, the acid flowing down ewer the filling material of a tower, 
countercuiTent to hot furnace gases from an oil burner located 
beside the bottom of the towc^r which serves as its flue (Gilchrist 
concentration system). Such an installation is peculiarly suited 
for this particular operation, because at the high temperature and 
acid concentration prevailing at the bottom of t he tower relatively" 
large quantities of sulfur trioxide are volatilized. The top of 
the large tower serves as a combination of rectifying column, 
partial condenser and final condenser, wliereinthis volatilized SO 3 
is condensed and realrsorbcd, thus avoiding its loss and the serious 

* The dilute waste liquor is eoneeiitrated in a multiple-effect svsteni of 
evaporators to a point sueh that, when fed into a rotarv' fiirsiaee, the lient 
evolved in eoinbustion of the organic material is sutficiout to evoporate tlio 
residnal moisture. 
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nuisance created its escape. In view of the simplicity of the 
apparatus and the ease of operation, it is surprising that towers 
of this sort, fired directly with the fine gases from a furnace, are 
not more widely used. 

6. Evaporation by Bubbling G-as through the Liquid. — Not- 
withstanding the low partial pressure of most liquids at moderate 
temperature, substantial evaporation can be effected by passing 
air or other gases through the solution at as high a temperature as 
the licjuid will tolerate without serious decomposition. The air 
should be injected in very fine bubbles and in large volume. Tor 
example, a solution of lactic acid may be thus concentrated 
without deterioration, as a result of even, moderate heating. The 
air is effective, not only for carrying away the vapor which springs 
into the small bubbles as they pass through the liquid, but also 
for agitation which maintains the liquid at a uniform (maximum) 
temperature. 

cas:e ii 

The heat is supplied through the free surface of the liquid^ and 
the mpor is evolved in undiluted form. 

There are no examples of this case in practice: Conceivably, 
it could be realized by generating radiant heat electrically within 
a closed still, but such a system has no apparent advantages, 
while it has obvious disadvantages. The case of evaporating 
water from a solution or suspension sprayed into a chamber con- 
taining superheated steam will be treated under Drying. 

CASE III 

The heat is transferred through solid retaining walls to the liquid^ 
and the vapor is swept awaiy by inert gas. 

This combination is seldom found, except where the evapora- 
tor is direct-fired and the flue gases are allowed to fiow over the 
free surface of the liquid. In this case, heat may be transferred 
ill two ways: conduction through the walls of the evaporator 
body and convection from the flue gases to the surface of the 
liquid in the evaporator. The passage of the flue gas over the 
surface of the liquid will have no effect in increasing the capacity 
unless the rate of evaporation is so slow that the vapor is evolved 
at a pressure below atmospheric, as in the concentration of sul- 
furic acid in open pans or dishes. In this case, the vapor pres- 
sure of the water is much less than 1 atmosphere because of 
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the vapor-pressure lowering caused by the acid. A modification 
of this case is found in the salt iiidustiy' in the form of apparatus 
known as salt graiiiers.’’ These grainers comprise large shallcnv 
rectangular chambers, built of wood, concrete or steel, fitted with 
large-diameter tubes with steam on the inside. Steam is 
admitted at such a rate that no ebullition takes place, the 
evaporation going on quietly with no disturbance of the liquor 
surface. Meanwhile salt crystals form on the surface and gradu- 
ally sink to the bottom of the grainer. 

For the evaporation of very corrosive liquids, pans may be 
constructed of special materials. Thus, for the concentration of 
sulfuric acid above 60°Be.j pans of platinum and gold were 
formerly widely used, direct-fired, and provided with draft hoods 
for removal of the fumes. At one time even glass, in the form of 
large evaporating dishes, was used for this purpose, but the break- 
age, due both to shock and to unequal heatings, was excessive. 
Later, dishes of fused silica of various shaj)es, arranged in 
cascade, so the acid under concentration flowed continuously 
through the apparatus, were introduced. To avoid breakage 
due to unequal expansion of setting and dish, these were placed 
on rings of asbestos packing in the top of the flue from a suitable 
furnace, and were thus directly heated by the flue gases. The 
flow of acid was countercurrent to that of the gases, to provide 
for the rising boiling point of the acid during evaporation. As 
before, draft must he provided for removal of fumes. These 
dishes are fragile and breakage is severe, especially in the expen- 
sive larger sizes. It has been attempted to replace them by dishes 
cast of high-silica iron but practice in this field is not yet 
standardized. 

In the production of c.p. chemicals and other more expensive 
products, porcelain evaporating dishes up to 18 in. in diameter 
and 6 in. deep' are used; they are resistant, hut of poor conduc- 
tivity, fragile and expensive. 

, CASE IV 

The heat is trajisferred through retaining imlls to the hqmdy 
and the vapor is evolved in uiidiluted form. 

By far the greater part of evaporative equipment falls in this 
class. The source of heat may be (1) fire or hot gases, (2) hot 
oil or other liquid, or (3) vapor usually steam. The most irnpor- 
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taut of these is steam, and the rest of this chapter will be largely" 
devoted to this ease. 

^ 1. ]>irect--fired Evaporators. — These consist usually of a cast- 
iron pot or steel pan set over a fire. It is %vell to have combustion 
nearly complete before the fine gases strike the metal parts of the 
evaporator body, as the rate of combustion of the uiiburned gases 
is greatlj' decreased when the temperature of the gases is lowered. 
The main resistance to the flow of heat in direct-fired evapora- 
tors (or stills) is on the combustion side of the evaporator body, 
and hence stirring of the contents of the evaporator will not 
greatly increase the capacity. However, positive circulation in 
the evaporator may be necessary to overcome the tendency of 
certain parts to become overheated, for example, when a very 
viscous material is being heated. The capacity depends mainly, 
then, upon the area of ‘‘stiir’ bottom exposed to heat and the 
difference in temperature between this and the source of heat. 

A modern type of vapor generator, often called a ^^pipe still,’’ 
consists of a number of horizontal tubes, joined by return-bend 
fittings, to form a long continuous passage. The fluid to be 
• heated is pumped in at the bottom of an ^'economizer” section 
heated by the combustion gases flowing to the stack, and flows 
upward through this so-called convection section, and thence 
to tubes located in the combustion chamber of the furnace, 
where the outer surface is heated by both radiation and convec- 
tion. The heated material then discharges into a vapor-liquid 
separator. Where desirable to reduce vapor generation in the 
tubes the pressure therein is controlled by a throttle valve just 
prior to the separator. 

2. Oil -heated Evaporators. — Where a sufficiently high tem- 
perature cannot be obtained by using steam at commercial pres- 
sures, and where direct firing is undesirable, the heating may be 
accomplished by the use of hot oil. This method of heating may 
be applied to practically any form of apparatus designed for heat- 
ing by means of steam, but usually it is applied to jacketed kettles. 

The oil-heating system consists in a direct-fired ''absorber,” 
which is often similar to a water-tube boiler, together with a num- 
ber of automatic safety devices designed to prevent overheating 
of the oil or "burning out” of tubes in the absorber. 

3. Vapor-heated Evaporators. — It very frequently happens 
that steam can be used as a source of heat more conveniently 
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tliaii tlio direct ecmibiistion of fuel. The devices thus utilizing 
steam tire many, but eertaiu basic* conditions must he met for the 
most economical practice. As pn‘viously indicated (page* 371), 
capacity is directly proportional to tlie product of the following 
three factors: area of heating surface, overall difference in tem- 
perature between steam and boiling liquid, and overall eoejfficient 
of heat transfer from steam to boiling liquid. 

In order that the heating surf ace maybe as effective as possible, 
one must have provision for conducting the condensed steam 
(water) promptly out of the beating system and provision for 
preventing the accumulation therein of tlie fixed gases carried 
b3'’ the steam. 

The value of the ov^erall coefficient of beat transfer, as shown 
in tbe chapter on Tlow of Heat, depends on a number of 
variables : 

1 . The Coefficient of Heat Transfer on the Vapor Side , — 
Primarily because of tbe higher therm al conductivity of the 
condensate, higher heat -transfer coefficients are obtained wbeui 
condensing steam than when condensing organic vapors (page 
135). With drop wise condensation of steam (page 138) much 
larger coeflQcients of beat transfer are obtained than with 
film-type condensation. 

2. The Thermal Conductivity and Thickness of the Walls of the 
Heat-tra?isjer Surfaces, — The thermal conductivity' of copper is 
approximately nine times that of steel, and the thickness of €Opp<T 
tubes is usually about the same as that of seamless steel tubes; 
thus, if tbe thermal resistances of the heating surface were the con- 
trolling factor, a ninefold increase in capacity would be expected 
upon the substitution of copper for steel tubes. However, the 
thermal resistance of metal tubes in an evaporator is usually 
small compared to the total resistance, so oriK' a small increase* 
results from such a siib.stitiition. Obviously, the less the otlier 
resistances in comparison to that of tbe walls of the beating sur- 
face, tbe greater is the gain, but even under the^ most favorable 
conditions, i.e., with practically' pure steam condensing on one 
side and very^ rapid circulation of boiling liquor on tht* other, the 
gain rarely exceeds 30 per cent and is usually' lumdi less. How- 
ever, where the walls of the beating surface an* n‘iativeiy thick 
and made of a material of low thermal cunductivity, such as 
enameled iron, the overall coefficient from cuiKlonsing steam to 
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boiling liquid may be considerably less than the value obtained 
with a ‘thin all-metal wall. 

3. The €€cficie7it of Heat Tra?isfer from the Heat-transfer 
Surface to the Solution . — This depends on the effectiveness of the 
eonveetion currents and tlie^ physical properties of the solution. 

In natw'a fciTciilniion evaporators the rate of flow of liquid 
past the heat-transfer surface is caused by differences in head due 
to differences in density brought about by the difference in 
temperature between the heating surface and the fluid, and is 
affected both by the resistance to fluid flow due to the dimensions 
and arrangement of the heating surface and by the physical 
properties of the solution and the vapor bubbles. Apparently 
part of the vapor is generated on the heat-transfer surface, but 
as the liquid, superheated by contact with the heating surface, 
circulates into the main body of the solution, additional vapor 
is generated/^' For a given evaporator and solution, the 
viscosity of the solution and the temperature difference are 
important variables in determining the magnitude of the coeffi- 
cient of heat transfer from the heating surface to the boiling 
solution (page 140). For a given solution in a given type of 
evaporator, a linear relation may be obtained by plotting on 
logarithmic paper the product of the overall coefficient of heat 
transfer and the viscosity of the boiling solution against the over- . 
all temperature difference between condensing steam and boiling 
solution (Fig. 121). However, this relation breaks down at high 
temperature differences, where U goes through a maximum value, 
as indicated by Fig. 52, page 141. 

In /orcecf-circulation evaporators the solution is caused to flow 
rapidly past the beating surface by means of a pump or stirrer, 
thus reducing film thickness and increasing the coefficient of 
heat transfer. With upward flow in vertical ' tubes, the vapor 
generation may be unimportant until near the outlet; in such case 
most of the surface is used in heating liquid and hence the 
coefficients approach those for heating liquids in tubes. With a 
given solution in a forced-circulation evaporator, the mass 
velocity of fluid past the surface is the most important variable, 
but viscosity, thermal conductivity and specific heat are also 
invoh’od. A. rough correlation may be obtained by plotting 
the overall thermal resistance 1/U vs. a term that controls the 
thermal re.sistance on the boiling-licpiid side, namely, 
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where ju is the viscosity of the solution and (j is tlie mass A-eloeity 
(see page 140). 

The theriiial eoriductivities of aqueous solutions do not vary 
widely with the nature of the sokite, and decrease soniewiuit with 
inexease in the eonceutration of the solute. The viscosity of 
aqueous solutions varies with the nature of tlie solute, usually 
rises with increase in concentration of .solute, particularly at 
high concent ratioiiSj and increases with decrease in teni|>era- 



Overall Diff: in Temp. CStearn+o Liquor) in Deg.F. 

Fig. 121- — C— overall eoeffieiont of heat transfer, as B.t.u. (hr.) (sq. ft. ) (deg:. 

r.); li' = viscosity of boiling liquor in eeatipoises. 

• Evaporation of Water, Badger and Shepard, Chcm. Met. Eng., S3, 2S- (1020s 
O Evaporation of Water, Claasen, Zeit. Ver. Dent. Ing.., 4&, 41S 1 1902 . 

A Evaporation of W'ater, Torrey and Pratt, M.I.T. Thesis, 1913. 

X Concentration of Ten Per Cent Sait Solution, ibid. 

ture. An increase in viscosity not only increases the thickness 
of the dim insulating the heating surface from the main body 
of the solution but also decreases the magnitude of eunveetion 
ciiiTents, thus reducing the coefficient of heat transfer. In eases 
where the solubility of the solute dc'creases with Tnen‘a>e in 
temperature, i.e., for substances having ‘inverted st4ubility 
curves/’ such as calcium sulfate, a layer of solid of Irov thermal 
conductivity forms on the hcat-transftT surface, reducing the 
ovnuall coefficient of heat traiisftu*. Scale may also be deposited 
owing to decomposition of the solute, corrosimi of the surface 
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and tlie presence of foreign matter. In any event, scale deposits 
seriously reduce the rate of heat transfer (pages 138 and 415). 

Uniformity of heating, completeness of control and general 
simplicity c^f operation are among the advantages incident to 
steam as a source of heat. Obviously, if low-pressure exhaust 
steam is available, considerable economy is introduced by its 
use, even when it is necessary to obtain the desired difference in 
temperature between the steam and the boiling point of the liquid 
to be evaporated, by lowering this latter by means of a vaciinm. 
Where the desired condensation temperature is not obtained with 
steam at a convenient pressure, evaporators may be heated by 
the vapors of liquids ha\ing boiling points higher than water. 
Thus at 1 atmosphere mercury boils at 674^F. and diphenyl 
oxide at 550°T. 

Jacketed Kettles and Pans. — Apparatus of this type of the 
most diverse character is now available, and much latitude is 
enjoyed in size, shape, means of agitation of the charge, and 
material of construction. Many manufacturers supply kettles 
made of aluminum, duriron, copper, steel and cast iron and also 
kettles lined with tin, silver, alloys and enamel to resist specific 
corrosive action. Although brittle, enameled ware of sufficiently 
•high quality can be secured to stand up under reasonable service 
conditions, as to both temperature variation and shock; a draw- 
back is its lower thermal conductivity, as noted above. 

Standard Evaporator Bodies. — Most of the evaporators in 
use are those heated by means of steam. Various types are 
available and these will be discussed in detail in connection with 
multiple-effect evaporation under the heading Typical Evapora- 
tor Bodies (see pages 393 to 399). However, it should be 
remembered that such types can be and are used for single- 
effect operation, both for continuous feed and discharge and for 
operation by the batch process. 

Evaporation in Vacuum. — There is sometimes an impression 
that evaporation can be carried on under a vacuum at a less 
expenditure of energy than at ordinary atmospheric pressure. 
The actual saving is little or nothing, for, wdiile less heat is 
required to bring the liquid to the boiling point, the heat of 
vaporization increases as the temperature falls (see Hildebrand 
chart. Fig. 4, p. 13), and furthermore a certain amount of energy 
is required to operate the vacuum pump. 



EVAFOJiA TIOX 


383 


The Teal advantiij 2 :e.s iiieidtait to the use of raeuiim, ar€^: il) 
The boiling point of the liquid is and hence the teni- 

perature ditferenee Ixdweeu the boiling |)c)irit and eoiitiensiiig 
steam is inereased, and evapo ration is accelerated.* (2) Chea{) 
low-pressure steam ma^ be used. (3) ]Maay substances, chiefly 
organic, deteriorate when their solutions are boiled at atmos- 
plieric pressure, as, for example, glue and tannin solutions, 
milk and concent rated solutions of sugar. (4) The size and 
character of niaio’’ crystals may also be controlled by the tem- 
perature and rate of formation from an evaporating solution 
(page 400). 

Maintenance of Vacuum. — As already indicated, o|>erating an 
evaporator under vacuum increases its capacity because of the 
inereased teinperature difference between the source of heat and 
the boiling liquid. Since the pressure is below atmospheric, the 
vapor must be pumped out, though it is important to condense it 
before removal, thus reducing the work required to a very small 
value. Assuming freef vapor passages and the absence of non- 
condeiisable gases, the total pressure in such a system will be the 
vapor pressure of the liquid at the lowest temperature to which 
it is cooled in the condenser, while yet in contact with its rapor. 
Were the pressure lower, no condeiisatioii could take place; 
were it higher, the temperature of the condensed liquid would 
instantly rise owing to condensation of more vapor into it. 
In general, the pressure in such a system will be somewhat greater 
than the above owing to the presence in the vapor of inert non- 
condensable gases; if these are large in amount, the pressure will 
rise greatly. Provision must he made for taking these out of the 
condenser, either with the condensed liquid or separately. Obvi- 
ously the heat of condensation evolved in the condenser must be 
removed; this requires adequate condensing surface and cooling 
medium, 

Condeasers- — The condenser may be of two types: (1) the 
cooling water is kept separate from the condensing vapor \siirface 

* However, when boilin}? liquids of low boiling point, it is easily possible 
to employ such a high tempo' rat lire dilTerenee that the surfaee beeoiii€^s 
insulated with vapor; in such ea.ses a higher rate of heat traiislt'r is ebtaiiieil 
upon reducing the temperature differenee (see p. 141 i. 

t To make negligible any drop iti pressure from point to point due to 
friction. 
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candenscr') or (2) it mixes directly with the vapor as a spray or 
film (jet mndenser) y as in Fig. 122. 

In surface co?}dejis€rs, to secure a high overall coefficient of 
heat transfer from condensing vapor to cooling medium, the 
requirements’’' are rapid circulation of the cooling medium to 
reduce the elective thickness of water film through which heat 
must flow by conduction, immediate removal of the condensed 
liquid and as nearly complete removal as possible of noncon- 
densable gases to prevent the for- 
mation of an insulating film of 
relatively stationary gas. 

The disadvantages of the jet 
condenser are the necessity of lifting 
all the cooling water as well as the 
condensate and fixed gases from the 
prevailing vacuum to atmospheric 
pressure and. the unavoidable 
escape of the permanent gases dis- 
solved ill the cooling water into the 
vapor space with corresponding rise 
in pressure. 

The advantages of a jet conden-^ 
ser are that very rapid transfer of 
heat and hence large capacity per 
unit floor space are obtained 
because of the direct mixing of 
vapor and cooling water, that rel- 
atively simple construction is 
secured at a low cost, and the fact 
that, on account of dilution, corro- 

Fig. i22.~Jet condenser, i^our- vapors may be condensed 

tesy of bchvtic and Koerting Co,) ^ „ 

Without destruction of the contain- 
ing walls or the use of specially resistant material. Because of 
their lower cost, jet condensers are ordinarily used, except when 
making ‘distilled’’ water. 

In both types of condensers the liquid and gases may be 
removed by a wet-air pump, or separately by dry-air and liquor 
pumps . When a barometric leg is employed, no pumps are neces- 
See pp. 109 to 143. 
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san\* but tlir* A'acuum i.s in,ipro\'e<i by thr use* of a drv~air pump 
connected to tlie to]) of the apparatus. 

Heating Eiements.—Tlie small aroa of lioatiiig surface fiir- 
iiislied by a, Jacket makes sueh au ap?)ar;it us undesirable for 
raiiid evaporation of large vokmios. Ee(:a>urse ijs laid, therefore, 
to beating (dements made from pipe, either in the slia|M:^ of coils, 
“(vhicdi may be of most <‘oniplex forms, or straight tubes set in 
tube sheets at either end. 

Frothing and Entrainment. — Since the object of evaporation 
is the separation of va|>or from residue, it is essential to secure 
such separation bedore the ^'apor passes to tlie condenser. 

Ill rapidly boiling liquids, the escaping vapor lias a strong 
tendency to carry liquid with it, sometimes as bubbles or froth 
and sometimes as suspended droplets, probably produced by the 
bursting of bubbles during the osea|3e of the enclosed vapor. 
The former is called frothing and the latti^r entrainment. 

Frothing. — With badly frothing liquids, where the bubbles 
are stable and persistent, it is sometimes difficult to pirevent 
almost the whole body of liquid from lifting over with the vapor. 
Usually, however, tlie bubbles can be broken up by piassing the 
froth over an additional heating surface; this causes further 
evaporation, with resulting distention of the bubbles to the point 
where the^'' burst. This is readily aceoinpiished wliere the heat- 
ing surface is in the form of coils or closely pticked tubes, but the 
heating elements must be well distributed through the path of the 
frothy vapor, as the coiiducthdty of such a mass is poor. In 
practice, if the liquid in such an evapio rat or begins to froth, the 
liquid level may be lowered until a portion of the beating surface 
previously submerged is exposed to the vapor, thus lessening the 
amount of vapor disengaged below the surface of the main liquid 
mass and allowing the froth produccvl to play over the heating sur- 
face above the liquid, the lewd being so adjusted that tlie froth is 
broken up just at or al')ove the top of t he heating surface. I dhcr- 
wise any heating surface in contact with \’apor alone would be 

* Although in a haroiiietrie ooiuloiiser, i.c., one se tl:at the eeoliii^ 

water and condensate flow br gravity through aeoluiun of ihfaih ei|iiivaleiit 
to the prevailing vaeiiurn. in) pump is requirtai, yet thi.-; of cooling 

water must at some time have lu'en putiipeti to the top of tiio eouiioiisor, 
witk the expenditure of an iapiivalent amount of energy. 
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ineffective in evaporation. The proper location of the level 
between main liquid and froth is determined by experiment. The 
lowering of liquid level to reduce foaming has the disadvantage of 
the formation of scale on the heating surface; where this deposited 
matter does not dissolve readily, the disadvantage is serious. 
Foaming liquids are usually treated in film-type evaporators 
(see pages 395 to 403). 

Entrainment. — It seems probable that the most important fac- 
tor in determining entrainment is the '‘mass velocity’’ of the 
vapor rising from the free or disengaging surface of the liquid in 
the evaporator, i,e., the pounds of vapor escaping through each 
square foot of disengaging surface per hour. The disengaging 
velocity allowable must, however, be determined for each specific 
case, as the viscosity, density and surface tension of the liquid 
affect the result. Since the first and last of these vary greatly 
with change in temperature, hence with change in pressure, and 
also with concentration, it is unsafe to determine the maximum 
allowable disengaging velocity at other than the actual conditions 
to be encountered in the evaporator. A determination made 
experimentally in a small apparatus will, however, enable one to 
estimate witlxin reasonable limits the conditions that will be 
encountered in practice. 

In evaporators with submerged tubes, to allow such particles 
to settle hack into the evaporator, it is important to provide 
above the disengaging surface of the evaporator reasonable 
headroom in which there is no constriction of area of cross section, 
thus avoiding increase in the velocity of the rising vapor. In 
industrial apparatus, this headroom is rarely less than 30 in., 
and should be 6 to 15 ft. The disadvantages of increasing 
headroom come from the increased size of the apparatus and 
the greater heat loss to the surroundings. Owing to the small 
ratio of external surface to volume in large evaporators, it is 
possible in such to increase the height of the vapor space without 
increase in percentage beat loss beyond what would be found 
in a small evaporator. 

It is found advisable to remove the droplets that remain in 
the vapor by utilizing centrifugal force. This is accomplished by 
passing the vapor through a vessel of greatly restricted section 
having a circular path, with provision for draining back into the 
evaporator the particles impinging upon the walls. Where 
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appreciable decrease in pressure of the vapor is aIio%vabk% it is 
possible to produce a high velocity through a long path, against 
baffle plates, and thus secure v’cry effective removal of drops. 
The |.>assage of the vapor around and against baffles followed by 
temporary reduction in velocity is soinctinios used to separate 
discrete particles therefrom, but the major action is the centrifu- 
gal effect at the points of change in direction. 

Energy Required for Evaporation, — Tlie measure of the theo- 
retical difiieulty of carrying out any react ion or separation is the 
miniiiiiiin amount of work necessary to effect tlie change involved, 
if performed under theoretically perfe(‘t and reversible conditions, 
i.c., the change in free energy. A process should be able to 
operate with a work consumption not greatly exceeding this value. 
It should be Temcmbered that this energy must be supplied as 
work; mere heat is not its eejui valent, though for eonvcuiienee the 
energy is often expressed in heat units. On pages 422 to 423 
equations are given for the minimum anioiiiit of work required, 
and it is shown that this is very small, amounting, in the case of 
a 10 per cent water solution of glycerin, to but 6.4 B.t.u. per lb. 
of water evaporated. It is evident that the more eoneent rated 
the solution, the greater is the theoretical energy required, but 
even for concentrated solutions this value remains small. For 
colloidal solutions, i.c., those of high molecular weight, the 
reversible work is even less. Theoretically, therefore, the greater 
part of the heat supplied in evaporation should be recoverable, 
and such is the case. 

It was emphasized that the free energy necessary was a work 
and not a mere heat requirement, but, since available heat engines 
actually convert 20 per cent or more of the heat supplied into 
work, the theoretical hcof requirement for a 10 per cent glycerin 
solution is only 32 B.t.u. per lb. of water evaporated. From this 
point of view, a simple evaporator is a very inefficient nieehanisiii. 
However, the heat required for evaporation is almost entirely con- 
verted into latent heat of vaporization, and is, in this form, carried 
out of the evaporator the vapor and can he again utilized 1 ) 3 " 
condensing the vapor. 

Suppose, for example, that in a gix^en plant a certain amount 
of water is being evaporated at atmospheric pressure in ttic proc- 
ess of concentration of an aqueous solution. Most of the heat 
consumed appears as latent beat in the water vapor. It could 



388 


PMINCFPIES OF CUKMICAJL EXGIXFERIN'G 


not, hawcTer, readity and directly be employed to evaporate more 
water pnder these conditions,' since on condensing it this heat 
is evolved at the boiling point (100°C.), so that no temperature 
difference exists to force the heat through the necessary heat- 
ing surface into the fresh solution to be evaporated. If, however, 
the same plant had a corresponding supply of alcohol to be dis- 
tilled, the water vapor from the above evaporator could readily 
be used as a heat supply therefor, by condensation in the heating 
coils of the alcohol still, rather than by using boiler steam for 
this still. If, in turn, this same plant bad ether to be distilled, the 
beating coils of the ether still could be used as a condenser for the 
alcohol vapor, thus avoiding the use of boiler steam in the ether 
still. In this way a succession of liquids of progressively lower 
boiling points can be evaporated with a single supply of heat. 
In other words, in the process of evaporation, the heat used is 
merely degraded in temperature and this degradation is slight. 

Multiple-effect Principle. — However, the conditions above 
outlined, which allow a given quantity of heat to be used for 
evaporation a multiple of times by boiling a series of liquids of 
successively lower boiling points, do not frequently exist. But 
it is true that the boiling point of a water solution depends upon 
the pressure above it, and by a judicious selection of pressures a 
solution can be made to boil at the temperatures given for alcohol 
and ether or any more suitable temperatures, and a similar 
economy of heat can be effected. Each evaporator (kettle or 
pan) is called an effect and this process is called multiple -effect 
evaporation. 

Suppose, for example, the steam entering the coils of effect A 
in Fig. 123 is saturated exhaust steam at 2.5 lb. gauge (17.2 lb. 
per sq. in, abs. pressure) and at 220°P., and the pressure in the 
vapor* space of ^4 corresponds to a vacuum of 8.75 in. of mer- 
cury, or with normal barometer 10 .4 lb. per sq. in. abs. pressure. 
The water in A will boilf at 195°F. and furnish steam to the 
heating coils of B at this temperature. The vacuum in the 

* For the sake of clearness, the st earn evolved by a boiling solution will be 
referred to as ^‘vapor” while the word "steam” will be used to designate 
the source of heat in any particular effect. Obviously the vapor from one 
effect becomes the steam supply' of the next. 

t For the purpose of simplicity, in this illustration boiling-point raising 
has been neglected. 
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vapor spact? of B is 19.1 in. and hence water wiil boil at 165®F. 
The \'ap(>r eomiog from B and entering the heating coils of C at 
165° will can.se water to boil in C at 125°F. where the vaetiiim is 
26 in. Yapor from (7 at 12o°F. will then pass to the condenser. 

Since th(? heating element of .4 is above at niosplieric pressure, 
the condensed water in it can dovv from it by gravity at a little 
below 220°]F. But the eoiideiised water in the heating space of 
B is under vaeuuni; hence the pump P' must be used to exhaust 
the heating space in B and deliver the water at atmospheric 
pressure. Similarly, the condensate in the heating space 
of C must be pumped out. 



It is evident that the condensed water from the heater in B 
at about 195°P. is in position to give up part of its sensible heat to 
the liquid boiling in C at 125°F., and by leading it into the beating 
element of C part of it flashes into steam on account of the lower 
pressure, reducing its temperature to 165°F., the temperature of 
the steam in the coils of C. The hot condensate from the heater 
in A is generally returned to the boiler. 

The solution to be evaporated is fed at 195®F. into the liquor 
spaces of effect A iitFa by means of a pump or by gravity. Since 
the pressures in B and C are progressively lower, it is evident that 
the solution can be drawn in sequence throiig;!! the system by the 
pipes P' and F" and finally lifted to atmospheric pressiireby the 
pump P'". This arrangement is called parallel flow, or forward 
flow. In order to permit the removal of fixed gases from 
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the heating: space of all the effects, each is connected by a small 
pipe to the vacuuiii condenser or to the body of the Tapor space 
of the same effect which is obAnonsly at lower pressure. Where 
the noncondensable gas is small in amount, the latter is better 
practice, as this method acts as a safeguard against the loss of 
steam due to its discharge with fixed gases. 

Economy vs. Capacity. — ^Theoretically, therefore, in this 
case 1 lb. of initial steam should evaporate approximately 
1 lb. of water in each of the effects .4, B and C. In practice, for 
reasons discussed later, the evaporation per pound of initial 
steam, even for a fixed luimber of effects operated in series, varies 
widely with conditions, and is best predicted by a heat balance.^’ 
The heat ecoyiomy of such a system must not be confused with 
the ei^aporative cajpacity of one of the effects. If operated with 
steam at 220°F. in the heating space and 26 in. vacuum in its 
vapor space, effect A will evaporate as much water (nearly) 
as all three effects costing nearly three times as much ; hut it ^vill 
require approximately three times as much steam and cooling 
water. The capacity of one or more effects in series is directly 
proportional to ( 1 ) the difference between the condensing tem- 
perature of the steam supplied, and the temperature of the boiling 
solution in the last effect and (2) the overall coefficient of heat 
transfer from steam to solution. Hence, if these factors remain 
constant, the capacity of one effect is the same as a combination 
of three effects. On account of complications in construction and 
operation, multiple effects are not so frequently used for the 
evaporation of corrosive liquids, or where fuel is very cheap, or 
for small-scale processes,* but they are of great value and impor- 
tance in increasing the economy of large-scale evaporative proc- 
esses, and are continually being simplified and improved. The 
savings resulting from the installation of additional effects are 
discussed on pages 408 to 410. 

Efficiency vs. Economy. — In this connection, it may be 
noted that in the literature on evaporators the word ‘‘efficiency’^ 
is often erroneously used for the ^‘capacity” of a system. The 
true efficiency of any evaporative system can be determined, 
as shown on pages 387 to 388, but, since the data for this are 
frequently inadequate and almost always inexact, it is wiser 
to express the performance of a given apparatus as its heat 
“economy,” i.e,, the evaporation obtained per unit of steam 
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consumption. Tills removes any iiaeertairity in the expression 
of the result. 

Terminal Conditions. — The highest temperature eniployed 
in an effect is limited hy the corresponding pressurt:', which must 
not exceed the working strength of the apparatus- At times it 
is, of course, limited hy the pressure of the available steam sup- 
ply,'^ also by the tempierature to Avhieh the solution maybe safely 
heated. The lowest pressure that can be realized depends nfx>h 
the temperature of the cooling water. These limiting tcmipera- 
tures, together with the nature of the solution to be eva|X)rated 
and the product re qiu red 5 are factors not usually within the con- 
trol of the designer of evaporative equipinent, are already 
determined. Collectively, they are designated the * Terminal 
conditions'^ of an evaporative system, and represent the fixed 
and accepted limitations under which the equipment must be 
designed to operate. 

Theoretical Limit of If ximher of Effects ; Boiling-point Raising. 

E^^ery solution exerts a vapor pressure lessf than that of the pure 
solvent at the same temperature, and corr€\<ponding to this 
vapor-pressure lowering is an equivalent boiling-point raising. 
That is, dissolved substances lower the vapor piressure of the 
solvent, such reduction increasing with the concentration of 
solute. Since a solution boils when its vapor pressure reaches 
that of its surroundings , it must be heated to a temperature above 
the boiling point of the pure solvent before ebullition can take 
place. The vapor rising from a solution is therefore superheated 
by an amount equal to this boiling-point raising (b.p.r.) and 
it must be cooled by this anrount before it will condense and 
give up its heat of vaporization. While the amount of supper- 
heat is small when compared to the latent heat of the vapor, it 
should be noted that this latent heat of vaporization becomes 
aA-ailable for use only when the vapor is cooled to a tempterature 
lower than that of the solution from which it came by the aiiioiiiit 
of this b.p.r. This loss of temperature difference from condensing 
steam to boiling liquid in the next effect iucrt:^ases the heating 
surface required for the transfer of the heat. As is shown on 
page 414, a 33.3 per cent caustic soda solution has a b.p.r. of 

** Wherp power is needed in the plant, boiler st<‘:ini may be expanded 
down to nearly atinosptierie pressure through turltines or stfenn engines, 
the exhaust steam being used for the evaporators. See p. 410. 

t However, see p. 529. 
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34®F. Theoretically, the temperature difference from one 
effect to the next may be changed at ^rill, but the drop due to 
the b.p.r. is a fixed quantity for any determined concentration 
of the solution- The possible number of effects, therefore, is 
limited to the total temperature drop available to force heat 
through the heating surface (and this is the difference in tem- 
perature between the steam supply and the cooling water) less 
the total b.p.r. in all effects. 

Multiple Use of Steam through Mechanical Work.— In the 

above discussion, the point was made that work, rather than heat, 
is the essential thing in evaporation, and yet the methods of 
evaporation presented have involved heat transfer alone. It is, 
however, possible to use mechanical worh effectively in evapora- 
tion, by mechanically compressing the vapor given off from an 
evaporating solution (more or less superheated by the b.p.r.), and 
again using the high-pressure steam thus secured, in the steam 
coils of the same effect from w-hich the vapor came. 

As was stated on page 388, the only reason that the vapor com- 
ing from effect A could not again, be used in A to evaporate more 
solution is that it is at the same temperature as the solution 
boiling in A, and hence the heat would not flow from the heating 
space through the container walls into the solution. The heat 
units are present in the vapor as latent heat, but they are avail- 
able at too low a temperature. If, now, this vapor is compressed 
to the proper pressure, its condensation temperature will be so 
raised as to be again available for transferring heat in the heating 
coils of effect A, The chief difSiculty with such a process lies in 
the size of compressor needed for compressing large quantities of 
low-pressure vapor, having a large volume, from the saturation 
point up to a pressure high enough for use in the heating coils. 
Owing to cooling by heat loss and to entrainment, it is impractical 
to use an ordinary air compressor; the erosion of the mechanical 
parts is also a disadvantage. The only method heretofore 
adopted for overcoming this has been the use of a steam ejector, 
employing high-pressure boiler steam to compress part of the 
vapor to the degree required for re-use. The resulting mixture 
of steam from the evaporator and the boiler then flows to the 
steam coils of the evaporator itself. That part of the vapor 
wiiich is not compressed flows directly to the condenser. With 
this system it is possible to evaporate about 3 lb. of water per lb. 
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of boiler steaim, or the equivalent of a trip! e-elf eet evaporator; 
ljut with high compressive efficiency and small heat losses, it 
should be possible to evaporate niueii more water per pound 
of boiler steam than this. The development of this type of 
mechanical €?vaporator offers niiieh promise, especially for use 
where power is cheap relative to fuel. In its present form, this 
evaporator should be considered for small installations^ as it 
makes possible the realization of high heat economy in a single 
effect. 


'TYPICAL EVAPORATOR BODIES 

In any evaporator effect there must foe provided (1) means 
for supplying steam to the heating surface, (2) mc^aiis for remov- 
ing the condensate and noncondensable gases, (3) disengaging 
space for separation of vapor from boiling liquid, (4) means for 
admission and removal of the solution to be concentrated and (5) 
provision for removal of vapor evolved. 

The heating surface of an effect is generally made up of tubes, 
straight on account of ease of construction and cleaning, either 
horizontal, vertical or inclined at an angle. The boiling liquid 
may be either outside or inside these tubes, the steam being in 
either case in contact with the other surface. Finally, the 
boiling liquid may lie over the heating surface as a deep layer, 
i.e,, the tubes submerged in the liquid, or the boiling liquid may 
be distributed over the heating surface as a thin film. Cor- 
responding to these possibilities, evaporator effects may be classi- 
fied under the following types : 


Tabes horizontal 


Tubes vertical (also in- 
clined) 


liquor outside tubes 


Liquor inside tubes 
Liquor outside tubes 


\ Liquor inside tabes 


^Sahtiierged Tube Trpe. ill 

Film Type. . . . ;2i 

^Submerged Tube Type. (3) 

Film Type .... (4) 

^Submerged Tube Type. {5} 

Filin Type - . . . (6) 

^ Submerged Tube Type .i7- 

( Film Type . . . ( S 
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Effects, corresponding to all but one of these types, are found 
ill eoniniereial operation. Formerly there were several types 
known by the names of their designers, but experience has 
standardized practice in const ruction and a few types are now 
accepted as having justified themselves, and. can be obtained of 


any one of a number of manufacturers. 

Type 1, Tubes Horizontal, Liquor Outside, Submerged Heat- 
ing Surface. — This is an important and ^\ddely used type. In the 
evaporator shown in Fig. 124, the steam is supplied to one of the 
two steam chests, from which it is distributed to the steam tubes, 
and the condensed steam is trapped out from the bottom of the 
chest at the other end of the tubes. The boiling liquid is in the 
main body of the evaporator around the heating tubes, and 
the space above the liquid serves for settling the entrained 
droplets from the vapor. The dilute liquor is fed in through a 
supply pipe at one side of the evaporator Mther above or below 
the liquor level, and the more concentrated liquor flows out 
at the bottom as shown in Fig. 124. The vapor leaving the top 

of the disengaging space, before 
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Fig. 124. — Evaporator, Type 1. (Cour- 
tesy of Swenson Evaporator Co.) 


entering the vapor main lead- 
ing to the nhxt effect or to the 
condenser, may pass through a 
steam separator catch-all 
containing one or more baffies 
for further separation of the 
entrained liquor from the va- 
pors. The steam tubes are 
fitted into the steam chest with 
gaskets of rubber or other suit- 
able packing material, held 
tight by faceplates screwed 
down upon the gaskets from 
the steam chest side. In 
order to insure circulation of 


Dn'ps 


the boiling liquid, a space entirely free from tubes is provided, 
either at the center or at the sides or both. Evaporators of 
this type are constructed by practically all manufacturers. The 
evaporator bodies may be either rectangular or cylindrical in 
cross section. The differences lie mainly in the effectiveness 
of maintaining circulation and in simplicity, strength and per- 
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fc'ctloii of meeluiiiical i*oiistru(‘tioii. The relatii'e loeation and 
size of heating surface and free fire illation spaca? have a large 
influence in determining the rate of eireiilation, and therefore 
the coeffieient of heat trans^fer. 

Tjpe 2, Tubes Horizontal, Liquor Outside ia Film Form. — 

Tile Lillie evaporator is the only representative of this class. 
In this t 3 "pe there is only one steam chest and each of the parallel 
tubes containiiig the steam is closed at the extreme end except 
for a small opening which allows the noncondensable gases 
to escape into the disengaging chamber that surrounds the tubes. 
The tubes slope slightly toward the .steam chest to drain out 
the condensed water which is trapped out from the bottom of the 
chest. The feed liquor is distributed over the top row of steam 
tubes through a suitable distributing device, nsiially consisting 
of parallel perforated pipes or troughs. The concentrated licpior 
collecting in the bottom of the disengaging space is pumped put, 
and is either recirculated through the same effect, distributed 
into the next effect in series with the first or withdrawn as 
product. It is obvious that the total amount of liquid c'.xpo.^ed 
to high temperature is small compared to the amount so ex]>osed 
in Type 1, and hence the time oj exposure of litjuid to the high 
temperature is much less. Therefore, for materials which 
deteriorate on long heating, the ii.se of a film-type apparatus is 
desirable. Other types of evaporators in which the time of 
exposure is short will be diseus.sed later. 

It has been shown that, if an evaporating licpiid begins to froth, 
it is possible to stop this by lowering the liquid level, so that the 
liquid plan's over the heating surface as a foam. Evaporators of 
Type 1, when used with frothing liquids, are operated in this way 
and should then be classified as Type 2. 

Type 3. Tubes Horizontal, Liquor Inside, Submerged Heat- 
ing Surface, — This type has never been realized owing to tlit‘ 
impossibility of removing vapcjr from tlie tubes without at the 
same time carrying out the liquid. The nearest analogue is 
the water-tube boiler, but in this case the heating element is 
not steam. 

Type 4. Tubes Horizontal, Liquor Inside in Film Form. — Tin* 
Yaryan evaporator (Fig. 125) is (apiipped with horizontal tubes 
.surrounded by steam. The ftml lic}uor eiitors tlio tulues aiul 
flows through several horizontal pa.sst^s, lca\'ing at tlie opposite 
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end to discharge into the disengaging chamber, in which the 
entrained liquor is separated from the vapor by suitable baffles. 
The liquid in the tubes flashes partly into vapor and rushes 
through the tubes as a froth consisting of alternate slugs of 
vapor and boiling liquid. The concentrated liquor is drawn 
off while the vapor passes to the steam space of the next effect 
in series, or to the condenser. 

Type 5. Tubes Vertical, Liquor Outside, Submerged Heat- 
ing Surface. — In the earlier days of evaporator practice, effects 
were constructed of large vertical cylindrical shells, the heating 
elements consisting of vertical steam tubes connected at top and 


I STEAM 



Fig. 125. — Evaporator, Type 4, Yaryan. 
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bottom into horizontal headers for supply of steam and removal 
of condensate. Such effects were at one time spoken of as the 
‘‘standard’”** type. It is, however, difficult to insert such heat- 
ing elements so as to secure a maximum heating area in a given 
volume of the body of the effect; moreover, the steam headers 
interfere \Yith the circulation of the boiling liqiuid, thus cutting 
down the heat-transfer coefficient. The use of this type has, in 
general, been abandoned. 

Type 6. Tubes Vertical, Liquor Outside in Film Form. — The 

type described in the preceding paragraph, when used for frothing 
liquids, employing the method previously mentioned of lowering 
the level of the boiling liquid so that the major portion of the 
=*• This term is now applied to Type 7 with central dowmtake. 
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lieatiiig surface is covered only with the foam jtiul l>u tables pro- 
duced by ebullition, falls under this head. Sirna* it suffers from 
all the disadvantages of the construction using submerged lH?atiiig 
surface, it is no longer used. 

'Type 7. Tubes Vertical, Liquor Inside, Submerged Heat- 
ing Surface. — This important evaporator type is usually^ built 
of a vertical cylindrical shell with, Innveva-^r, two available 
methods of insertion of the heating tubes. Tlie ends of these 
may be expanded into plates or ‘Tliaphragiiis extending 
clear across the evaporator body, and thus forming a suitable 
steam chest; in the center a 
large circular tube is provided 
for descent of the liquor, 
whieli rises through the heat- 
ing tubes. 

Frequently the steam chest 
consists of a short cylindrical 
shell, somewhat smaller than 
that of the evaporator itself, 
closed at the ends by tube 
sheets into which closely 
spaced heating tubes are ex- 
panded. This steam chest is 
supported concentrically with- 
in the main evaporator shell. 

From the shape of the steam 
chest, it is described as a 
‘‘basket.^’ In the case of 
single-effect finishing pans, 
such as ‘^strike” pans for 
sugar, a central downtake is 
sometimes provided. 

The notable advantage of 
Type 7 is the ease of clean- tjpo. of SweK.sau Ei-aiM, 

ing the heating tubes from 

incTusted matter by running a rotary cutting tube cleaner 
through the tube.s. To this end, the diaphragm type is provititni 
with manholes, while the main body of a basket'' etfert \Fig. 
12(5) is flanged, so that the whole basket can be removed ; ext m 
baskets are usually kept on hand so that operation imiy bt^ 
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quickly resumed, and the incriisted basket is cleaned or repaired 
at leisure. 

Salt sokitious often contain gypsum, marked in its tendency 
to form a dense adherent scale of such low heat conductivity 
that the evaporative capacity of the apparatus is rapidly reduced. 
This type is well suited for use in concentrating such solutions, 
and is so widely used for this purpose that these effects are fre- 
quently termed ‘‘salt evaporators.' ’ 



Fig. 127. — Evaporntor, Type S. {Courtesy of Buffalo Foundry and Machine 

Co.) 

Type 8. Tubes Vertical, Liq^tior Inside in Film Torm. — 

Evaporators of this type consist of a group of long vertical tubes, 
the ends of which are expanded into two plates which form dia- 
phragms across a cylindrical shell near the ends, the space 
l.>etween these plates being the steam chest. The liquor is fed 
into the shell below the bottom plate, under sufficient head to rise 
a short distance into the tubes. There it boils, and the vapor 
rising as froth forces slugs of liquor ahead of it at high velocity up 
the tubes and out into the disengaging space in the evaporator 
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shell alxive t he upper tiiho pluto. Wherc^ the disengaging space 
is small, as in Fig. 127, an externally loeated separator is used. 
Part of the liquid from the separatt^r reeireiihites through the 
tubes and the remainder is sent to a second effect or is drawn off 
as product. For solutions sensitiye to heat the time of contact 
is redu<‘ed by decreasing the diameter of tlie return pipe. 

The distinc'tive advantage of thistypt^ lies in the high coefficient 
of heat transfer realized, due to the great velo(*ity of the liquid 
over the heating su rface. The character of tlie flow of liquid and 
vapor through the tubes guarantees a tlaorough and rapndly 
repeated wetting of the whole heating surface. This type is 
popiilar, particuhirly for handling foaming licpiids. 

Evai)orators of Type S are also built with iindined tiibe.s, 
thus reducing the head room recpiircd. 

Forced-circulation Evaporators. — Pumps are .sometimes in- 
stalled to increase the velocity through the tul h‘s, tlius increasing 
the coefficient of heait transfer and incretising the evaporative 
capacity of the unit. The popularity of such units seems to be 
increasing. 

Salting-out Evaporators. — Evaporator bodies that are to be 
used for solutions depositing crystals during tlie ])rocess of 
concentration must have provision for removal of the crystals. 
Since interference with eoiitiniiity of operation is very unde- 
sirable, the evaporator is equipped with a type of double seal, 
known as a ‘‘salt eateh.’^ This consists of a chamber separated 
from the evaporator just above it by a gate valve and in the 
bottom of which is a second such valve. The bottom of the 
evaporator body is sloped downward, as in Fig. 126, p>age 397, 
to the upper valve, so that crystals deposited will fall upon it 
and flow through it when opened. Sometimes the salt receiver 
is fitted with a filter p)late, so that, when full, the mother liquor 
may be drawn off and the crystals Avashed. They may then he 
dried, first by passing dry steam and then air througli tiaun. 
Or, as in the separation of salt from el(M.*t rolytic caustit'-soda 
solution, the salt, after being washed, is dissolved in lie! water 
and pumped or forced out. 

NOTES ON SINGLE-EFFECT EVAPORATORS 

As already shown, to maintain alow temperature flu* evapera- 
tion of liquids liable to injury by heat is condiu'ted at the liigliest 
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available vacuum. Since only the last efect of a multiple evap- 
orator system can be under the highest vacuiina and therefore at 
the loi,vest temperature, this type of apparatus does not lend itself 
to the concentration of liquids injured by heat except when the 
same are very dilute, for example, solutions of sugar, glue, tannin, 
etc. Injury due to “burning” occasioned by localized lack of 
circulation with resultant ‘ overheating is decreased by using a 
lower steam pressure and a correspondingly larger heating surface. 
Obviously, where the material in solution is sensitive to heat, it is 
desirable to hold it at the temperature of the evaporator as short 
a time as possible. Since a film type of evaporator contains the 
minimum of liquid at any given time, it is from this point of view 
particularly desirable. Unfortunately, however, in an apparatus 
of this type intermittent wetting and drying of the heating 
surface are very likely to take place and in the case of glue or 
similar substances an adherent insulating film forms on the 
heating element when dry which does not readily redissolve 
when again wet. The vertical tube type, how^ever, is much 
less subject to this drawback and should find here a promising 
field for development. 

Another advantage of film-type effects for handling liquids 
injured by heat is the absence of any b.p.r. due* to hydrostatic 
head. With submerged heating surface, the liquid at the bottom 
of the pan is under a pressure greater than that at the disengaging 
surface above, by an amount equal to the liquid head in the effect, 
wliich may be several feet. At high pressures, this additional 
head may be negligible, but at very low pressures the increase 
will cause a marked rise in temperature at the bottom of the pan. 
It is true that the liquid at the bottom of such an effect often 
does not boil, but is none the less raised in temperature and is 
then brought by convection up to the surface where, being 
superheated, it flashes partially into vapor, while the residual 
liquid, cooled by this evaporation, then returns to the bottom of 
the effect to repeat the cycle. Thus in any case, hydrostatic head 
produces an increase in the average temperature of the boiling 
liquid (particularly important when operating under high 
vacuum) which can be avoided by film evaporation. 

In the refining of sugar it is essential to regulate the number of 
crystallization centers formed and the rate of growth of the 
resultant grains, by controlling (1) the concentration of the 
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.<c)I iitio.ii, (2) its t«Mnpt‘ratiin\ (A) tin.* at it is brouiit^^t 

ttj iiny definite tern|)eraturf'‘ and pressure, (4) tke rate (d fooling 
and (5) the exti'iit of cooling to whieh it is finally siihjia*tc*d. 
The first three of these faetors are deteriuined entirely^ and the. 
last two to a certain degree, by (.aireful rnauifnilation of both heat 
sut)p»Iy and vaeuiiin in tlie evaporator. For this purpose a single 
effect must be iiscai, as the reaction of one effect u|>oii the opera- 
tion of another in stories with it would rciid<»r close control 
impossible. 

Single effects are used, as already indicated, in small installa- 
tions, where the amount of evaporation to l>e done is insufficient 
to justify the cost of installing and operating a limit iple-effect 
system (see pages 390 to 391). Single effects are also used in 
many cases wdiere it is desired to recover the solvent employed, 
but where otherwise an open pan coidd as easily be used. 

It is desirable to bring together, even with danger of reitera- 
tion, the more essential details for wliieh it is riet*essary to provide 
in order to secure satisfactory operation of evaporators. The.se 
requirements must be met in every effect, whether opc‘rated 
separately or in series with others; the modifications of these 
directions necessary in series operation will be pointed out in the 
discussion of multiple effects. 

Steam Supply- — The steam feed of an e^ffect should be through 
pipes large enough to insure no appreciable reduction in pressure 
caused by friction in the supply lines and valves (a point of great 
iniportanee when using low-pressure steam), and should be drawn 
from an adequate source to insure the maintenance* of full pres- 
sure in the steam chest at all times. Where the original supply 
is from a boiler or other source in which the* piressiire is too high 
for the safety of the evaporator, it is imperative that the supply 
line be equipped with a proper automatic reducing valve, to 
protect the effect and yet to insure, at all times, fiiii working 
pressure on it. In this last case, a safety valve should also he 
provided. 

]Removatl of Condensed Stenm. — Provision for tliis is of utmost 
importance. The heating tubes must not be lun.g, as the 
downstream ends may fill with condensate, rendtuiiig that 
portion of the heating surface less useful. Where p«>ssibk\ the 
tubes should slope in the direction of flow of tht* steam in order 
to sw^eep out the condensate effectively. The eondeiised-steaiii 
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chest must be equipped vith an effective trap to remove con- 
densate as soon as accumulated, without allowing escape of 
steam. A gauge glass should be provided to detect inadequate 
removal of condensed steam from the steam chest. The removal 
of the nonconden^ble gases always present in the steam is of 
great importance, as these gases will accumulate and entirely 
prevent the entrance of the steam. This removal is effected hy 
bleeding off a small part of the steam from the condensed steam 
chest, to the vapor space of the same effect or directly to the 
condenser. The presence of noncondensable *gases is detected 
by the discrepancy between the temperature in the steam chest 
and the pressure existing there, 

Erdrainmerd in an effect is indicated by the presence of solute 
in the condensed vapor. Frothing is detected by inspection 
through sight glasses in the side of the effect, or by watching 
gauge glasses connected at various heights in the side of the vapor 
space and leading thence to any point of low pressure, such as the 
condenser, or a succeeding effect. By the use of electrical con- 
tacts in a gauge glass or at defiiaite heights in the disengaging 
space of the effect, an alarm may be given in tbe case of solutions 
of electrolytes. Frothing is reduced hy lowering the liquid level 
in tbe effect or hy reducing the evaporative rate. 

Liquor Feed and Removal. — By proper control of tbe feed, 
a single effect may be operated either intermittently or continu- 
ously. The body of the effect is filled to the proper height with 
dilute liquor, and as concentration proceeds tbe level is main- 
tained by admitting more dilute liquor at the proper rate, until 
ultimately the required concentration is realized; then the effect is 
emptied, and tbe cycle is repeated. Or, instead of emptying tbe 
effect when the desired concentration is attained, the concen- 
trated liquor may be drawn off at a definite, constant rate, deter- 
.mined by the evaporative capacity of tbe effect, the liquor level 
being maintained uniform by the continued admission of dilute 
liquor, thus securing continuity of operation. Discontinuous 
operation requires constant attention to control the changing 
rate of evaporation consequent upon decreasing temperature drop 
(and hence decreasing heat flow') through the heating surface 
caused by tbe constantly rising boiling point of the solution, and 
to provide for emptying and refilling the effect. Hence, continu- 
ous operation is generally used. This involves the disadvantage 
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that ttie entire evaporation is carried ant at the high boiling 
point of the concentrated solution, the mera^e b.p.r. of dis~ 
continous evaporation being much lower. In mnltiple^ffect 
operation, on ■ the other hand, this 'di»dl vantage laj^ely 
disappears. 

The liquor feed of an e€^t is controlled bj* a valve operated 
either by hand or automatically (as with a dmt valve) so as to 
keep the amount of boiling liquid in the effect at the prefer level. 
Film-type effec^ts usually require delivery of the fe^ at 
points, .as indicated in their d€sc.ription; but in the case of sub- 
merged heating surface, the liquor may be admitted anywhere, as 
boiling keeps the contents of the effect tboroughly mixwl. Tits 
concentrated liquor is removed at a point some distaai^ fitwn 
the inlet, to prevent short-circuiting of the dilute feed liquor to the 
outlet pipe, and its flow is controlled by a throttle valve, opemtwl 
to maintain the proper concentration of the effluent, usually 
determined by its density. The feed to effects under pr^ure and 
‘the discharge from those under vacuum must be by means of 
suitable pumps. The operator observes the amount of liquor in 
the effect through sight or gauge glasses. 

Vapor Removal. — ^The vapor is removed by a condenser which, 
if operating under a vacuum, is fitted pvith an air pump. Tbcs^ 
two pieces of api5aratus are of the types insed in steam-engineeiing 
practice and their operation involves nothing unfamiliar. Jet 
condensers are used in a larger proportion of the cases in chemical 
practice than in steam engineering (see pages 383 to 384). The 
air pumps must be adequate for removal of all inert nancon- 
densable gases present. Barometric jet condensers are used 
in many cases where corrosive gases enter with the steam. While 
this type avoids corrosion of pump parts, its height limits its 
use where space considerations are involved. 

CHARACTEMSTICS OF MULTIPLE-EFFECT SYSTEMS 

It may at first thought seem that the maintenance of the 
proper conditions of temperature and pressure in each of the 
various bodies of a multiple-effect system is a difficult and com- 
plicated problem, but, since the adjustment of conditions between 
the pans is entirely automatic, such is nut the ease. When a 
nimiber of effects are to be operated in s(‘rit‘s, tlie vapor from 
the first discdiarges into the .steam coils of the second, the vapor 
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from, the second passes into the steam coils of the third, and so on; 
the vapor from the last effect passes directly to the condenser. la 
such a system the liquor feed and discharge of each body may be 
entirely separate, as though each were a single effect; however, 
this is seldom done. 

Parallel Flow of liquor arid Steam. — ^It is advisable, however, 
to feed the dilute liquor to the first high-pressure effect, carrying 
on only a part of the concentration there, feeding the second 
effect from the first, the third from the second and so on, finally 
withdrawing the concentrated product from the last effect. 
There are two. reasons for this. First, only two liquor pumps are 
required: the feed pump to the first effect (if it is under pressure), 
and the discharge pump from the last, since, as each effect is at a 
pressure lower than the preceding one, the liquor will flow directly 
from effect to effect. Second, since all effects before the last 
contain liquor which is but partly concentrated, the b.p.r. in 
these effects is correspondingly lower, thus giving a larger tem- 
perature drop through the heating surface of the effect, and 
hence a higher evaporative capacity. 

When evaporation is carried on to high concentrations, this 
factor becomes important. Since the amount of water evap- 
orated in each effect is often nearly the same, the concentration 
and hence the value of the b.p.r, is not large until the last effects 
are reached (see Counterflow, page 407). 

Removal of Air, — The air or other noncondensable gases may 
be w;ithdrawn from the system in either of two ways : first, the 
condensed steam chest of each effect may be connected directly to 
the condenser; second, the steam chest of each effect may be 
connected to the vapor space of the same effect. Since the 
presence of noncondensable gas in the steam chest of succeeding 
effects cuts down the rate of heat transmission (page 13^), this 
second method is advisable only when the precentage of such 
gas is very small. If the volume of noncondensable gas is large, 
it is advisable to withdraw it directly to the condenser (see page 
390). 

Heat Recovery from Condensate. — The water leaving the 
condensed-steam chest in a single-effect evaporator, or in the 
first effect of a multiple system, is generally returned to the boiler 
and its heat content thus utilized. The condensate from 
the other effects of a multiple system is frequently contam- 
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inated thraugb entrainment and requires special installation for 
the recovery of the heat contained therein. Because of tlie 
excellent coefficient of heat transfer from condensing steam to 
boiling liquid, it is more economical to lead the hot condensate 
from the chest of one effect into the heating ©oil of the next 
effect in series. Here, because of the lower pf&mwtt, some of this 
water flashes into steam at the same tempemtnre as the condens- 
ing steam in this coil. The temperature of the condensate in 
the last effect is too low to make recovery easy and it is therefore 
discharged through the wet air pump or through the downtake 
pipe of a barometric condenser. 

Staiiiiiig Up. — To place a multiple-effect evaporator in oi^ra- 
tion quickly and without loss of liquor from boiling over calls 
for careful and accurate manipulation. liquor levels must at 
first be kept very low, and, after the vacuum pump is started, 
water is admitted to the condenser. The first effect should he 
'filled, followed by admission of steam to the steam chest. Feed 
liquor should be passed on to the following bodies only after it 
has been heated to the working temperature normally obtaining 
there. As soon as the liquor in the last effect has reached the 
desired concentration, it is .allowed to discharge as rapidly as 
passible without fall in concentration, and the system now 
proceeds in smooth and continuous operation. 

Such a system will s(x>n adjust itself to a definite tempera- 
ture and pressure in each effect. The vapor evolved in the first 
must condense in the coils of the second, where, in turn, it causes 
the evaporation of a corre^pK)ndmg amount of liquid. If this 
condensation in the coils of the second does not take place, the 
steam accumulates, and, backing up, raises the pressure in the 
first effect, stopping evaporation there. On the other hand, con- 
densation in the coils of the second effect cannot occur without 
the dissipation of the corresponding heat, and there is no means 
of absorbing this heat except hy evaporating from the boiling 
liquid in the second effect an approximately equal amount of 
steam. This interrelation holds for all effects throughout the 
system, and interference with, or acceleration of, evaporation 
at any point has its ine^dtable rtntction ut)on the conditions at 
every other point. The heat flowing past each section of the 
apparatus equals that passing every othtu stM‘tioiu a condition 
maintained hy self-adjustment of the temperature drops through 
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the various heating surfaces and entirely automatic on the part 
of the system itself. 

Probably the first sign of trouble which the operator observers 
will be a reduction in evapKjrative capacity, i.e., it will* be found 
necej^ary to reduce the rate of discharge of concentrated liquor 
from the last effect in order to maintain its strength. This 
undesirable result, however, develops only as a consequence of 
far-reaching changes in the operating conditions throughout the 
whole system. ^ This will he made clearer by consideration of the 
results following specific modification of the operating conditions 
in the multiple-effect system. 

Effect of Inadequate Condenser Capacity.^ — Assume, for 
example, that, in a system operating normally under given 
terminal conditions, the temperature of the condenser water 
rises. The resulting higher temperature of condensation pro- 
duces immediately a rise in pressure in the last effect, followed by 
rise in temperature of the boiling liquid. This cuts down the* 
temperature drop through the heating surface in that effect, 
thus reducing the heat transferred and the steam condensed in 
the coils. This causes rise of pressure in these coils, backing 
up the pressure in the effect before the last, and so on back 
through the whole system, resulting ultimately in reducing the 
temperature drop through the heating surface in each effect; 
hence the evaporation in each is reduced proportionally, with a 
corresponding decrease in the evaporative capacity of the entire 
system. 

Effect of Decrease in UA-product. — Again, -assume that the 
operator finds the evaporative capacity of his equipment reduced; 
but that in this instance the cause is either the cutting out of 
part of the heating surface or a reduction in the coefidcient of 
heat transfer in a given effect. In either case, since the product 
of the coefficient of beat transfer and the area of heating surface 
is reduced, the heat current decreases in that particular effect. 
Since no effect can continue to receive a heat current greater 
than it can dissipate, the heat current decreases in all effects. 
As a result, the temperature drop increases in the effect in ques- 
tion, and decreases in all others. Hence the temperature of 
boiling rises in the preceding effects and falls in the succeeding 
ones. This automatic redistribution of the magnitudes of the 
temperature drop through the beating surfaces of the various 
effects, developing a high temperature difference in the body 
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in which, the coefficient of heat transfer or tlie area of the heat- 
ing surface is decreased, and abnormally low values in the 
others, enables the operator to determine the location of the 
trouble. 

The most likely causes in reduction of tfcb* effective heating 
surface are inadequate removal of condensate, which can readily 
be noted by ins'pection of condensate levels in the gauge glmsses 
on the condemsed-steam chests, or abnormally low liquor levels, 
which can be detected in the gauge glassy on the Bquor space 
and corrected by properly adjusting the rates of Bqnor feed and 
withdrawal. Inadequate removal of noncondenaable gas may 
be remedied by increasing the rate of bleed by adjusting the 
bleeder valve. If with normal terminal conditions (see pmge S91) 
the reduction in capacity of the system is not due to improi«r 
levels of condensate or liquor, or to inadequate bleeding of 
gases, the cause must be fouling of the heating surface. 

Effect of Steam Leakage. — ^Three sources of steam leakage are 
encountered. The first is from the steam chest of an effect into 
the boiling liquid in that effect, usually through defective packing 
at the ends of tubes or through pinholes caused by conosion. 
The second is caused by the bleeding of an excessive amount 
of steam out of the chest to remove permanent gases. The third 
is a direct flow of steam from the chest of one effect to that of 
the next due to imperfect traps in the condensed-steam line. 
The leakage of steam in any of these ways from the chest of an 
effect results in a relatively low evaporation in that effect 
although the evaporative capacity of the system may remain 
unchanged. Clearly a steam leak increases the steam consump- 
tion per unit of total evaporation since the multiple-effect prin- 
ciple is violated wdien steam fails to condense in each heating 
surface. 

Modification in operating conditions at any jx>int thus reacts 
upon and changes the conditions at every other point; but for- 
tunately, as indicated above, analysis of the changes enables the 
operator to locate and remedy the trouble. 

Counterflow of Liquor and Steam. — Occasionally one encoun- 
ters solutions in the evaporation of which it is desirable to modify 
the above outline of multiple operation. Since the viscosity of a 
solution is greater when eold and coneent rated, the eocfhcient 
t)f heat transft^r is lowesP* in the low-pressure effect of a multiple 

* See p. 380. 
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system operated with parallel flow of liquor and steam. Where 
the product is very concentrated, the coefficient in the last effect 
may he only 10 per cent or even less of that in the first effect. 
Obviously, then, a higher coefficient will be obtained by evaporat- 
ing the most concentrated solution at the highest temperature, 
in the high-pressure rather than the low-pressure effect. 
In such cases, it may prove worth while to admit the dilute feed 
li€|uor into the low-pressure effect, pump it to the second effect 
and from there pump it to the high-pressure effect for the final 
concentration. This method of operation is called backward flow 
or cotinterfiow. Sometimes a combination of backward and 
forward feed is used, which will eliminate a pump. The necessity 
for such changes from parallel flow is, however, not very frequent. 

Choice of Terminal Conditioiis. — It will be recalled that the 
evaporative capacity of a multiple system is determined by the 
amount of heat that can be supplied to the boiling liquid and 
that this in turn is approximately proportional* to the tem- 
perature difference between the steam supply and the boiling 
liquid. The lowest temperature at which the liquid can boil 
depends on the vacuum in the condenser, which in turn is limited 
by the temperature of the cooling water. The highest allowable 
temperature is fixed by that pressure of steam supply which the 
mechanical strength of the apparatus will stand, or by the possible 
injurious effect that heat may have upon the material to be 
evaporated. However, the advantages that accrue to high- 
pressure steam through decrease in the area of the heating surface 
should be balanced against the resultant decrease in steam 
economy. 

Determination of Number of Effects. Eccnomic Balance . — 
The choice of the number of effects to be used in series in an 
evaporation system becomes an economic balance of cost of heat 
against fi?ed charges. If a single effect will handle a certain 
amount of evaporation, the addition in series of more effects 
duplicating the first does not greatly modify the evaporative 
capacity but does cut down the fuel cost. Although the size 
of the condenser can be reduced, the cost of the auxiliary equip- 
ment is not greatly changed; the air pump can be made smaller 

* Since the coefficient of heat transfer increases with the temperature and 
the temperature difference (p. 141), an effect where a 25® difference is main- 
tained will have more than two and one-half times the evaporative capacity 
where a 10®F. drop is used. 
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but not in proportion, because of the greater ratio of dead g'as to 
steam. Liquor pumps remain unchanged. The ecmt of the 
etfects themselves increases in direct proportion to their numt^r. 
Therefore, the increase in total cost, and hence in fixed chairges, 
is a little les^ than proportional to the nnmher of effects- A 
point is soon reached beyond which the addition of further effects 
will increase fixed charges and maintenance to more than halanee 
the decrease in cost of heat. This point varies with the ratio 
of C'Osts of capital, repairs and the like to fuel cost; under Ameri- 
can conditions more than five effects in series are TOldom jnstified; 
triple and quadruple effects are more frequently met. 

Ab an example of how the most economical number of effeete 
may be calculated, consider the following problem : 

BltLstraitloii 1 . — It is desired to concentrate 400,000 lb. per day of Ikpwr 
containing 10 i>er cent caust ic soda to a ^ per cent solution . A suitable type 
of single-effect ‘^salting-out” evaporator of sufficient capacity costs 
exclusive of pumps, condenser* and other aece^ssories common to any minabcr 
of effects. With fixed charges, amortisation and interest amounting to 
45 per cent per year, and steam at ^.40 per lOOO Ib. , what number of effecta 
should bci used to secure maximum economy? Assume 0.85» lb. of water 
ev’apo rated per lb. of steam, where n is number of effects; there are 300 
operating days per year, and labor is the same for any number of effect®. 

Sdtdian. Basis , — One operating day. 



Fixed charges = 

(0.45) (6,400) (n) 
(300) 

= $9.60n. 





One 

Two 

Three 

Four 

Five 


Effect 

Effects 

Effects 

Effects 

Effects 

Fixed charges . . 

« 9. SO 

$19.20 

$2S.S0 

S3S.40 

S4S.OO 

Stesam 

134.40 

67.20 

44. SO 

33.t>0 

26.88 

Total 

$144.00 

$8S.40 

$ ^ 3 . 60 

$72.00 

$74.88 


*The condenser must be larger foroiu^ effect tban for as in the latter 

case about two-t birds of the water evaporated is eoiitleiised in the heating 
surface of tbe last two effects. fii order to simplify this illustration, the 
variation in the cost of eondenser has been neglected as well as the variation 
in the ainouiit of cooling water 
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While these calculations show that the total cost is a minimum for four 
effects^ the total cost for three is so little more that, in. order to reduce the 
investment, three would be installed. Note that the saving -when using 
three effects instead of one is over $70 per day. While the optimum num- 
ber of effects varies with the ratio of the cost of steam to the charges on 
the apparatus, it varies only as the square root of this ratio. * 

Where fluctuation in the rate of eyaporatioii demanded is 
likely to arise, it is good engineering to install a inultiple-effect 
system with a capacity sufficient for approximately the average 
load, but witli the effects so connected that they can readily be 
thrown, into parallel for the peak load. In. this way, the norinal 
load is carried with good steam economy, and yet the maximum 
demand for evaporative capacity is met without the installation 
of additional equipment, with the consequent flxed charges. It 
is true that the peak load is carried with poor steam economy 
but, if this load occurs only occasionally, the sacrifice is justifiable. 
This parallels the practice of the power engineer who designs his 
steam engine for the normal load, and carries the peak as an over- 
load, though at a poor fuel economy. The auxiliary equipment, 
pumps, condensers and the like must be adequate for the maxi- 
mum demand. If the increase beyond the capacity of the 
multiple system is not too great, the effects may be used partly in 
series and partly in parallel, with less of a decrease in steam 
economy. By providing for such connections and manipulation, 
considerable flexibility in the operating control of the capacity 
and heat economy of an evaporative system is possible. 

Evaporators are generally operated with the exhaust steam 
from turbines or noncondensing engines. In plants having only 
small power equipment this arrangement is undoubtedly good, 
since cheap, yet efficient, reciprocating units are the best to be 
had. In large power plants, however, especially where turbines 

* Since the equation of the total cost curv'e for this case is 

1 ^4 4 

Total daily cost=9.6?i4 ^ — 

n 

the minimum point will occur where the tangent of the curve has a slope of 
zero. Hence, one may diiferentiate the total cost with respect to the n^ .mber 
of effects and equate to zero, giving 

cost of steam _ /l 34.4 _ g yg 

charges on apparatus ^ 9.6 
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are available for the low-pressure stages of the erpaosiou, tlie 
steam can be used to as good advantage in the turbine as ia a 
multiple-effect system, while the indeperidencse r^ulting from 
entire sejfamtion of the power and evaporator units insure better 
control of each. If the construction of the evapomtor bodi^ or 
the character of the liquor is such that full-pressure boiler steam 
cannot 'be used in the effects, then.it is imperative that the steam 
be expanded down to the safe working pre«ure for the first effect 
by passing through a suitable engine, so m to recover the cor- 
responding power which would otherwise be waited. The h^t 
plan, when pcmible, is to keep the i>ower and evaporator hou«s 
entirely separate. 

CAlCtII.ATIONS rOR EVAPORATOR BESIOR 

General A^ssumptioiis. — ^Two important physical propeiil« 
of a solution affecting evaporator design are, first, the boiling 
point of the solution as compared with that of the pure solvent, 
and, second, the heat of evaporation of the solvent from the 
solution. In the design of continuous evaporators for the con- 
centration of relatively dilute solutions (up to perhaps 20 |>er 
cent) , or for the concentration of stronger solutions under condi- 
tions such that the total pressure variations are small (not over 
twofold or threefold), the three following assumptions may be 
made: (1) the b.p.r. of a solution of definite concentration is inde- 
pendent of its temperature and pressure; (2) the heat con- 
sumed in the evaporation of a unit weight of solvent from 
the solution is the same as the heat of evaporation of the pure 
solvent when volatilized at the temperature of the boiling solu- 
tion; and (3) the heat capacity of a solution is equal to that of 
the solvent in it (see Thomsen’s Tables). Thus the specific 
heat of a 10 per cent aqueous solution would be 0.0. 

B.P.R. Due to Hydrostatic Head. — As shown on page 391, the 
presence of solute in a solution raises the boiling temperature 
of the solution above the boiling point of the pure solvent at a 
given pressure. Moreover, when the heating surface in an 
evaporator is below the surface of the liquid, the liquid in 
contact therewith has a higher i)oiliiig point than at the surface 
of the liquid. If the density of the solution is known, the h.p.r. 
due to hydraulic head t*au he‘ readily^ calculated. While not 
strictly accurate, it is a satisfactory approximation for purpose.s 
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of calculating heat transfer to assume the average temperature 
of the boiling liquid to be that at the point midway between 
top and bottom of the boiling mass. 

Disadvantage of B.P.R. — As previously indicated, the total 
evaporative capacity of a multiple system is directly proportional 
to total available temperature difference, namely, the difference 
between the temperatures of the steam condensing in the coils 
of the first effect and the boding temperature in the last effect, 
minus the total b.p.r. in all effects. Since, for a given capacity, 
the total heating surface required is an inverse function of the 
available temperature drop, the disadvantage of b.p.r. is obvious. 

Estimation of Vapor Pressure. — In order to predict the b.p.r. 
due to solute, the vapor pressure of the solution as a function of 
concentration and temperature must be known. Raoult's law 
states that the vapor pressure of a solution divided by the vapor 
pressure of the pure solvent at the same temperature is equal 
to the mol fraction of the solvent in the solution. A corollary 
of this statement is that the vapor pressure of a solution divided 
hy that of the solvent at the same temperature (normally spoken 
of as relative vapor pressure, r.v.p.) is the same at all tempera- 
tures. The major premise of Raoult’s law, that the r.v.p. is equal 
to the mol fraction of the solvent, usually holds only in dilute 
solutions;* furthermore, for electrolytes it must be corrected 
for the degree of dissociation of the solute. Its use in connection 
with the normal problems of evaporator design is therefore 
inadmissible. 

Since the vapor pressures of a solution are a function of two 
independent variables — concentration and temperature — the 
estimation of vapor pressures would be difficult and tedious in 
the absence of simplifying relationships. Such fortunately exist. 
The vapor pressure of any material rises rapidly with the tem- 
perature whether the material is a pure solid or liquid substance, 
a solution of definite constant concentration or a mixture of 
volatile components. The curvature is very high and a large 
number of points must be determined to make it possible to 
draw a satisfactory curve through them. On the other hand, 
these curves are all similar in shape and this similarity is the basis 
of the following relationships, stated by Duhring^^^^ in 1878. 
It is an experimentally determined fact that, if in plotting a 
*For sucrose solutions Baoult's law applies ewen for saturated solutions. 
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yapor-proissiire curve of anj msteiimi, instead of plotting the 
pressures as ordinates ag'aiast the temperature as absci^as, one 
plots as ordinates the temperature at wtu^h some suitable 
standard liquid, such as water, exerts ' the same pressure, the 
experimental points fall very nearly upon a stntight line. The 
standard liquid chosen should, if po^ible, he dienucaJly amilar 
to the liquid the vapor-pre^ure curve of which is being studied. 
It is necessary that the vapor-pressure curve of the stendard 
substance chosen be accurately known over a prewure image fully 
covering the limits desired, and it is dearahle that inierpolatioiii 
tables which giv% the pressure for small temperature intenrate 
he available. For most problems in evaporation, water is a 
satisfactory standard. 

It will be clear from the preceding that, since the vapor prwr- 
sure of a substance plotted in this way gives a straight line, two 
poirkts in the vapor-pressure curve are theoretically sufficient to 

determine the line. While . 

it is desirable to have more ^ ^ g, 

points, in order to guarantee ^ ~ B 

accuracy, a large number is . — . 00,0 x 

not ■ essential. This means *^40 ^700 e 

that, from a small number p ^ / ^ 

of determinations of the va- f ^ 

por pressure of any matenal foraniA'mderiveof c 

of constant composition, the ^ 

vapor-preasure curve of that Vbfporpress.carve-^f^ 500 m 

material can be constructed f 

with satisfactory accuracy. s. 

To show the applicability I 8- 

of this method, a vapor- 50 70.90 lio 150 So ITO TO 
pressure curve for aniline is Aniline Temp. Deg. C. 

given in Fie. 128. The F'la. 128. — mhrmg’s rule applied to -V’apor 
® * pressure of aniiine. 

straight line represents tem- 
peratures of aniline (abscissas) plotted against temperatures 
at which water has the same vapor pressure. The solid curve is 
the vapor-pressure plot deriv^ed from the straight line. The 
dotted curve shows experimental values.^^^ This indicates the 
accuracy of the method. 

If it is possible to find in the literature the vapor pressure 
of a given solution at two different temperatures, it is theoretically 


■ 800 ^ 

■ 700 E 

X 

■ 600 ^ 

c 
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possible to construct its vapor-pressure curve for any tempera- 
ture range. Further data serve as checks. .For example, the 
vapor-pressure curve of caustic-soda solutions has been deter- 
mined at 0°C. by Dietterici^^> 
and at 100°C. by Tamnian,<®> 
and the boiling points of these 
solutions are also known (Fig. 
129). 

This gives, therefore, three 
points on the , vapor-pressure 
curve of any caustic solution. 
From these data Fig. 139 has 
been constructed. According 
to Diihring's rule, each of these 
curves should be a straight 
’* , it is found that the 

curvature is very small. It is 



Fig. 129.— Boiling points of caustic noted that the curves for each 
solutions. aic nearly 


parallel to the curve for water, showing th^t the b.p.r. is 
substantially independent of temperature. In this case the 



Fig. 130. — Duhring’s rule applied to -vapor pressures of caustic solutious. 


b.p.r. is roughly proportional to the ratio of solute to solvent. 
In general, for aq[ueous solutions of nonvolatile inorganic 
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materials, a straiglit line is abtaified wMeli is substantially 
parallel to thf" 45~deg, line for water, indicating a substantially 
oonstant b.p.r. due to solute independent of ionisation or bycira- 
tion of the solute and independent of tlie temperature or 
pressure. 

Estbnatioii of Heat of ¥a|)orizatioii. — ^Tbe second important 
datum wbicb it is nect^«sa.ry to liave with re^rd to a »lutioii is 
the heat of raporiisatiori of the solvent from the M)iution. A«iri»- 
ing that the perfect gas laws are approximately applicable to 
the solvent vapwr, it can be shown that the latent heat of evapora- 
tion of solvent from the solntion is equal to the hwtt of va|»ri«i- 
tion of the solvent from pure solvent at the tempemture of the 
solution, plus the heat of dilution, taken positive when heat is 
evolved on dilution. Primarily because of the alM«nc« of data on 
beats of dilution at temperatures encountered in general evapora- 
tion practice, this correction is practically always nc'glectecl. In 
dilute solutions the heat of dilution approaches xero; in more 
(‘oncentrated solutions it becomes more important; yet errors 
introduced by neglecting heat of dilution are generally far Icm 
than inaccuracies involved in estimating heat- transfer coefficients. 
For example, if an aqueous NaOH solution is being concentrated 
from 20 per pent to 40 i>er cent at 18*^0., where the heat of vapori- 
zation of pure water is 1(>42 B.t.u. i>er lb., the corrected value for 
heat of vaporization of water from the solution is 1002 B.t.u. 
per Ib. 

Optimum Cleaning Cycle. — As pwiinted out on page 381,. the 
overall coefficient of heat transfer decreases owing to the deposi- 
tion of scale on the heating surface. Yisualize an evaporator 
containing heating surface A and operating with temperature 
difference A from condensing steam to boiling liquid. At any 
tin:ie $ the overall coefficient of heat transfer is U and the instan- 
taneous rate of heat transfer dQ/d9 equals VAA. Assuming 
that the thickness of the scale is directly proportional to the 
heat Q transferred up to the time d, the thermal resistance of 
unit area is the initial resistance 1/f'o plus that of the scale, 

;heiice IfU— l/UoA^^Qtuid —dC jr-~l3 dQ. Eliminating dQ 
and integrating gives 1 /f '-= 1 /f/o“H~2dd A^, i.c., the reciprocal of 
the square of the overall co(»ffi(*it*nt should l)e linear in the time 
elapsed since chuiMing:’'’' 

1 / I “ — ci b0. ( A ) 
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Curve 1 of Fig. 13 1 shows a plot of U vs. 9 and it is seen that U 
decreases as the run progresses. Curve 2 shows that the data 
follow Eq. A for 20 days. After this 
time 1/U^ does not increase so fast as 
before, probably owing to failure of the 
scale to adhere so firmly to the heating 
surface as in the early part of the run. 
For that^ portion of the run in which 
Eq. A is followed the total heat trans- 
ferred up to any time is found by 
integration to be 
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Even where the relation between Q and B does not follow this rule, 
the actual relation may be determined experimentally. Given 
data as to the fixed charges on the evap- 
orator, the time and cost for cleaning, 
the actual relation between Q and the 
optimum cleaning cycle for any desired 
yearly capacity and the corresponding 
heating surface required are readily 
determined. In the case illustrated in 
Pig. 132, the sum of fixed charges and 
cost of cleaning reaches a flat minimum 
at a 10-day cycle, but in order to reduce 
initial investment a somewhat shorter cycle would be elected. 

The solution of a few practical problems will illustrate these 
principles. 

Illustration. 2. — Assume a single vacuum pan of the submerged-tube type, 
operating continuously with a liquor depth of 4 ft. and provided with a 
condenser capable of giving a vacuum of 26 in. of mercury (bar. 29.91 in.). 
What is the heating surface required to concentrate 10,000 lb. /hr. of 2 per 
cent 'NaOH solution, entering at 65°P., to a 25 per cent solution (sp. gr. = 
1.3)? For the sake of illustration, assume an overall coefficient U of heat 
transfer of 100 B.t.u./(hr.) (sq. ft.) (deg. P) and exhaust steam at 6 in. 
vacuum. 

Solution . — It is first necessary to calculate the terminal temperatures of 
the system. Since the liquor must leave the effect at a concentration of 
25 per cent, the boiling liquor within the effect must be at this concentration. 
The temperature at the surface of the liquid will be that corresponding to 
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the pressure maintaiaed within the efiect pin# the b.p.r. of a solutioa of 
D.S33 lb- of NaOH per lb. of water. Th.is latter is 1L5“C. or !^.7*F.s as 
deteruiined from Fig. 1^, P«tge 414. The al«>ltite pr^ure above the 
boiling liquid is (29.§1 — ^)(l4-7)/(29.91) » 1.92 Ib./sq, m., wMch corre- 
spondis to a teraperature of I24.6®F. To thk mttst be added the b.p.r. of 
20.7®, giving the temperature of the liquid at the iwrfaoe as 145.3*F. Bj 
the assumption that the hesat moc^Mkry to vaponae wmim imm a solntioa 
equals the heat of vaporiaation of the water alone, at the l»iliag tfs»p«atoire 
of the solution, the heat of vapoinsatinn at 145.3®F. is fo-und fmm th* 
tables to be IDll B.t.u./lb. In each 1D,OO0 lb. of liquor eat«ing 
9SOO lb. of water and 200 lb. of NaOH. Aa th® aiwwiat oi MmOM hp 
unchanged in jMwing through* the system, it is taken as a basis of ealculat»«; 
600 Ib. of water l«.ve with each 200 lb. of NaOH (2S fier mmt «iatio®k} 
9^)0 Ib. of water are evaporated per 10,000 lb. of eafeering Eqwr; 1 
required to vaporise the water equals 9200 X 1011 The 

! of the liquid into which heat Bows from the steam mita w® bo 
, corresponding to the average prewure on the Iwiuki fAua 
the b.p.r, of the dissolved NaOH. The pressure due to the average hydro- 
static head «* (2)(1.3) (61.0 >/ 144 = 1. 11 Ib./sq. in.; the av^»ge total prw- 
sure *“1.92 4*1.11 =«3.03 Ib./sq. in., W'hich corresponds to a temp«atmre of 
141.4°F. To this must be added the b.p.r. of 20.7, giving the opemtiisg 
temperature of 162. 1®F. By the assumption that the speciic h^t of m 
solut ion equals that of the water alone, to heat 10,00(1 lb. of entering 2 par 
cent liquor, 10,000(0.98) (162. 1 —65) B.t.u. are necessary. The aim of the 
heating coils can now be determined : 

q*>9800(162.1 -65) 4-9200(101 1) -1004.(201-162.1) 

whence A is 2640 sq. ft. 

Failure to allow for the b.p.r. due to hydrostatic head would have giv« 
1810 sq. ft. 

EQUATIONS FOE MULTIPLE-EFFECT EFAPOmATION 
(CONTINUOUS AND PARAIXEL FLOW OF STEAM AND 
LIQUOR) 

The following symbols will be used in the formulation of heat 
balances for multiple-effect evapK)ratian ; 

c = parts solute per part solvent by weight. 

■pf ax weight of solvent in the liquor per unit of time. 

t — temperature of solution. 

T =5= teniperat ure of steam in heating coils. 

r — heat of evaporation of unit weight of solvent from either solution or 
pure solvent. 

s — specihc heat of solution. 

A —area of heating surface in an effect. 

{f sssoverall coefficient of heat transfer through the heating surface, f.e., 
from condensing steam to boiling liquor. 

g —amount of heat transferred through heeding surface per unit of time. 
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Subscripts 

. . 0 is for material entering the first effect, 

1 appli^ to the first effect, or material leaving it. 

2 applies to the second effect, or material leaving it, etc. 

€, before the symbol indicates that it applies to the condition within the 
heating coil. 

h refers to the boiling solution: 

Thus is the weight of solvent entering the first effect per unit time, 
and ct is its concentration. The temperature of the steam in the coils of 
the second effect is jTj, while the boiling solution is at The heat. of con- 
densation of this steam in the coils is*(ari) while the heat of vaporization of 
the solution is 

If the solute is nonvolatile, the amount entering and leaving 
each effect of the series per unit time will be constant. Other- 
wise there would he an accumulation of the solute in some one 
effect. This is expressed mathematically by 

caWo^CiWi—CzWt, etc. 

The solvent evaporated in the first effect is TTo— TFi, in. the second 
Wi — Wty etc. Tfie heat transmitted through the heating sur- 
face in the first effect must preheat the feed to the boiling tem- 
perature and evaporate the solvent. 


For the sake of illustration, assume that the condensed steam 
is removed from the system from each steam chest. The steam 
rising from the first effect is superheated, and cools on entering the 
second effect, giving up its superheat, and then condenses, giving 
up its heat of vaporization. Where the superheat, namely, the 
b.p.r., is small (20°F. or less), tliis superheat can be neglected, 
provided one remembers that T^=ti less the b.p.r. in the first 
effect. The heat transmitted through the heating surface of 
the second effect is 

qi^iWc-Wi) [(0.48) 0i-T2}-f(«r2)]= 

The evaporation in the second effect is greater than corre- 
sponds to this heat supply through the heating surface, as the 
liquor entering from the first effect is superheated with respect 

* Making the assumption that the specific heat of the aqueous solution 
equals the weight fraction of water in the solution, the term (1 -l-c)s equals 
unity. 
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to the presiriure in the wcK’orid effect, because it is at the boiling 
point eorres|x>nding to a higher pr^sure, n&inel7, that in the 
hnst effect, and hence gives up a corresponding amount of heat, 
available for evaporation in this second effect. This* is the 
so-called self-€mpar€]di(m of a multiple-effect system, and is 
expressed hy the second term in the following heat balance: 


ILLUSTRATIVE PROBLEMS IN MULTIPLE-EFFECT : 

Instead of using the above equations, one may develop tl» 
desired equations during the solution of the picoblein, usii^ m 
tools the equality of input and output of matter and of heat, and 
Newton^s law applied to the transfer of heat through the heating 
surfa<«. 

The following problem show^s that, where high-pre^ure steam 
and cold feed liquor are used in multi ple-effec^t practice, the 
cvaix)ration per pound of steam is considerably les® than the 
number of effects. 

Illustration 3. — It is desired to design a film-type four-effect evaporator 
with equal heating surface in each effect, to concentrate a solutkfflt frorai 
20 per cent to 46 per cent solids by weight. The solut e has a high molecular 
weight, and consequently the b.p.x. will be negligible. The rate of feed 
will be 10,000 lb. /hr. and the feed temperature is 100®F. The available 
steam pressure is 52 Ib./sq. in. gauge and the jet condenser water is at 
100°F., giving a pressure in the last effect of 3.5 in. of mercury abeolute, 
which corresponds to a boiling temperature in the last effect of 120®F. The 
condensed steam from each steam chest is withdrawn from the system, (a) 
Calculate the area of heating surface required {>er effect. (5) Calculate the 
pounds of w’ater ev'aporated per hr. in each, effect, (c) Tabulate the tem- 
perature difit'rence across the heating surface in each effect, (d) Calculate 
the pounds of water evaporated per lb. of steam fed to the first effect. 
Explain why this figure is much less than 4 in this case. 

Data and N'otes . — ^Neglect heat loss to the surroundings. Take the latent 
heats of vaporization of water from the solutions to be the saint' as those of 
pure water at the same temperatures. Take the specific lieats of all solu- 
tions to correspond to the water content of the solution, t.e.. neglect the 
heat capacity of the solute. Assume overall caiefrieie/its eif heat transfer 
from steam to liquor to be 400, 350, 300 and 200 B.t.u. (hr.) (deg. l\) 
(sq. ft. of heating surface in the first, second, third and fourth effects, 
respectively). A 

Solution.— By an overall material halaiicc <ni the system, it is seen that 
the total evaporati^m isoboOlb. hr. .Kssumiug for the moment that approxi- 
mately equal weights of water are evaporated from each effect, 1413 lb. hr. 
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will be evapK)rateci per effect. Therefore, the concentration of the solution 
lea’ving the first effect will be 0.2(10,000)/(10,OC)0 —1413) =0.233 lb. of 
solid /lb. of solution. Hence, the specific heat of this solution is 0.767. 
Similarly, the specific heats of the liquors leaving the second and third 
effects are found to be 0.721 and 0.653, respectively. 

The solution to the problem now becomes one of successive approxima- 
tions. As the first approximation assume that the heat transferred across 
the equal heating surfaces in each effect is the same, i.e., 

■qiJAi. Hence UiAi = UiAi = t7sA» = XI or 


400Ai = 

Solving for the temperature differences in terms of Ai, and noting that the 
sum of the four temperature drops is equal to the overall temperature 
difierence, which is fixed by the steam and condenser pressures, the following 
equation is obtained : 

300-120 = (l 4-1.14+1.33 4-2.00) Ai. 

Solving, Ai is found to he 33“P. Then 

*Ai= 33°F., h*=267"F. 

Aa-37°F., «a=230'’F. 

fj^= 186 °F. 

A4==66°F., <4=120“F. 

where h, fj, <s and ^4 are the temperatures of the boiling solutions in each of 
the four effects. 

It is now possible to make heat balances on each effect. Let y be lb. of 
steam fed/hr.'to the first effect, and let Ei, Ez, A's-and be lb. of water 
evaporated /hr. from the effects, respectively, A balance on the heat 
transferred in the first effect then gives 


from which E\- 0.9752/’— 1431. The heat balance on the second effect 
yields 

+(10,000-iS'i)(0.767)(267 -230) 

from which £J2==0.920y — 1055. From similar heat balances on the remain- 
ing two effects, Et =0.834?/— 625 and Ei =0.687?/ — 49. However, the total 
evaporation, which is the sum of Ei, Ei, Es and Ei, was found to be 5650 
lb. /hr. Thus it is possible to solve for y, which is equal to 2580 lb. /hr., 
of steam fed to the first effect. 

Having a first approximation of y and values of q, the heat transferred 
across the heating surface may he calculated; 

= 2,350,000 B.t.u./hr. 

L =1,010,000 

8 = 1,264,000 
?4 = 986^;3 = 1,504,000 
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fL The corresponding values of the areiw are iti *178, 
and A 4 * 114 sq. ft., and the average value is 1 17. Uaing the above valutt 
of g and f/, it is possible to make a second approximatloii, ao longer awmi&ing 
that the heat traasferred in each e0e*ct k the utme. Howover, it irill be 
found thaty although the individual values of A will change, the vrfue of f 
will bo pmetieally unaffected. The mdividual amm will nao-re aearly 
equal, but their average will not differ materially from the value of 117 
obtained in the first apprt>xiination. The second approximation »et.ii»lly 
yields an average area of 115* sq. ft. and a new value of y of 2MI0 Ife./hr. 


a. 



1st trmi, 
Ib./hr. 

2d tnid, 

Ib.A^i*. 

Et 

1(B4 

1 list 

E^ 

1318 

i 1317 

E» 

1525 

> 1438 

j^4 

1723 

! 1687 

1 



C, 



1st trial, 
°F. 

2d trial, 
®F. 

Ai 

33 

52 

As. ... 

37 

25 

As 

44 

37 

A4 

66 

66 


d. From the first approximation, the evaporation is or 2.2 lb. 

evaporated/lb. of steam consumed. -By the second approxim»t»n this 
ratio is or 2.3. 

By the first approximation, the heat transferred in the first effect is 
2,350,000 B.t.u./hr., while that producing evaporation is 1,010,000 B.t.u./ 
hr., or the per cent producing evaporation is (1,010,000/2,350,000)100 or 
43 per cent. The second approximation gives a value of 48 per cent. 
Thus it is seen that only 48 per cent of the steam consumed is used directly 
for evaporation, the remaining 52 per cent being stored up in the liquor and 
used in self-evaporation in the lower effects; this storing up of heat is a 
disadvantage, in that the heat stored is not re-used quantitatively as many 
times as there are effects. In a multiple system of any given number of 
effects, the greater the proportion of the heat supply stored in the liquor 

*The problem has been solved on the basis of assumed values of the 
overall coefificients in each effect. These coefficients are a function of the 
viscosities of the solutions and the values of d in each effect. An. exact 
solution would include allowancefor these variations in the ov^erall coefiieieiit. 
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in th« tot effect, the less will be the total evaporation in all effects per 
pound of initial steam. In a given system operating under, fixed terminal 
conditions, the percentage of heat obtained from the initial steam stored 
up in the f^d liquor will be high where the ratio of weight of feed liquor 
to the evapKjration in the first effect is high and where the temperature of the 
feed is far below the boiling temperature in the first effect. In the example 
just given, the steam econpmy calculated is poor (2.3 lb. of evaporation /Ih. 
of steam). This is primarily due to the large amount of heat stored up in 
the liquor in the first effect, and to a lesser degree is due to the fact that the 
heat in. the condensate from the various steam chests was not utilized. If 
the condensed steam from each chest, instead of being withdrawn from the 
system as Assumed above, is passed on to the effect below, the lb. of evapora- 
tion/lb- of steam fed will increase somewhat. 

EQUATIONS FOR THCEORETICAL ENERGY REQUIRED IN 
EVAPORATION 

To separate a solvent from its solution, if po is pressure of the solvent at 
the temperature in question, p that of the solution, R the gas constant and 
T the absolute temperature, using as the basis of calculation an amount of 
solution containing 1 mol of nonvolatile solute and N mols of solvent, 
the free energy required (TF) is 

.W=RT C' Xn'^dN. 

JAT, T 


The units in which the work-energy involved is expressed depend on the 
units in which R is given. This expression is exact, barring deviations from 
the gas laws, which are usually small at the pressures at which evaporating 
processes are operated. For any given case the equation may be evaluated 
by graphical integration, but, to show how small is the real energy require- 
ment in evaporation, it is possible to integrate this expression by the assump- 
tion of Kaoult's law; in the worst case this will give a rough approximation, 
but in many cases the deviation will be only a few per cent. The result is 


W^RTln 




where Ni and Nz represent the mols of solvent associated with 1 mol of 
solute at the beginning and end of the evaporation, respectively. 

For the total removal of the solvent from a nonvolatile residue with which 
the solvent is completely miscible, i.e.y where no crystallizing of the residue 
occurs or separation as a distinct phase, e.g., when A ^2 =0, this becomes 


W = RT In 

In the evaporation of a saturated solution of the solute, during which 
crystallization or separation occurs. 
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wliere is mols solvent per mol hf solute im the saturated solution and 
pg is pressure of that solutbn. For the evaporation of » dilute solution to 
saturation, followed by crystallimtien, this last equation appli« only to the 
seeond stage of the process, the work consuimptioii of the first stage being 
determined by tht? general equation, given above. 

To illiistitite, assume the complete removal of vatcr from a 10 per cent 
glycerin solution at 90*F., t.e. , of 9 times 92 or S28 Ib. of water from 1 lb. 
mol (92 lb.) of glycerin. M i «828/18 *«46, M ** 1.9® 

W - 1.99(BS0) In -S20O B.fc.u. 

or 5290 -5*825 »»6.4 B.t.u./lb. of water evaporated.* 

It is evident that the more concentrated the solutkm, the gwmtm the 
energy consumption per lb. of w'atcr evaporated, but even fo.r strong 
tions this quantity remains small. For colloidal TOlniion®, t.e., tlM5« of 
high molecular weight, the necessary work is negligible, as is obvious from the 
fact that the pressure of such solutions is practically the same a« that o4 the 
pure solvent. For water, the theoretical work of evaporation is aero. As 
stated, even for true solutions the value is low. 
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GENERAL PEIHCIPLES OP DIFFUSIONAL PROCESSES 
PART r. CLASSIFICATION OF PROCESSES 

The problem of transferring materials by diffusion from one 
phase to another is repeatedly encountered in chemical-engineer- 
ing operations. One type of problem that frequently involves 
such a mechanism is the separation of mixtures of fluids. For 
miscible liquids distillation, involving the interchange of material 
between liquid and vapor phases, is usually but not always the 
best. The same method is applicable to mixed gases. Thus, 
in the manufacture of oxygen and nitrogen from air, one can 


Case 

Character of mixture 
undergoing treatment 

Character of treating 
agent 

1 

Gas 

Gas 

2 

Gas 

1 Liquid 

3 

Gas 

Solid 

• 4 

Liquid 

Gas 

5 

Liquid 

Liquid 

6 

Liquid 

Solid 

7 

SoHd 

Gas 

8 

Solid 

Liquid 

9 

Solid 

Solid 


liquefy the whole mixture by compression coupled with refrigera- 
tion and separate the components by rectification. If one of the 
coroponents of a gas has a high condensing temperature relative 
to the others, it is possible to condense it completely by com- 
pression and cooling or by refrigeration, or by combination 
of the two.. Other operations involving transfer of materials 
by diffusion from one phase to another are absorption, adsorp- 
tion, humidification, drying, stripping, condensation, combustion 
and crystallimtion. 

, The individual cases falling under this classification are numer- 
ous and exceedingly diversified in detailed characteristics, but, 
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l>€}eaiise in all such operations tlie nnderljing principles and tbe 
gene^ral methods of applying them a, re the sainej th^e cas^ will 
be dist grouped together for a study of the factors common to 
ally to be followed with the later chapters on the speciic 

The mixture to be treated may be solid, Iqttid or gas; thus 
there would be the nine pc^ible cas^ shown in the table on 
page 424. 

1. Treatment of Gas by Gas. — Since the phenomena mncier 
consideration involve treatment of a mixture by an i^eat immis- 
cible with one of its components and since, in the atMencC' of 
chemical combination or unusual affinity, all ga®es are miscible 
in all proportions, it follows that this particular caw is never 
encountered. 

2. Treatment of Gases by liquid (Gas Washdng m Scnib- 
bing). — One of the best methods of separating the component of 
mixtures of gases or vapors is by means of selective absorption in 
liquid solvents. Thus, while the solubility of coal gas in water is 
very small, tlie solubility of ammonia in water is great. Con^ 
quently, if one treats coal gas with a relatively small amount of 
water, it is possible to remove from it by solution in the latter 
practically all the ammonia originally in the gas. Further- 
more, the ammonia can then be readily separated from the 
water by distillation. Similarly, vapors of bensene, toluene and 
xylene in coal gas can be dissolved in various absorbent oils; 
gasoline can be removed from natural gas by these same solvents; 
sulfur dioxide can be recovered from smelter gases by water, 
carbon dioxide from flue gases by aqueous solutions of alkali 
carbonates, water vapor from air by sulfuric acid, and the like. 
In the last illustration the purpose is to free the air from winter 
rather than to recover the water, whereas in most cases it is 
essential to recover the component dissolved. This difference in 
purpose, however, in no wise affects the character of the absorbing 
operation itself, although in general it will infiueiice the method 
of treatment of the absorbent before re~use. 

3. Treatment of Gases by Solids. — It has long been known 
that many solids show selective adsorption for sp)ecifi(* gases and 
vapors. Thus, the adsorptive capacity of palladium for hydro- 
gen is so high that this metal laay be eniployed for tlie quantita- 
tive absorption of hydrogen from mixtures with other gases. 
Similarly, the adsorptive capacity of special (diarcoals for gases 
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has long been known. During the war charcoal and other solid 
adsorbents were employed in gas masks for the removal of the 
poison gases employed in. chemical warfare. Thus, a fraction of 
a liter of activated charcoal in a gas-mask canister was found 
capable of reducing the mustard-gas concentration of air, inhaled 
at a rate as high as 64) liters per min., to below 1 part in 100,000,- 
^ 000. Largely as a result of improvements during the war in 
the manufacture of activated charcoal, silica gel and other 
highly active adsorbents, the use of these materials for adsorption 
of gases, is being widely introduced in industrial plants. A num- 
ber of plants for the- recovery of gasoline from natural gas by 
charcoal are already in operation in this country. 

4u rreatment of Liquid by Gas or Vapor (Steam Distillation 
and Stripping). — ^The benzene dissolved in absorbent oil in the 
recovery of light oil from coal gas, referred to under Par. 2, is 
removed from the relatively nonvolatile absorbent by heating 
to increase the volatility of the benzene and by blowing through 
steam to sweep out the benzene vapor. This operation is ordi- 
narily described as oil stripping or denuding. In principle it is 
absolutely analogous to the steam distillation of a volatile com- 
ponent from a nonvolatile liquid. By bringing gases and liquids, 
such as air and water, into direct contact, the humidity of the air 
may be increased or decreased and the temperature of the water 
decreased or increased as discussed in Chap. XTIII. 

6- Treatment of Liquid by Liquid. — It is sometimes advanta- 
geous to remove solutes from aqueous solutions by extraction 
with suitable organic solvents, such as ether, benzene, naphtha 
and the like, in which they are more soluble than in water. 
This makes it possible to separate them from other substances 
which may accompany them in the water solution but which 
are not soluble in the solvents employed. Thus, the standard 
method for the analytical determination of unsaponifiable 
oils and waxes in admixture with fatty material is to submit 
the mixture to vigorous saponification with alcoholic potash 
or, if necessary, sodium ethylate, and to dilute the product with 
water and extract with petroleum ether. The soaps remain in 
the aqueous solution while the unsaponifiable oils and waxes 
dissolve in the ether. ^ It is sometimes advantageous to modify 

* Since the soaps are not entirely insoluble in the ether nor the unsaponi- 
fiable material not entirely insoluble in the aqueous solution, it is necessary 
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the relative solubilities by adding a material soluble in one liquid 
but not the other ; thus the addition of salt to an aqueous solution 
prior'to extraction with ether Improves the separatioii. 

Liquid SO 2 is employed to separate aromatic and highly unsatu- 
rated hydrocarbons from solution in liquid pamffins and naph- 
thenes (Edeleanu process) , taking advantage of the much greater 
solubility of the aromatics and unsatnrateds in SOa. ProC'^ses 
of this sort- have not in the past been employed on an industrial 
scale to the extent that their promise seems tO' justify. It is 
likely that, as the manipulative technique required la developed, 
their utilijmti#n will become far more freqnent- 

6. Treatment of Liqtdds by Solids (Percolation or Adi^ri^ii 

Filtratioii) . — ^Liquids contaminated with organic coloring matters 
of complex structure and high molecular weight can often foe 
freed best from these impurities by*treatment with suitable solid 
adsorbents such as bone char, activated charcoal, fuller's earth 
and the like. Such treatment is used for the decolorimtion of 
sugar syrups, animal, vegetable and mineral oils, etc. It is 
often adv'antageoiis to allow the liquor to percolate through 
the relatively coarse, granulated solid. The color is usually 
taken up by the solids by the mechanism of adsorption (see 
pages 43^-440). ^ 

7. Treatment of Solids hy Gases. — The necessity of removing 
water or other volatile liquids from solid materials is frequently 
met in industrial operation. This may be accomplished by pass- 
ing a heated gas over the material and removing the liquid by 
evaporation. Thus, in the drying of wood or unburned brick, 
hot air is passed over the solid to remove the water. In case 
the liquid is valuable, it may he recovered by using a closed 
system and condensing the vapor from the exit gas, which then 
may be reheated and used again. In the case of inflammable 
liquids, gas containing a low concentration of oxygen may be used, 
thereby eliminating the danger of explosions. When gasoline 
or similar material has been adsorbed on charcoal, the gasoline 
may be removed by sweeping over the charcoal a current of super- 
heated steam which picks up the gasoline and carries it to a 

to CKtmct tlie aqueous l.*iyer with ethtT atid to wash tlie other 

solutions with water, those \vasluii}j:s Inuajj; acldeil to tho iiitiiu tupioous 
solution. Thu unsapouitiahle iiiaturial is rta'overod hy <*v’;tp(»r:it ion of the 
ether from the eoinhinc'd iSheroal extracts. 
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condenser where both gasoline and steam are liquefied and 
separated by decantation. 

8 . Treatment of Solids by Liquids (LbdLviatioii, Leaching and 
Extraction), — Black ash consists essentially of a mixture of 
sodium carbonate and other water-goluble compounds, with 
insoluble constituents; caliche, of sodium nitrate mixed with 
insolubles; tanbark, of soluble tannic acid adsorbed on the 
fibers of the bark. All these materials can be reeoYered by solu- 
tion in water, though the processes differ because in the first 
cases the materials dissolved are very soluble, -while in the last 
they are quite firmly held by the insoluble residue, Also, wool 
grease is removed from wool and vegetable oils from press cake 
by solution in naphtha or other suitable organic solvents, etc. 
These processes are called extraction, but in principle do not 
differ from those already enumerated. 

9 . Trea-tment of Solids by Solids. — The transference of a 
material from one solid to another is so slow and the separation 
of mixed solids so difficult that this case does not arise in 
practice. 

PART n. FACTORS CONTROLLING OPERATION 

Equilibrium. — Whenever a siibstance distributes itself between 
two materials, a distribution equilibrium always tends to be 
set up. Thus, if SO2 gas, whether or not mixed with inert gas, 
is brought into contact with water at 20 ® C., the S02- -will con- 
tinue to dissolve in the water until its concentration in the water 
is sixty times that in the gaseous phase. This condition repre- 
sents equilibrium, and no further solution of the gas will occur 
unless this equilibrium is disturbed. If water containing 
dissolved SO 2 is brought in contact with gas containing less than 
one-sixtieth as much SO2 per unit volume as the water, SO2 will 
escape from the water and pass into the gas until the ratio of the 
concentrations in the two phases has reached the equilihrium 
value given above. 

If one wishes to remove SO2 from a gaseous mixture by water, 
it is obvious that this equilibrium sets an absolute lower limit on 
the amount of water necessary to employ for complete removal. 
Therefore equilibrium is a vital factor in controlling the operation 
of absorption systems. In the case cited above, the equilibrium 
is extremely simple in character, but frequently the relationships 
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are €c:>mplicf.ted. Specific cases of importaace will be 
cussed on. pages 431 to 442, 

Rate of Reacttom. — ^The tramferea'Ce of & siil»tiMiec from < 
body" to anotli€=sr obviously requires lime. Otber equal, 

the rate of transfer will be proportional to the surface of contact 
between the phases and consequently, to secure impici interaction, 
the interfacial surface should be made as large as pc^iMe* 
There are two main mechanisms of transfer, one by actual bulk 
motion of the gas (convection) and the other by molecular (true) 
diffusion as a iwult of concentration gradients. In meet of tb^ 
P'roC'C^es there ejdsts a film of relatively stationary laateiial 
which insulates the main body of fluid from the other pha« aud m 
mam body where the fluid is turbulent and eddying. WMIe the 
two mechanisms oj^erate simultaneously throughout the fiuid, 
actually in the true film where turbulence is practically neglipWe 
the transfer is mainly by molecular diffusion, while in the main 
body the transfer is largely by convection as a result of the rapid 
(?ddying. Thus a substance being transferred must paas through 
the two consecutively, being carried by turbulence through the 
main body of the fluid, and then by true diffusion through the fllm 
to the interface. In Chap. lY the conduction of heat through 
fluid films was taken up as one of the important cases In heat 
transfer; the problem in molecular diffusion is very similar. 
In diffusion, the material is transferred by means of the molecular 
motions, wdiile the conduction of heat is a transfer of energy which 
is effected by the same motion. The rate at which heat is con- 
ducted is determined for each substance by a physical property 
which is termed the thermal coTuiuctivUy, and in like manner the 
rate at which one gas diffuses through another is determined by a 
quantity which is termed the dijff'usiviiy. These tw^o properties 
are analogous. Just as the density of the heat current (rate of 
transfer per unit area) is obtained by multiplying the conductivity" 
by the temperature gradient, the mass-transfer rate per unit 
area is obtained by multiplying the diffiisivity by the concentra- 
tion gradient of the diffusing substance, and coiist^queiitly will 
be greater the greater the distance from equilibrium. Factors, 
such agitation, which decrease the thickness of surface films 
and increase turbiileiiee will tend to increase diffusion rate and, 
similarly, factors wiiieh in(*rease sptH*ific riite of diffusion, such 
as rise in temperature of a litiiiid, will also Ih‘ helpful, thougli the 
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latter will frequently throw equilibrium the wrong way to an 
extent more than compensating for increased diffusion rate, 
inaction rate is no less important an. influence in operation than 
equilibrium itself. 

Coimtercurxent Action. — Since the transfer of a solute from 
one phase to another cannot possibly go beyond equilibrium 
and since, in general, low concentration of the solute in one 
phase corresponds at equilibrium to low concentration in the 
other, it follows that a single treatment of the original material 
cannot remove any large fraction of the substance to be trans- 
ferred unless one employ a relatively large amount of tr^t- 
ing .agent or unless the treating agent has a great affinity for the 
substance absorbed. The disadvantages of employing* exces- 
sive amounts of treating agent are obvious, and, where its 
affinity for the substance absorbed is great, the difficulty of 
removing it later is also serious: One can, i^herefore, lay down 
the rule that a single treatment is usually impractical and unsatis- 
factory. However, if one will treat the original material with 
treating agent which has been preAuously employed and which, 
therefore, is already partially saturated with the solute, it 
becomes possible, owing to the high concentration of solute in 
the original material to be treated, to raise the concentration 
of the solute in the treating agent to a point at least approach- 
ing equilibrium. At the same time it becomes practicable 
finally to reduce to a very low point the solute concentration in 
the original material by treating it ultimately, after a number of 
intermediate steps, with fresh treating agent in which the con- 
centration of solute is negligible. This systematic, stepwise 
interaction of two materials is described as stepwise counter- 
current treatment (see pages 465 to 512). Countercurrent 
action is capable of varied applications (see pages 118 and 209), 
hut for diffusiona\ processes its use in some form is almost 
always essential. 

Temperature Control. — There is frequently a marked tem- 
perature effect accompanying the transfer of material from one 
phase to another. Thus, in the absorption of a vapor from 
a gas by a liquid, the latent heat of condensation of the vapor is 
set free, and this heat raises the temperature of both the liquid 
and the gas. Since, in general, rise in temperature decreases the 
solubility of the gas or vapor in the liquid, the equilibrium and 
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t'herefore also tlie absor][>tiorL rate are botfe ad verily affected. 
Whert^ the conceatratioiis of the sutetaaee transferred are smmllj 
the heat capacity of the other materialB pr^ent is nsualiy so 
great that the temperature rise is not serioiis, bmty wli'ere comcen- 
t rations are high, this factor may be very impO'rtaat. It miist 
never be forgotten and, vhere necessary, means most be provided 
to control the temperature. 

Recoveiy of Treating Agent. — Occasionally the fcreatki^ ^eat 
is either air or water and the material ateorbed thereby is to he 
discarded, hut ordinarily the treating agent miist he freed from 
thC' Eiaateri,ai that it has taken np and used over again. It is 
therefore essential to choose the treating agent not only from the 
point of view of its effectiveness for the ori-ginal aheorption but 
also from the' standpoint of ease of separation and recovery. 
Furthermore, in order to make the original treatment as com- 
plete as possible, it is necessary to remove the aixsorbed matcnal 
from the treating agent completely before ire-use. It is obvious 
that the larger the amount of treating agent employed, the 
greater the expense of purifying it. Consequently, from this 
point of view it is desirable to keep the amount of treating agent 
low and the concentration of absorbed material in it high, a result 
attainable only by effective countercurrent action. Reduction 
of the amount of treating agent, while it reduces the cost of its 
purification, tends to decrease the completeness of recov^ery from 
the material treated and, by reducing the rate of absorption, to 
increase the cost of treating. There is, therefore, an economi- 
cally optimum ratio of treating agent to material treated, the 
value of which will depend on the cost factors governing each 
individual case. 


PART m. ^EQUILIBRIA 

Introduction. — If, in any single phase of matter, there exist at 
different points differences of concentration of any coinpouiid in 
it, that component tends to diffuse from a point of high to a point 
of low concentration. With diffusion through gases and liquids 
all are familiar, but diffusion also takes place through solids. 
Thus gold diffuses through solid lead and hydrogen through 
palladium. The diffusion of carbon through iron at temperatures 
hundreds of degrees below the melting |)oiiit is exploited both in 
iiialicabilization and in casehardening. The lust is diffusion 
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through a irmlti-phase solid, but the first two are probably single 
phase. Fick^s law states that the rate of diffusion is proportional 
to the concentration gradient at the point in question and is, of 
course, proportional to the area of cross section through which 
diffusion is taking place. Diffusion is therefore analogous to 
conduction of heat. 

On the other hand, at the interface between phases, transfer 
of material from one phase to the other does not of necessity 
result from a concentration difference between the phases but 
depends on the equilibrium relation between them. Thus, 
while the concentration of water molecules in liquid water is far 
higher than in steam, the two phases can still be in equilibrium, or, 
if the steam is at a somewhat higher temperature, it will condense 
into the water, ix., water molecules will pass from a point of low 
concentration (the steam) to one far higher (the liquid water). 
Similarly, if air at 30^0. contains hydrochloric acid gas in a 
concentration of only 0.001 mg. per c.c. and this air is brought 
into contact with water, the HCl will continue to dissolve in 
the water phase until it has built up a concentration of over 20 
per cent, i.e,, 210 mg. per c.c., a concentration 210,000-fold that 
in the air from which the acid came. Only in case the HCl 
concentration in th^ water is greater than this„ will HCL pass 
from the water into the gas. There is, therefore, in general, 
even at equilibrium, a sudden concentration break at the inter- 
face. It is obvious that these equilibria between phases are of 
controlling sigmfi.cance in processes of absorption, extraction 
and the like. 

The technique of the determination of interphase equilibria is exceed- 
ingly important and data should never be accepted without reservation 
unless obtained by one skilled in. the art. It is essential to approach 
equilibrium from both sides, to make sure that one is not dealing with false 
equilibria or other complicating phenomena. Furthermore, this frequently 
saves time, because the mean of the two approximate values thus obtained 
gives the desired result with a precision sufficient in many cases. 

In discussing the various important types of equilibria, the 
following classifLcation has been adopted. 

1- Linear distribution: 
a. Gases and liquids. 

Z). Liquids and liquids, 
c. Special ca-ses. 
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2. Adsojpticm : 

d. Solids and gases. 

b. Solids and liquids. 

€. Gases and liquids. 

3. Complete chemical eombinatioii- 

4. Incomplete chemical combination- 

1. LiNlUkR I>ISTEIBtmOK 

Gases and Liquids, — There are certain important cases in 
which, at eqnilibrinm, the concentration of the common compo- 
nent in one phase is proportional to that in the other. The hwwI 
familiar case is that of the solubility of gases that follov Henryks 
law, f.e., in which the concentration 
of the gas dissolved in the liquid is 
proportional to the partial pressure 
of that gas in the gaseous phase 
above the liquid, c equals Ep. le 
Since the concentration of a gas in 
a mixture of gasds is proportional, to s 
its partial pressure, the above is ^ q 4 
equivalent to saying that the con- 
centration of gas dissolved in the Ccnt» 9 roidc 

liquid is proportional to the con- 1 33.— Effect of temperm- 

. .1 tur© on solubility of gas^s in 

centration of that gas in the gaseous water, 
phase in equilibrium with the liquid. 

Figure 133 shows the solubility^ of a number of important 
gases as a function, of the temperature. It will be noted that ri» 
ill temperature decreases the solubility. It is important to 
remember that the solubility is proportional to the partial 
pressure of the gas and not to the total pressure above the liquid. 
Thus, the solubility of oxygen in w^ater at 100®C. is 0.017 volume 
per unit volume of w'ater, provided the partial pressure of the 
oxygen is 1 atmosphere. However, at this temix'niturc"', if the 
total pressure is 1 atmosphere, the vapor phase must consist 
entirely of water vapor* and the solubility of oxygen in tiie liquid 
und*=r these conditions is zero. At this temperature, to dissolve 
the amount of oxygen quoted above, the total j>ressiirt‘ must be 
2 atniosphcres, the partial pressure of tlu' water ami of the oxygtii 

* Siii<‘e the depressing effect of the dissolved oxygea on the vapor pressure 
of the water is negligible. 
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each being 1 atmosphere. In other words, the solubility of 
gases in liquids at the boiling points of the latter is zero, a 
fact made hse of in. the deaeration of liquids. Modification of 
the form in which the concentration in the liquid is expressed 
will sometimes broaden the range oyer which Henry’s law holds; 
acetylene dissolved in acetone is a case in point. 

Since Raoult’s law may be written in the form Pa = PaX, it is 
obvious that it may be looked upon as a special case of linear 
distribution between the gaseous and liquid phase. 

niustration 1. — Flue gases, comtaiiiing 1 per ceut benzene vapor by 
volume, are to be ^washed with a mineral oil containing 0.5 per cent benzen^iii 
by weight- Calculate the maximum percentage of the original benzene 
that could be absorbed (a) if the absorption were carried out at 20'^C-, and 
(6) at 30*^0. 

Nates. — The vapor pressures of pure benzene (Fig. 5, p. 14) are 75 pim. 
of mercury at 20®C. and 120^ mm. of mi^cury at 30°C. The molecular 
weight of benzene is 78.0. Over the range of concentrations and temper- 
atures inYolved, Raoult’s law may be applied to the partial pressure of the 
benzene by taking the average molecular weight of this mineral oil as 230. 
Assume that the barometer is 760 mm. of mercury. 

Sdutian. — Since it is desired to reduce the benzene concentration of the 
flue gas to the minimum value, the exhausted gas must be in contact with tha 
leanest oil. In other words, one must employ the countercurrent principle 
(page 430). To obtain the maximum recovery, the absorber must be 
infinitely tall, so that the benzene concentration in the spent gases will be in 
equilibrium with the leanest oil at the top of the tower. Under these condi- 
tions, at 20“C., the partial pressure of benzene in the exit gases will equal 

0 ^ 

78 

75q" 5 — mercury. 

78 

Hence, at 20°C., the best that one can do will be to reduce the benzene from 
a pressure of 7.6 to 1.10 mm. To calculate the percentage of tjie original 
benzene, absorbed by the oil, take a basis of 1 mol of inert or benzene-free 
gas. 


7.6 1.10 

,^^760 - 7.6 760-1.10 ^ 

Then 100 =85.6 percent recovery. 

760 -7 A • 


Similarly, at 30°C., the maximum percentage recoverable is found to be 
77.2, emphasizing the importance of low temperature as regards maxi- 
mum per cent recovery (see, however, p. 455). 
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FiKnri‘ 1,34 Bhows the on. the per cent rcw’very’t of changing the 

te III perat lire of the trc‘atmg agent. 

Liqiaids and Liquids. — Similarly, the distiibiitiori of a kittle 
l>etwe«n two immiscible liquids is frequently linemr; t.e., at 
equilibrium the concentration of the solute in liquid A is propor- 
tional to its concentration in liquid B. 

These two simple distribution laws are usually but not always 
valid at low concentrations. Thus, Henry’s law almcwt always 
applies for sparingly soluble gases, becau» in such case It is 


k 



obvious that the concentration of gas in. the liquid phase cannot 
possibly be high. It likewise frequently applies to very soliilde 
gases so long as the concentration in the liquid pliase is low or, 
vimt is equivalent to the same thing, the partial pressure in 
the gaseous phase is very low. Similarly, the distribution of a 
solute between tw’O liquids of limited miscibility is usually linear 
so long as the concentration in the two phases is small. 'Wlieii- 
ever the concentration in a liquid phase becomes high, di‘viations 
from proportionality almo.st always begin to (l(‘V«‘lep. 

Special Cases . — Many solids are pomus and, when iniprt'iiiuited with 
sohitioris,, hold these solutions within their voids. In ordtT tn rrnmve the 
solute from surh a solid, it may ho iu‘<*ossiirv t<.> allow thi‘ .sohuto to> diffuse 
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from the voids within the solid out into a less concentrated external snr- 
ronading solution, thus to he washed away. The amount of solute held by 
such solids is obviously proportional to the concentration of the solution 
in the internal voids. Since such an internal solution will obviously be in 
equilibrium with an external solution, outside the solid, of equal concen- 
tration, it follows that the concentration of solute within the solid, expressed 
as a relation between the amounts of solute and solid, is proportional to that 
of the external solution with which it is in equilibrium. Such cases are 
illustrated by leather, wood pulp, fabrics, etc., saturated with solutions of 
nonadsorbed materials^ 

One can have within the internal voids solutes present as solids in excess 
of that in solution within those voids. In such cases the mass will be in 
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eKjuilibrium with a saturated external solution of the solute at all concen- 
trations of the solute within the solid, above that corresponding to- a satu- 
rated solution just sufficient to fill the internal voids. 


2 . AosoRPTioisr 

Solids and Gases. — Certain solids and gases combine to form 
compounds which may be loose or very stable, but which differ 
from compounds such as calcium carbonate, formed by inter- 
action of calcium oxide and CO 2 , in that, first, the combination 
does not take place in constant stoichiometric proportions and, 
second, the decomposition pressure is not independent of the 
amount of gas combined with the solid provided excess solid is 
present, but varies progressively with the gas quantity held by 
the solid. The data of a characteristic adsorption reaction, 
namely, that of CO 2 on activated charcoal, are shown in 

Fig. 135. 

It will be noted that, at very low partial pressures of the CO2, 
relatively large quantities of the gas are held 011 the solid. As the 
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partial pressure of the gas is inereased, the amoiiut held on the 
solid at oquilibriiiin also increjvses, but at a much less rapid rate 
than would correspond to linear distribution. Finally a point 
is reached at which a relatively large increase in partial pressure 
of the gas is required to force a given increase of gas on the solid. 
Figure 135 shows also the data for the adsorption of ben sene 
vapor on charcoal. 

A sinoilar curve for a more loosely held gas, nitrogen, is 
also shown in Fig. 135. While the general shape of the curv^e 
is the same, the difference lies in the fact that much less gas is 
held by the solid at low partial pressure of the gas. 

Mechanism , — The exact mechanism of adsorption is still a 
matter of dispute. It seems certain that in some cases adsorp- 
tion is due to chemical combination of the gas with the free 
valences of atoms on the surface of the solid. In other cases the 
evidence indicates that adsorption is due to liquefaction of the 
gas and its retention by capillary action in the exceedingly fine 
pores of the adsorbing solid. In some eases the two phenomena 
are probably superimposed. Often one encounters curves of the 
type shown in Fig. 194 (page 620) for water adsorbed on cotton, 
in which at low pressures one gets a characteristic adsorption 
relationship, the water held flattening out to an approximately 
asymptotic value, followed later by a further rise in adsorption 
at high partial pressures of the adsorbed gas. It has teen sur- 
mised that the flrst part of the diagram may represent chemical 
adsorption and the latter, capillary effects; or it may be that the 
first part represents liquid held in exceedingly fine capillaries 
and the latter, the influence of capillaries an order of magnitude 
larger in size. 

Freiindlich Equation , — Whatever the mechanism, the equilib- 
rium between a gas or vapor and an adsorbing solid is generally 
exponential in character oA’er certain ranges in concentration. 
This relation is expressed by the Freiindlich equation, 

■where p is the partial pressure of the gas in equilibrium with 
the solid and X is the amount of the gas adsorbed per. unit 
quantity of adsorbent and n arc' constants. In true adsorp- 
tion, n is always greater than unity.* the more firmiv thc' gas 

If 71 = 1 , one is dealing with a phenomenon of solution which follows 
Henry's law and w^hich is not classified as adsorption. The solubility of 
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is adsorbed,, the greater is the numerical value of ri. The 
quantity h is proportional to the active surface of the adsorbing 
solid. While it has been claimed that this equation has theo- 
retical basis, it is probably safer to regard it as empirical in 
character. The data demonstrate that it is not exact, but as an 
interpolation formula over very wide ranges it is extremely 
valuable. ISlunierical illustrations of this equation will "be found 
on pages 508 and 512. From the form of the equation it is obvi- 
ous that if one plots on logarithmic paper the partial pressures 
of the gas as ordinates against the equilibrium concentrations 
on the adsorbing solid as abscissas, the equation demands that 
the data fall on a straight line, the slope of which is equal to the 
exponent n. This offers a ready means of testing the applica- 
bility of the Freundlich equation to any given set of data. 

While adsorptive phenomena are to no small degree specific 
in character, it is nonetheless possible to lay down the general 
rule that the higher the molecular weight and the lower the 
volatility of any gas, the greater its tendency to adsorb on any 
solid. ^ marked is the influence of volatility, i.e^, the vapor 
pressure of the liquefied gas in the pure state, that it is often 
better to express the concentration of the adsorbed gas, not as its 
partial pressure in the gaseous phase, but as the ratio of its 
partial pressure to its saturation (vapor) pressure.* Expressed 
in this w^ay, it is found that the influence of temperature on the 
equilibrium is relatively slight, f The adsorption equilibria of 
water on textile fibers at various temperatures are plotted in Tig. 
194 (page 620). As vapor saturation is approached, the Freund- 
lich equation always breaks dowm. 

CQs in solid rubber is a case in point. See Vex able and Fijwa, J. Ind. Eng, 
Chem., 14, 139 (1922). If n is less than unity, the phenomenon is sometimes 
called negative adsorption, but is of minor technical importance. 

In the case of water, this ratio is the relative humidity, (see page 577). 
The term relative humidity is not infrequently applied to the concentration 
of vapors other than water when expressed in the same way: h =p/P. 

t In certain cases, as in the adsorption of SO 2 by silica gel, equilibriiini 
data at various temperatures may be correlated by the Freundlicli equation 
modified as follows: 

where 'y is the surface tension. Expressing K as cubic centimeters of liquid 
SO 2 per grams of gel, McGavack and Patrick, J. A?ner. Chem. Soc., 42, 
946 (1920), found n to be 2.24 between —SO^C. and -hlCK)°C. 
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Selective Adsorption . — So important is tlie offpct of volatility 
that it is frequently possible for a gas of low volatility to displace 
one of high volatility. Thus, if activated charcoal is broiiglit in 
contact with natural gas, it adsorbs a certain amount of all the 
hydrocarbons of the gas. On the other hand, per unit partial 
pressure, the high-boiling constituents of the gas are adsorbed 
selectively, f.c., far more completely than the iow-boiling con- 
stituents. Furthermore, if this same charcoal is treated with 
additional gas, the high-boiling components of this second 
quantity of gas will adsorb on the charcoal and, in order to do so, 
will to a large degree displace the low-boiling constituents already 
adsorbed. In this way a charcoal that has picked up from a gm 
relatively large quantities of methane, ethane and propane will, 
when treated with further gas, adsorb pentane, hexane and higher 
hydrocarbons by displacing the lower-boiling ones already picked 
up. This is the reason for the fact that by the intelligent use of 
activated charcoal in recovering gasoline from natural gas it is 
possible to produce a product relatively free from gases of low 
molecular weight. 

Importance of Surface . — ^The concentration of adsorbed gas 
or vapor per unit area of adsorbing solid is exceedingly low, i.c., 
the adsorbed film is very, very thin. Therefore, in order to 
adsorb large quantities of gas, it is essential to have an enormous 
amount of adsorbing surface. This might be secured by having 
the adsorbing agent finely subdivided. Because of the diffi- 
culties of handling powders, however, it is preferable that the 
adsorbing agent consist of a spongy, porous material, agglom- 
erated into granules so that each individual lump is relatively 
large, but, because of its porous structure, the total surface is 
enormously greater than could be realized with a dense solid of 
the same grain size. Thus the apparent density of the individual 
granules (best called grain density”) of 'w^ell-activnited charcoal 
is about 0.83,* wiiile that of the carbon itself is 1.89. Thus the 
granule itself contains 56 per cent capillary voids. 

Solids and Liquids. — Solids can adsorb solutes from solution 
in liquids by a mechanism entirely analogous to the adsorption 
of gases. Here also the Treuiidlich equation applies. Cases 
in point are the adsorption of direct dyestuffs by textile til>t‘rs, 

’•'This must not be confused with apparent density, weight, per 

unit volume of the granules in bulk, which in this case is gm. per c.c. 
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the adsorption of taniiic acids by both hide substance and Tege- 
table fibers and the adsorption of organic colors by fuller’s earth 
bone -char, activated charcoal and the like. Computation 
methods do not differ in principle from those employed for the 
adsorption of gases by solids. 


Uliistratioii 2. — Water contains organic color which is to he extracted 
with alum and lime. Five parts of alum and lime per million parts of water 
will reduce the color to 25 per cent of the original color, and 10 parts will 
reduce the color to 3.5 per cent. 

Estimate how much alum and lime as parts per million are required to 
reduce the color to 0.5 per cent of the original color. 

Solution . — ^Lcfc y he the residual color in the solution, expressed as a 
fraction of the original value, and X be the ratio of adsorbed color to adsorb- 
ent. Since log y=log h-{-n log X. Applying this equation to 

the data, one finds 


log 


2/s 


n log 


Xt 


log 


0.25 T _ 75/5 
0.035 ” 96.5/10 


whence n=4.45. Also, log (^i/i/j) =4.45 log (Xi/Xd or log (0.25/0.005) = 
4.45 log (15/Xa), whence A's equals 6.23 = 99.5/2; and the part^ of adsorbent z 
are found to be 16.0. 


Gases and Liquids. — While gases and vapors adsorb on the 
surface of liquids, it is but rarely that liquids can be employed 
in a permanent state of subdivision suffieiently great to furnish 
the surface necessary to adsorb appreciable quantities. On the 
other hand, liquids dissolving gases sometimes give equilibrium 
diagrams extremely similar to adsorption curves. These are 
usually liquids which combine chemically with the dissolved 
material, A case in point is that of sulfuric acid and water, 
the equilibrium diagram for wdiich is given in Fig. 136.^^^ In 
such cases computations may be made by the same methods 
employed for solid adsorbents. 


3. CHEMICA.L Combination 

When a gas is treated with an absorbent with which it com- 
l)ines chemically to form a stable compound, so long as there 
is excess of this absorbing agent, at equilibrium the partial 
pressure in the gaseous phase is negligible. Thus, if ammonia 
is being absorbed in excess sulfuric acid, as in the manufacture 
of ammonium sulfate fmin illuminating gas, or CO 2 in excess 
caustic, as in gas analysis, or the like, the gas left undissolved 
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after thorougli contact between the gaaeous and liquid phases 
is negligible. Similarly, if one is absorbing a gte by a solid with 
which it firmly combines chemically, such m COa by calcium 
oxide in the purification of air for liquefaction, the absorption 
is complete so long as contact is adequate and the al)«>rbeiit 
is present in excess. 


4. Incompxete Chemical. CoMBI]^^ATIOK 

In many cases the combination is a loose and unstable one, 
i.e., the compound is subject to partial disj^>eiation. Such 
cases are obviously governed by the law of mass action. Other 
cases undoubtedly involving loose chemical combination are of a 
character such that it is difficult to demonstrate this quantitiir- 
tively. A case in point is the absorp- 
tion of water vapor by sulfuric acid, 
the equilibrium data for which are 
found in Fig. 136. 

An interesting case of chemical 
combination is found in the distribu- 
tion of certain substances between 
liquids in which the substance in ques- 
tion exists in different degrees of 
polymerization. Thus, acetic acid 
dissolves in benzene in the form of 
double molecules and in ether as single 
molecules- If one grants the presence 
in the benzene solution of a small 
proportion of single molecules, the concentration of w'hieh is in 
equilibrium with both the double molecules in that solvent and 
the single molecules in the ether, the law of mass action requires 
that at equilibrium the distribution of the acetic between the 
two solvents be determined by the following equation: 



2 3 

Mob H^Q 
Mols 1^2 ^4 

Fia. 136. — Equilibriuaa disH 
tributioix of ^ater between air 
and HjSOi. 


where i/ is the concentration of acetic acid in ether, r is the 
concentration of acetic acid in benzene and J is the distribution 
constant. ' 

When a gas combines chemically with a solid to form a second 
solid phase present as such, the compound must dis.s(>ciate. giving 
a constant partial pressure of the gas so long as any of the com- 
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pound and both its dissociation products are present. Thus, if* 
ealcium oxide absorbs CO 2 to form calcium carbonate, so long 
as all three of these substances are present, equilibrium can exist 
only at a certain partial pressure of CO 2 , the value of which 
depends on the temperature and on nothing else. Because 
of this fact it can be laid down as a general rule that chemically 
combining solid absorbents are unsatisfactory; for, if the com- 
p>ound formed is one readily dissociating, its partial pressure is 
relatively high and, since combination cannot take place if the 
partial pressure of the gaseous component is below the equilib- 
rium pressure, it is impossible to get complete absorption; 
on the other hand, if the compound is a stable one and the 
equilibrium pressure is correspondingly low so that absorption can 
be complete, the very stability of the compound formed makes it 
difficult to decompose it and therefore hard to recover the absorb- 
ent for re-use. Thus, while it is true that calcium oxide is an 
excellent absorbent for CO 2 , to recover the calcium oxide for 
re-use, the carbonate must be heated to approximately 900®C. 

PAJIT IV. RATE OF ABSORPTION ARB EXTRACTION 

IntroductioEL — All available data indicate that phases in 
conifot are, at the interface itself, always at equilibrium, or 
substantially so. For the interaction between liquids and gases, 
the data are quite conclusive; in interaction of solids and liquids, 
equilibrium at the interface has been demonstrated to exist 
when crystals dissolve in suitable solvents; in the case of solid 
absorbents, whether reacting with gases or liquids, the phenom- 
ena are complicated and the available data sufficiently accu- 
rate to serve as a basis for a conclusion are decidedly limited, 
but none of the data are incompatible with the above generaliza- 
tion, and throughout this treatment equilibrium at the interface 
will be assumed. 

This assumption of equilibrium at the interface, is equivalent 
of the assumption of such rapid interaction between the phases 
at the exact point of contact that this interaction is not a con- 
trolling factor in delaying the ultimate result. Hence, it follows 
that the thing which controls the rate of interaction of phases is 
transfer through the phases themselves and that, therefore, 
the capacity of every apparatus for absorption or extraction is 
limited by and dependent upon mass-transfer phenomena. Con- 
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seqiieritly, in process of absorption and extraction, t!ie qoantita- 
tive mass- transfer relationships are jast important as the 
equilibrium itself.*" As pointed out on page 429 the transfer 
through a single phase involves both the transfer through the 
main body by turbulence or eddy diffusion and transfer through 
the surface film hy molecular diffusion. Since the two mecha- 
nisms are quite different, the rate of transfer for each will first be 
considered separately. 

Molecular Diffusion in Gases. — The fundamental diff erentml equations 
fox diffusion of gases were first deriv'ed by Maxwell. They were later 
reexamined along somewhat different lines by Stel&m, who also appliad the 
diffusion laws to liquid mixtures. 

Visualize a single molecule of one component 4, diffusing unidireetioad^y 
through a binary gaseous mixture of A and B. The experimental ewidenee 
is conclusive that the frictional reliance to motion by diffui^m is propor- 
tional both to the relative velocity of the diffusing component jmdi the inter- 
fering one and to the diffusion distance dz. It is to be anticipated that the 
resistance will be proportional to the number of molecules of B whicli Mock 
the path, a quantity which is in turn proportional to the partial molal 
density of B, Granting that these two terms determine the frictkm 
encountered by a single molecule of A, the total frictional resistance to 
diffusion of component A will equal this resistance met hy the individual 
molecule times the number of the molecules. This latter quantity is 
proportional to the partial molal density of A, Wjt, and the total fricficMiai 
resistance to diffusion of A is given by the expression ^^um} dky 

where ua and ub are the velocities of components A and respectively, 
measured in the ;z-direction, and ^ab is the coefficient of resistance to diffusion 
of component A through B, 

Excluding the inffuence of external forces and temperature variations, 
this frictional resistance must be overcome by an equivalent drop in the 
partial pressure of A, —dp a, over the section in question. In other words, 
Ub) dz, or 

— dpAdz=^AB<^Ai>3B0iA—UB). ( 1 ) 

Clearly a similar equation may be written for the other component: 


If there is no major bulk motion of the gas in the direction of diffusion, the 
total pressure P of the gas must be the same at all points in this direction. 

* When a material diffuses from one substance to a second substance 
existing as a separate phase, the principles are the same regardless of whether 
the materials diffused from a gas into a liquid or from a liquid into a gas. 
This applies to the transfer of a v^apor from gas to solitl, and frtuii solid to 
gas. To cover such diffusion in either direction, the term irder actum is here 
employed. 
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Since tlie total pressure equals the sum of the partial pressure, 
differentiation gives dp a -i-dps —0, i,e., dp a and dps are equal and have 
opposite signs. This last relation combined with Eqs. 1 and 2 results ia 
JSas == ^£A, i.e.j the coefficient of resistance to diffusion of A through B must 
be numerically equal to the corresponding coefficient of diffusion of B 
through A. The subscripts may, therefore, be dropped and jS considered 
as the common resistance coefficient for the mixture of the two components. 

It is more convenient to work with molal rather than volumetric units. 
The partial molal density u>a multiplied hy ua equals the molal rate of inter- 
change of A per unit interfacial surface, i.e., oaua equals dNA/dA and 
similarly ci>bUb equals dNs/dA. Also equals pa/RT, where T is the 
absolute temperature and is a suitable value of the gas constant, ocs 
equals pb!RT. Equations 1 and 2 may now be written 

-dpA_+dpB__ 1 /psdNA pAdNs^i 

dz dz i>«,\ dA dA ) 

where the term RT { ^ is replaced by the “ diffusivity ’’ D^., expressed in 
molal units. 

These equations for point conditions^’ may be integrated into several 
forms depending on the diffusion conditions. 

1. Gmeom Dijffi4sion of One Component Only . — This case was discussed 
by Stefan in connection with a special technique employed by him for 
determining the coefficient of diffusion of a vapor through a gas. Its 
•engineering importance is very great, particularly in the evaporation, of a 
liquid into a gas or the condensation, absorption or adsorption of a vapor 
from a binary gaseous mixture. In such eases the vapor must diffuse 
through the gas film separating the liquid-gas interface from the main body 
of the gas. 

Where there is no net diffusion of J5, dN b is zero, and Eq. 3 becomes 


dN^ ^ Dm dp A 
dA pb dz , 


(Sa) 


which shows that the nielal rate of transfer of A between gas and liquid is 
directly proportional to the product of the diffusivity and the partial 
pressure gradient through the ffiin, and inversely proportional to the partial 
pressure of the non diff rising gas. 

Where the fractional variation in pb through the film is small, jo^-may be 
considered constant at an average value, (p^lav., and Eqv 3a may be inte- 
grated across the true gas film from 0 to Bf and from pAi to giving 


dNA 

dA 


Dr. 


{PB)a,v.Bj 


iPA—pAi). 


W here the fractional variation of pB is too large to be neglect ect 
Eq. 3a is replaced by dps, giving upon integration 


(4) 

• dp A in 


-dNA 
dA ■ 


: ^ 'EM: 


( 5 ) 
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15(iuatioii T) may be rearranged to involve the potential cliffererkee — j ji* by 
multiplying through by an identity (pj-pA*) /(pa» -Rm). giving 


. ’ZFA*} « (P'-|?>) 
dA Bfip^Kwi. r/ 


(5a} 


where (pB)i.m. is the logarithmic mean of ps* and p'— p* represents 

- pAi, and r/ is the resistance of the film to diffusion. 

2. Gaseous Dijffusion under Ste^i^ Conditions in Binary Mixturem, Biik 
Components Diffusing Bid in Opposite Direeiiom. — These am essentially 
the conditions obtained at any particular point of contact of liquid and 
vapor in a rectifying unit operating continuously. Thus, in the case of the 
rectihcation of a mixture of water and ammonia, at a given element of 
contact between vapor and liquid in the cohimn, ammonia is diffusing from 
the liquid interface out through the gas film into the vapor and a conrewpond- 
ing amount of steam diffuses in the opposite direct ion from the body of the 
vapor through the film into the interface. The concentration of water in 



component A. 


the vapor at the point in question is maintained constant, despite this 
diffusional loss, by the steady flow of vapor up the column from hcdow. 
Similarly, the ammonia concentration in the body of the liquid is maintained 
by the flow of reflux down the column from above. Thus liquid and vapir 
concentrations at the point are maintained constant and diffusion takes 
place under steady conditions. For the usual case, where dX b equals 
1 , Eq. 3 becomes 


dA dA ) D^dA 


t6) 


N'oting that the mol fraction y in a vapor equals pA P and that d/ equals 
dpA/P, Eq. 3 reduces to dXA 'dA = -O^Kdy/dz). Integrating through the 
film from 0 to B/ and from yi to ij gives 


dNA 

dA 


P^rniPi -y' ) 

" By 


^ky {yi 


p' 


where ilNA/dA represents the inolal rate of evtiporatioii of the more volatile 
component per unit surface aiui ?/« isthenud tr:i<*tion (.>f thr same (■« uiipoiuait 
at the interface between lit{uid ami vapor. 
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Values of Dm and B / are necessarv for the use of these equations. Values 
of Dm can be satisfactorily predicted by using MaxwelFs theoretical equation 
with an empirical constant. For a given binary mixture Dm is directly 
proportional to the square root of the absolute temperature and independent 
of the total pressure. For different mixtures Dm is proportional to the 
square root of the sum of the reciprocals of the molecular weights of the two 
gase«, and is also a function of the effective volume of the molecules. 'Table 
I on page 460 gives the diffusivity for a number of common binary mixtures. 

The value of the film thickness, B/, depends on tbe flow conditions in a 
way similar to the film thickness for heat transfer. In the case of given 
flow conditions and for concentrations of the diffusing substance low enough 
so that the properties of the mixture are not appreciably changed, the film 
thickness should he the same for all substances. It is probable that under 
comparable conditions the film thickness for heat transfer is the same as for 
mass transfer. 

3. MuUicomponent Diffumon. — Diffusion equations are available for 
systems containing more than two gases, but because of their complexity 
they are much more difficult to use. They indicate that, where the con- 
centrations of the gases undergoing diffusion are small, i.e., the main com- 
ponent is not diffusing, the equation for binary mixtures may be used as an 
approximation for each diffusing component, considering all other gases 
as the stationary component. Thus, in the scrubbing of a dilute mixture 
of ammonia gas and air with cold water, the two-component equation, when 
applied to the diffusion of ammonia or water vapor, will give results within a 
few per cent of the more complicated equation for a ternary system. 

Diffusion in Liquids. — Stefan has given similar derivations for the diffusion 
in liquids which may be given as 

( 8 ) 

where Dl is the diffusivity through the liquid phase, having the equivalent 
film thickness Bz; ^ca is the potential difference, i.e., the concentration of A 
at the interface between phases, minus the concentration of A in the main 
body of the liquid; and kz is the diffusion coefficient in Eq. 8. 

The correlation of diffiisivities in the liquid phase is less satisfactory than 
for the gas phase; this is undoubtedly due to the complicating effects of 
ionization, association and dissociation, and to the difficulty of eliminating 
natural convection. However, for a given temperature, it is possible to 
correlate Dz for systems in w^hich there is little ionization or association. 
Thus the diffusion of many^ organic compounds through other organic 
liquids and the diffusion of gases through liquids give values of Dz, which 
agree well with certain “seinitheoretical” equations. For such binarj' 
systems the diffiisivities are inversely proportional to the square root of the 
sum of the reciprocals of the molecular weights. Owing to the high vis- 
cosity-temperature coefficient of liquids compared with gases, the effect of 
temperature on the diffusivity in the liquid phase is much greater than in 
the gas phase. Experimental data are meager but indicate that the diffusiv- 
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ity in the liquid phase is approxinnately proportionai to the inverse three- 
halves power of the viscosity. Table II on page 461 gives valii« of liquid- 
phase diffusivitiea 

Transference in Main Body. — The problem of transference throagh the 
main body of the gas phase by convection or eddy diSusion h« not l>©€ii 
solved 80 satisfactorily as the transfer by moleenlar diffusion. Hiis is 
largely due to the lack of an adequate knowledge of the meetmnisiii of 
convection. 

Experimental data for the evaluation of the rate of tmnsfer by «ldy 
diffusion are meager, hut consideration of the mechanism would irwlicate 
that for given flow conditions the current density of transfer should he 
independent of the physical properties of the component being exchan^^ 
so long as the latter does not appreciably alter the flow conditions or tmibu- 
lence. Thus a turbulent body of fluid would have the same resastance for 
all substances so long as its own properties were not altered significantly. 

Transfer Coefflcients. — In eagineeriug calculations the net 
transfer coefficient is desired rather than the individual coeffi- 
cients for the film and main body. 

These rate coefficients are defined by the equation 

-^=kail>-Pi)=kriY-Yd (9) 

where ka is the coefficient used when the driving force is expressed 
in terms of the partial pressures of the diffusing constituent and 
ky is the coefficient where the driving force (F— Yi) is expressed 
in mols of A per mol of B in the gas phase. By analogy with the 
corresponding ease in heat transfer (page 109), the mass transfer 
from the main body of the gas to the interface can be visiiaiijsed as 
meeting two resistances in series, that of the turbulent main body 
of gas and that of the gas film. The gross gas-phase resistance 
r is then the sum of the two individual resistances rc-+r/. 
Algebraically expressed, 

dA Tc T/ Tc-fr/ r 

*' In dealing with problems in humidification and dehumidificatioii, it is 
convenient to express the driving force in terms of absolute humidity If, 
expressed as a mass ratio of A to jB, rather than in terms of the mol ratio F, 
and to replace dJV^/(L4 by dW/dA, where dir is the rate of evaporation 
expressed in mass units. Equation 9 then takes the form 

(9u) 

When using consistent units, kn equals 
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As shown by Eq/ 5a, equals giving 

1 I BfipnXrn . 
ka Drr^ 


( 10 ) 


At present the only satisfactory evaluation of is by the use 
of Eq. 10 together with experimental determinations of ha. 
The direct experimental evaluation of B/ is difEcult but fortu- 
nately is not necessary for the utilization of the above equation 
since values of ka can be measured dor two substances with 
different diffusivities when these substances are allowed to diffuse 
separately or simultaneously through a third component, under 
conditions such that the diffusing substances do not alter the 
flow conditions of the third component. These two values of 
koj together with known values of Dm and the fact that the flow 
conditions w'ere such that Tc and Bf were the same for both 
substances, allow the calculation of both Tc and B/. These 
values may then be used to predict values of k& for the transfer 
of other substances under similar conditions. The utility of 
Eq. 10 will be demonstrated by numerical examples (Chap. 
XV on Absorption and Extraction). Actually the transfer 
of heat may be utilized in place of one of the substances and 
this illustrates the complete analogy between mass and heat 
transfer. The applicability of this analogy will be considered 
in Chap. XYII on Humidity. 

Both Tf and n decrease with increasing velocity of the fluid 
past the interface. PrandtFs study of the relation between 
heat, transfer and friction would indicate that r/ decreased with 
increasing velocity faster than and that at very high velocities 
the main resistance to transfer would be eddy diffusion. The 
experimental data on mass transfer are not sufficiently precise 
to evaluate the effect of velocity on the relative value of the 
two resistances, but they indicate that any such effect is rela- 
tively minor in comparison with the large change in magnitude of 
n plus Tf. Eor given flow- conditions the ratio of to Vf depends 
on the diffusivity of the system in question: thus in systems 
with relatively large diffusivities the resistance to transfer will he 
mainly in the main body w'hile small diffusivities increase the 
relative importance of the resistance of the him. For a given film 
thickness, in the first case an increase of turbulence in the main 
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body would materially aid tlie transfer, but in the latter c^e it 
would be of much less value. 

Transfer coefiicients have been correlated by iiiethcM^;:.fiimil»r 
te those for heat transfer, using dimensionless groups. Thus 
k< 3 Dd{pB)i.^,/Dm. is found to be a function of Bc^ynoMs number 
and a group {m/MD^j which is analogous to the Fraud tl group 
in heat transfer. Another method of correlating mass-transfer 
data has been, to visualize a fictive him of thickness B such that* 
its resistance to molecular diffusion would equal the observed 
transfer resistance: the values of JB so 

calculated were then correlated by dinaensionless fii actions. 
The correlations of experimental values of the transfer coeffi- 
cients will be given in the chapters on Humidity, Absorption 
and Extraction, and Distillation. 

1. Gases and Liquios 

- The foregoing considerations indicate that transfer through 
the gas phase proceeds at a rate that is proportional to the differ- 
ence between, solute concentrations in the main bcxiy of the gas 
and at the interface. f Transfer through the liquid phase, on the 
other hand, is controlled by the difference between the concentra- 
tion of the solute in the liquid at the interface and its concentra- 
tion in the main body of the liquid. Since the surface films are 
generally thin, the actual amount of solute contained in them 
at any one time is usually negligible compared with tlie amount 
diffusing through them. It follow’s, therefore, that all the 
solute which passes through one film must also pass through the 
other, and the two films may be considered as two diffusionai 
resistances in series.^ Under certain circumstance's the resist- 
ance of one of the films may he so much greater than that of the 
other that the second film may be neglected and the problem 
treated as if only one film existed. 

* Upon comparing this relation with E(p 10, it is seen that, cxeept where 
Tc is negligible relative to r/, t he fie tive tliiekiiess B is gjn'ater than B/. Never- 
theless this concept of the effeetiv'e fUin, whose resistarn'e ecjiuils the actual 
resistance l/ka, is allowable and is frequently used. 

t Resistance to diffusion due to a gas film is, of coiirse. nonexistent in the 
special case where an absolutely pure gas is being ahsttrhed. This prtdsleni 
is very rarely encountered in practice, however, since tlu‘ presence t'f verv' 
small amounts of inert gas, which will coneeiitrate at the Ikiuid surfa'H*. is 
sufficient to create an effective gas film. 
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The amount of sokite transferred per unit time by diffusion 
through the two films is dN (see table of nomenclature on 
page 45<8 for r^sum^ of all symbols). The rate of transfer is 
obviously proportional to the surface of the interface dA and it is 
convenient to refer to the current density d}/' / dA . This quantity 
is equal to the transfer coefficient {ka for a gas phase or kz, for a 
liquid phase) multiplied by the concentration difference available 
“as a driving force, i.e., 
du 

—jj=ko(pa- pO = kz,(€i - Cz) ( 1 1 ) 

where p is the partial pressure of the diffusing substance in the 
gas and c is its concentration in the liquid- The subscripts 
(j, t and L refer, respectively, to conditions in the main body of 
the gas, at the gas-liquid interface and in the main body of the 
liquid. 

It is clear that the numerical value of the transfer coefficients 
kff and kz will depend upon the units in which the gas and liquor 
concentrations are expressed. The choice of these units is 
purely arbitrary. In this chapter, unless otherwise specified, 
solute concentration in. the gas is expressed as its partial pressure 
in atmospheres and concentration in the liquid as grams per cubic 
centimeter because this makes the separate values of ka and bz of 
the same order of magnitude for many cases. » 

The data at present available indicate that at the true inter- 
face between hquid and gas the two phases are substantially at 
equilibrium (pi in equilibrium with Ci), even though there may 
be rapid diffusion and therefore high concentration gradients 
through the films on the two sides of that interface. This fact 
puts one in a position to visualize clearly what takes place in an 
absorption process. Conditions at the interface are determined 
by two factors: first, the equilibrium between gas and liquor con- 
centrations; and second, the fact that all the solute diffusing 
through the gas film must also diffuse through the liquid film. 
Thus, Pi is a function of c». 

Pinned, (12) 

this function being the solubility equilibrium relationship. 
If the values of kg and of kz are known, the values of Pi and Ci, 
the interfacial concentrations, are at once determined by Eq. 11. 
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If, for example, ko slioiild be just equal to satisfy Eq. 11, 

{pa— Pi) would have to equal (Ci—Ci.), 

Overall Coeficieats. — It is generally convenient to utiliie 
an overall coefficient for the gas and liquid phases rather than 
the individual coefficients. However, the concentratloiii differ- 
ence to be used with the overall coefficients is the total difference 
between the main bodies of the gas and liquid, expressed in 
comparable units. Thus, if gaseous concentration is expr«^d 
as partial pressure po, the liquid concentration must be pven as 
correspMDnding to equilibrium with the actual liquid mn- 
centration Cl. Similarly, if the liquid concentration cl is nmd^ 
the gaseous concentrations must be expressed as Ca* (the liquid 
which would be in equilibrium with p<?). In these units 11 
becomes^ 

-^ = Ka{pa- p,*) = -Ci). ( 13 ) 

On such a basis of comparable units the ratio of the resistance 
of either phase to the total resistance is given by the ratio of 
the decrease in driving force through that phase to total con- 
centration difference across hoth films, i.c., the fractional resist- 
ance of the gas phase l/kG-^l/Kg is (pff~-p^)/(p<?-- pi*) and for 
the liquid phase l/ki-i-l/Kz will equal (pi~pL^)/(p<? — pi^)- 
Comparable expressions may be obtained in terms of differences 
in liquid concentration. 

Effect of Solubility. — ^TLe overall coefficients are most con- 
veniently obtained in terms of the individual coefficients by 
setting Ap = n^.c, where n is the proportionality" constant of 
solubility, which will usually be a function of both temperature 
and concentration, but for the special case where Henry’s 
law' applies n will be a function of temperature only. Expressing 
Eqs. 11 and 13 in pressure units: 

^ = Ke(^pa — Pi*) = ^ (.Pa - Pi*D = Jcaipa—pd = (p^ — p*) 

where n' is eqnal to (p£— pi,^)/(ci— Ci.) and n" equals {pa—p*) 
{ca^—Ci), from which 

1 __ 1 n' 

Ka ko ki, Kl 


( 14 ) 
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aad, for Henry’s law where p = c/H, n' and 
1/H, giving: 

11,1 1 


are both equal to 


( 15 ) 


Since in the units specified on page 450 the values of ko and kj, 
are often approximately the sanae^ it is apparent that the relative 

value of the gas-phase resistance 
1/kg to the liquid-phase resistance 
n' /ki, will be largely controlled by 
the value of n/. The value of n' is 
determined by the solubility rela- 
tionships of the system involved. 
Thus for gases of high solubility the 
value of n' will be very sfnall and 
the resistance to diffusion will be 
essentially 1/hg, and the condition 
is called one of “ gas phase controll- 
ing^^; for very slightly soluble gases 
the value of n' will be large and 
0.2 n'/kh will be large relative to IJka, 
c^Sm.NHj/Ccm. Solu+ion resistance will be the 

Fig ISS 

liquid phase, giving a condition of 
* liquid phase controlling.'’ Gases of intermediate solubility will 
give conditions intermediate between the above extremes, and 
the resistances of both the liquid and the gas phases will be 
significant. 

These conditions are easily x^isualized by graphical representa- 
tion in a plot of partial pressure vs. concentration. Equation 11 
when rewritten as kL/ka Ri) JQci—CL) represents a line of 



slope 


ko^ 


in a partial pressure-concentration diagram. Like- 


wise the equilibrium curve between gas aad liquid may also be 
plotted and, since pi and Ci must be on the equilibrium curve, 
a graphical representation of Eq. (11) is possible. Figure 138 
represents such a plot for the system ammonia-water (a case 
of intermediate solubility) at a temperature of 30°C. where OA 
represents the equilibrium curve. Consider the absorption 
of ammonia from a gas in which its partial pressure is (’.:"00 
atmosphere, by an aqueous solution containing 0.005 uig. of 
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sinimonia per e.e. These conditions can be represented by the 
point F, whose ordinate is pa and whose abscissa is cx. H the flow 
conditions w’ere such that Icl were equal to ka, the equation wonld 

indicate that a line through point F of slo|)e — ^ wonld intersect 

the equilibrium curve at the point pi, Ci. Thus for the case given 
above pi would equal 0.195 atmosphere and C* 0.105 gm. per c.c. 
The value of is seen to be approximately sero and the ratio 
of the gas-phase resistance to the total resistaneey (pg — pd/ 
(p (7 — is 0.105/0.3 or 0.35, and in this ca^ the gas phii«‘ 
offers about 35 per cent of the total resistance and the liquid phag« 
65 per cent. The value of n' is the slope of the chord pa^ng 
through Pi, Ci and pi^, cx/ or through points O and D. It is 
apparent that the significant faotor is 

the ratio of the slope betw^een points 7 h 

fcz, / 

F and D, which is — r to the slope / 

0.3 — /P 

between 0 and D, which is n'.’*' If n' i 


is equal to — 77 -) the resistances of the i / 

0.2 

two phases will he equal; if n' is 1 / 

Jc / 

greater than — - 77 ; the liquid-phase / 

Kg Q_ \ y 

resistance will exceed the gas-phase / 

resistance; and if n' is smaller than / 

l9 

the reverse will be true. These O.Oi 0.02 

rCg 

conditions are illustrated in Figs. 139 fig. 139 . — Absorption of Oj in 

and 140 wdiere similar constructions are water. 

given for the system oxygen-w’ater (high value of w') and the 

system HCl-w'ater (low’ value of n') for equal to 1 and for 

the same liquid and gas concentration as used in Fig. 138. Tiie 


the reverse will be true. These 


F 

/■ 

1 


/ 





*• In terms of liquid concentrations the ratio of the gas-phase rcsistaoce 
to the total resistance — Cif. ici* —cO is 0.04 0.14.) or 0.276. In 
general, the ratio of gas-phase resistance to liquid-phase resistanee will !>e 
different when measured in pressure units tluiii when measured in liquid 
concentration units, but, for the case where the equilibrium curve is a 
straight line betw^een cl and Ca, the ratio will he the same in both units. 
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figures indicate that in the first case the resistance to diffusion 
is almost completely (99-(- per cent) in the liquid phase, while 
in the latter the reverse is true (98+ per cent gas phase). 

It is possible for the solubility relationships to be such that 
under one condition in a particular system the gas-phase resist- 
ance may be controlling while under other conditions the same 
system may offer the main resistance to transfer in the liquid 
phase, and there must obviously be conditions under which the 
resistances of both phases must he significant. These changes 
of relative resistance can he brought about by concentration 

, changes in either or both of 
LLo liquid phases, or 

by changes in temperature. 
05 ^ conditions are shown in 

p Fig. 140, for the system HCl- 

j water. First consider the 

f I conditions represented by 

j point F, which give the inter- 
c? '^\ y facial conditions represented 

'nT by point D, and it is apparent 

y that the liquid phase offers 

-L. than 2 per cent of the 

^ 0 \ D y total resistance. However, if 


0.1 0.2 0.3 0.4 0.5 

Gms HC!/cc Solution temperature the gas- 

Fia. 140. — Absorption of HCl in -water. , j. x- • • j 

phase concentration is raised 

to the condition represented by F', then the interfacial conditions 

are those at D' and the liquid phase offers approximately 30 per 

cent of the total resistance. 

Other Variables. — The discussion has so far considered only 
the effect of solubility of the gas in determining absorption rate 
per unit area. The other important variables are the transfer 
coefficients ka and Jcl, which can be varied considerably by 
the character of the absorption process. Any factors that 
tend to cut down the thickness of the surface fiilms or to increase 
the main body turbulence should increase the coefficients and 
correspondingly speed up the absorption rate. Thus, agitation 
of liquid increases transfer through the liquid, while higher gas 
velocities past the surface cause more rapid transfer through 
the gas (see pages 499 to 505). 
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The effect of such factors will be decidedly dependeiit ii|)0]a 
whether the process is controlled by gas-phase or liquid-phase 
resistance. Thus, a change that decreased the resistance of the 
gas phase hut did not affect the liquid phase would increase the 
absorption of hydrogen chloride but would not affect the rate of 
oxygen absorption. 

Changes in temperature influence several factors, and it is 
necessary to distinguish clearly between the effect of temperature 
on the equilibrium and its effect on the transfer coefficients. 
Increase in tempeTatnre makes the gas less soluble, thus hendiiig 
to lower the rate of absorption. The transfer coefficients them- 
selves may, however, be either raised or lowered by temperature, 
depending upon the changes in turbulence, film thickuem and 
diffusivity. Liquid-phase coefficients hi, rise rapidly w'ith increas- 
ing temperature, both because of decreased film thickness and 
increased turbulence due to lowered viscosity and because of 
greater diffusivities. On the other hand, data regarding effect 
of temperature on the gas-film coefficient are inconclusive, 
but the effect of temperature is not large (see page 502). 
A,lthough the molal difFusivity of gases increases as the square 
root of the absolute temperature,, it seems probable that this 
effect is less than that due lo decreased turbulence and to 
increased film thickness. 

A type of apparatus in which gas bubbles up through a liquid 
would represent vitally different conditions from one where liquid 
drops are sprayed through a gas. In the first instance, a rising 
gas bubble would continuously expose fresh liquid surface and 
the liquid-phase coefficient would be high, whereas the gas 
phase w^oiild be relatively undisturbed. Such a device should 
therefore be most satisfactory for absorbing the less soluble gases 
where liquid-phase resistance is controlling. In the other ease, 
a falling drop might be expected to have only a very thin gas 
film but a fairly stagnant liquid phase. Apparatus of a spray 
type will therefore, other things equal, be well suited for absorbing 
very soluble gases. 

From these suggestions it is evident that the ratio of the trans- 
fer coefficients varies with the type of apparatus and with 

th6 conditions of operation. It is therefore quite |K)ssible that 
the absorption of a gii.s of intermediate solubility might ht‘ con- 
trolled primarily by liquid-phase resistaiiee in one piece of 
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ecLuipment and by gas-phase resistance in another. This point is 
illustrated by the case of sulfur dioxdde, which is almost entirely 
governed by the liquid phase when passed over a free surface of 
liquid, but which is largely affected by the gas phase when 
absorbed by bubbling through water. 

It is possible to predict comparative performances of different 
solutes in the same equipment on the basis of this general concept. 
Under similar operating conditions the effect! v^e film thicknesses 
will in most cases be independent of the solute that is being 
absorbed. 


2. rxxjios ANT> Solids 

In the majority of eases solid absorbents pick up gases hy 
adsorption, the equilibria being of the type shown in Pig. 135. 
The data available bn adsorption rates are incomplete, but the 
indications are that the mechanism is one of gas-phase transfer, 
the film being, however, not merely on the outside of the grain 
but also to no small degree within the solid. Consequently 
there is a very definite limit to the possibility of reducing the 
gas-film resistance by high gas velocity past the adsorbent. 

The reason lies in the structure of solid adsorbents. Thus 
the individual grain of activated charcoal is not a dense solid, 
but is permeated by a labyrinth of exceedingly fine capillaries 
upon the walls of which the adsorbed gas is held (see page 439) . 
It has been estimated that in the case of highly activated charcoal 
the active surface of these capillaries is of the magnitude of 20 
acres to the pound. Gas is adsorbed not merely in those capil- 
laries near the outer surface of the grain but in the inner ones as 
well. To penetrate the grain, however, the entering gas must 
diffuse along the capillaries, and this, rather than diffusion 
through the gas film around the outside of the grain as a whole, 
offers the major resistance to rapid adsorption. This resistance 
increases as adsorption proceeds, for at the start the entering gas 
is adsorbed and held at the very mouths of the capillaries, whereas 
later increments of gas adsorbed must diffuse farther into the 
capillaries, past the outer layers of carbon surface already 
saturated, to points located progressively deeper in the grain abd 
not yet saturated with gas. In the case of gases and v^apors, 
however, this diffusion is rapid — so much so, that for small 
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gmln Hizes equilibrium rather than adsorption rate is often the 
controlling factor in the process. 

In the adsorption of salutes from liquids by solid adsorbents, 
the situation IkS very different. While the capillary structure of 
the adsorbent granule remains the same, these capillari^ in the 
interior oi the grain are normally ineffective, because the material 
adsorbed from liquids almost always possesses very high inolecn- 
lar weight. For example, the organic color removed from sugar 
syrups by bone char and from oils by fuller’s earth is in both 
cases complex in structure and colloidal or semicolioidal in 
character. In consequence, the diffusion rate through the 
capillaries is exceedingly slow and, indeed, the indications are 
that the capillaries act in a certain sense as filters, their mouths 
on the outer surface of the grain becoming choked with adsorl)ed 
color. 

There are two important consequences. In the first place, 
when the mouths of the capillaries closely approach equilibrium 
with the color in the external solution, further adsorption 
becomes exceedingly slow, despite the fact that the total adsorp- 
tive capacity of the grain has been only partially utilised. In 
other words, there develops a false equilibrium, which, however, 
sets a practical limit to the adsorptive capacity of the solid. 
It is this false equilibrium in which the engineer is interested and 
which must be experimentally determined as the basis for 
computations and design. In the second place, the total effectwe 
adsorptive capacity of the solid is proportional, not to the total 
surface of the capillaries (f.c., to the total w’cight of the solid), 
but rather to the surface of the grains themselv^es, l>ecause the 
effective capillary surface is limited to that in a thin layer below 
the outer surface of the grain. Thus, whereas it has been found 
experimentally that grinding 20-mesh carbon to particles less 
than 0.001 mm. in diameter increases the total adsorptive 
capacity for gases only 8 per cent, the capacity of similar solids 
for deeolorization is approximately proportional to the total 
grain surface exposed, i.e., for a given wenght of adsorbent, 
inversely proportional to the average grain size (see page 468 ). 
Consequently, while it is advantageous to use solid adsorbents 
for gases in the form of coarse grains, because this avoids the evils 
of dusting and high-pressure drop without introducing serious 
coiieoniitant disadvantages, when employing similar adsorbents 
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far liquids, the use of them ia the form of relatively fine powders 
greatly increases both adsorbing capacity and rate per unit weight 
of adsorbent employed. 

While from the preceding discussion it is obvious that the 
mechanism of diffusion of a solute from a liquid into a solid 
adsorbent is complicated and, even for the same concentration 
difference, will be more rapid at the start of the adsorbing process 
than toward its end, nonetheless the data indicate that the 
adsorption rate is substantially proportional to the total surface 
of the adsorbing grain and to the difference in concentration 
between that in the solution around those grains and that in a 
solution in equilibrium with the material already adsorbed. 

Because the total adsorptive capacity of the material is 
proportional to its surface rather than to its weight, the determi- 
nation of the adsorption equilibrium is very unsatisfactory. 
It is difficult to get two samples of material of the same grain siise 
and the same size distribution. Indeed, if one takes a granular 
material and separates it into two parts, there is a very marked 
tendency toward segregation of grains of var3ring size, and of 
these two samples the one with the smaller average grain size 
will have both the higher adsorptive capacity and the higher 
adsorption rate. Added to this is the still greater difficulty of 
duplicating the quality of an adsorbent in the preparation of 
separate samples. Thus, in the activation of charcoal by selec- 
tive oxidation, it is difficult, if not impossible, to carry the activa- 
tion to exactly the same point in successive runs. Obviously, 
in the regeneration of old adsorbent for re-use, as is practiced in 
the reactivation of charcoal, ‘ bone char and fuller's earth by fur- 
nacing, the chances for variation in quality of product are even 
greater. Because of these facts it is difficult to get satisfactory 
experimental checks in determination of either equilibrium or 
rate. In practice, it is best to secure these data from analysis 
of operating data under plant conditions, -but it is imperative to 
making sure that the data obtained are representative, by using 
results of a large number of tests. Furthermore, in employ- 
ing such data as the basis for design, liberal f actors of safety must 
be used. 
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NomeiicLattire 

A 

b = ■ const amt . 

B = 'film thickness for true j!;aseo\is diffusion, liquid diffusion and 
effective fflm thickness, res|>ec lively, 
c, — liquid concentration. 

Dm, Ol — diffnsivity in gas and liquid, respectively. 

Dd =* diameter. 

d — prefix indicating differential. 

JET = Henry’s law constant, in 
k “relative humidity. 

Ko, Kh — overall transfer coefficients, 
kot Ryj fcg “transfer coefficient for the gas pimse, with driving force 
expressed, in partial pressure, mol ratin and mol firaction^ 
respectively. 

fcL — transfer coefficient for the liquid pkase. 

M “molecular weight. 

N “molal rate of transfer. 
n “exponent, slope of chord. 

P “total pressure. 

Pcft P'y P* — partial prcissure in the main body of the gas, at the outside 
■ of the true gas film and in equilibrium with the liquid, 
respectively. 

R “gas-law constant, in molal units. 
r, r/, fc “Overall, him, and core resistances, res p€?c lively. 
u “net diffusional velocity in ^-direction. 

X “ratio of adsorbed material to amount of adsorbent. 
z =mol fraction in liquid. 

y, y'i y* --mol fraction in the main body of the gas, at the outside of the 
true gas film, and in equilibrium with the liquid, respec- 
tively. 

Y “ molal ratio of solute to carrier. 
z “distance, 

)S “resistance factor in Stefan equation, 
y “gamma, surface tension. 

A.=potential difference, driving force. 
iu.“nui, absolute viscosity. 

7 r = pi, total piressiire. ^ 

w“Oinega, partial molal density =p, PT. 

Subscripts ^ 

.4, B refer to componeiits. 

c refers to core, i.e., fluid lying outside true film. 
f refers to film. 

G refers to main body of gas. 
i refers to liquid-gas interface. 

L refers to main body of liquid. 

Lin. refers to logarithmic mean. 
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Table I. — Diffltsivities m Gases at 25°C- 
rnols/(cra.) (sec.) 


System 


System ' 

i)mX 10 ^ 

Air— HaO 

0.090 

Air— CHsCOOCaHs 

0.034 

Air— NHa 

0.080 

Air— CHsCOOH 

0.046 

Air — CO*s 

0.062 

Air— CH 3 OH 

0.062 

Air — Ha 

0.281 

Air— CaHsOH 

0.048 

Air — Oa 

0.077 

Air — CeHe 

0.035 

Air— SOa 

0.055 

Air — n — CsHis 

1 0.026 

Air— CO 

0.090 

! Ha— CHaCOOCaHs 

0. 137 

Ha— SOs 

0.227 

^ Ha— CHaCOOH 

0 . 182 

Ha— NaO 

0.248 

Ha— GHaOH 

0.225 

Ha— CH4 

0.268 

Ha— CaH^OH 

0. 183 

Ha — C 2 H 4 

0.239 

Ha— CeHe 

0 . 146 

Hy—Na 

0.278 

CO2— CH3COOC2HS 

0.027 

COa— Nj 

0.062 

CO^CHaCOOH 

0.037 

COr— CH 4 

0.072 

CO2— CHsOH 

0.050 

CO2 — CaHi 

0.055 

CO2— CaHsOFI 

CO2— CsHe 

0.038 

0.029 


♦ Calculated from Eq. 6, Ind. Eng. Chetn., 2 €, 681, (1934). 

For example, the diffusivity of the system air — NHj is 0.0000105 gm. mols/Ccm.) (sec.). 
Note Dm — (.Dvr)/CItT), where D, is expressed in. volumetric units. 



GENERAL PRINCIPLES OF DIFFIJSIONAL PROCESSES 461 

It 

Table II. — Dipfusivities- in Iaquibs 


Solvent 

Solute 

Tcunperature, 

®C. 

DlXIO" 

1 Reference 

1 

Water 

Hs 

20 

5.94 

1 

i 1 


Oa 

20 

2.08 

1 


CO* 

20 

1 .74 

1 


NHs 

20 

2.04 

1 


CH,0H 

20 

1 .48 

1 


CtHfiOH 

20 

1 .16 

1 


CHaCOOH 

20 

1 .02 

1 


HCl 

12 

2.3 

1 


HaS04 

20 

1 .73 

1 


NaCl 

18 

1 .20 

1 

CHsOH 

CHsCOCH, 

20 

2.68 

8 


ecu 

15 

1 .69 

8 • 


CftH^Cl 

i 

15 

2 07 

8 

OaHsOH 

CHCU 

20 

1 .23 

6 

CeHe 

CHCU 

15 

2.11 

8 


CsHiCl 

15 

1 .90 

8 


For example, the diffusivity D of O 2 in liquid water is 0.0000208 cni.*/ sef. 
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CHAPTER Xy 


ABSORPTION AND EXTRACTION 

« 

PART I. METHODS OP OPEPATIOIT : EQUIPMENT 

1. Treatiiieiit of Gases by Liq^uids (Gas Washing and Scrub- 
bing). — Efficient absorption of gases from, gases by liquids 
demands both counterflow and large interfacial contact between 
the phases (see page 430). The problem is entirely analogous to 
that arising in rectification, and the apparatus employed in 
that art is also frequently used in absorption (see pages 547 to 
551). Attention should be called to the fact that filled towers 
give less ejQ&cient contact than bubble-plate columns but possess 
the advantages of much less back pressure and smaller liquid 
content. The latter advantage may be particularly important 
where frequent starting and stopping are necessary. All filled 
towersj however, are likely to channel badly, especially at low 
liquor rates ; and under this condition contact is lost because only 
a small fraction of the surface is properly wetted. In conse- 
quence, filled towers are unsatisfactory where under operating 
conditions the rate of liquid flow is subject to wide variations 
(see page 550). 

Many types of tower filling are available. Thus, columns 
packed with coke are employed in the absorption of CO 2 from 
flue gas in bicarbonate solutions; slat-packed towers are some- 
times preferred for absorption of light oil in mineral seal oil; 
packings of quartz, earthenware and tile are valuable for acid 
liquids, and perforated sheet metal is also used in various cases. 
In absorbing light naphtha in suitable hydrocarbons, as in the 
washing of refinery gases, horizontal screens may be placed in a 
vertical column to expose fresh surfaces of the oil flowing down 
the tower. 

Spray chambers of the type shown in Fig. 190 (page 597) may 
be used for absorption, but, where liquid is recirculated through 
the sprays, it is necessary, to obtain an approach to counterflow 
of gas and liquid, to employ a number of chambers in series. 
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The Ceco spray device secures contact between gas and Eqiiid 
by feeding the liquid upK)Ti a revolving disk. Figure 141 sbow^s 
a section of the B.-H. washer, a recent modification of the Fels 
scrubber, designed to gdve a contact between liquid and gas 
winch is independent of the net flow of liquid through the tower. 
This type is especially suited to cases where extensive contact 
is required and the amount of liquid is small, as in abwrbing 
very soluble gases. Within limits, the amount of contact can 
be controlled by regulating the speed of the shaft w^hich rotates 
the inclined vanes attached thereto. 

2, Treatment of Gases by Solids. — Whenever a fluid, ga« or 
liquid, is to be treated by a solid, one is handicapped by the 



!FrQ. 141. — Ijongitudinal section of Bartlett- Hayward washer. 


difficulty of moving solids smoothly and continuously. This 
difficulty is so serious that it is the almost universal practice to 
place the solid in position and pass the fluid over it, leaving the 
solid undisturbed until its interaction wdth the fluid is eonipiete. 
Thus, in the absorption of gasoline from natural gas, the absorb- 
ent charcoal in granulated form is packed in cylindrical con- 
tainers several feet deep, through which the gas to be treated is 
allowed to flow. Three of these cylinders are operated together, 
the gas first entering a cylinder partly saturated with gasoline 
from previous treatments and flowing thence to a cylinder 
recently stripped of its gasoline content. The third cylinder is 
out of the gas circuit, in process of being stripped of its gasoline 
content by passing superheated steam through it. The mixture 
of gasoline vapor and steam leavnng this cyliiukT is condensed 
and the gasoline recovered by decantation. When the charcoal 
in the first cylinder in the gas circuit becomes saturated with 
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gasoline, it is cut out, the gas now entering what was previously 
the second cylinder in the line and flawing thence to the gasoline- 
free charcoal in the third cylinder, now stripped of its gasoline. 
The cylinder cut out of the line is then subjected to the stripping 
operation. It is thus seen that the plant operation is divided 
into three cycles, at the end of which conditions return to those 
originally obtaining. By this means the charcoal is used ref^t- 
edly with no physical movement or handling so Ipng as it remains 
in process; this has the important advantage of lessening deterio- 
ration and loss of char by dusting. Such an operation is described 
as semicontinuous and represents two stages of countercurrj^nt 
action. As many stages may he introduced as desired, the use of 
less than three being unusual. This system of operation involves 
the same principle employed in rectification (page 547), counter- 
current drying (page 631) and countercurrent transfer of heat 
(page 118), but the principle is applied as in the operation of the 
ring furnace (page 209) . 

Attempts have been made to secure a continuous movement 
of the solid treating agent in a direction opposite to that of the 
fluid treated. For example, it has been proposed to employ a 
traveling belt or screen to carry the solid, in an apparatus 
analogous to the Band-type drier used for soap (see Fig. 199, page 
627). For solids that do not dust easily, the so-called Jacoh^s 
ladder type of apparatus has been suggested, in which the solids 
slide down over a series of inclined shelves alternately projecting 
from the sides of a vertical container. Another proposal is that 
the gases be brought into contact with the pulverized solid, in a 
stepwise countercurrent apparatus involving dust collectors and 
bag filters. 

3. Treatment of Liquids by Gases or Vapors (Stripping or 
Denuding). — These operations are carried out in the same types 
of apparatus as described above for the treatment of gases by 
liquids. A familiar illustration is the stripping of benzene from 
absorbent oil, accomplished by blowing steam up through a 
tower at the top of which oil to be treated is fed. The denuded 
oil leaving the bottom is cooled before returning to the absorption 
tower, and for this purpose heat exchange is generally employed 
so far as practicable. The mixture of benzene vapor and steam 
leaving the top is condensed and the benzene is separated by 
decantation. In order thoroughly to strip the oil and at the 
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r time conserve steam, the tem|)eratiir€' must main tallied 
liigli. If this be done by th«‘ condcii^tiori of live steam alone, 
the temperature limit is that corresponding to the pressure of 
steam in the stripping tower, e.g.^ at atmospheric pressure to 
about 212‘^F., There is no need to adhere to this temf^erature 
limit, and less steam is required as the temperature is raL^d. 
The column should be heated, usually by steam condensing 
under pressure in closed coils. The temperature in the lower 
part of the column can be raised above that at the top of the 
column, even though a certain amount of vaporization of the 
absorbent oil results, since this vaporimtion can be rectified out 
in the upper part of the column by the refluxing action of the 
feed or, if desired, by the use of a refluxing section above the 
feed plate. It is important to realise that the closed coils used-for 
heating should be distributed throughout the column below the 
feed plate, in proportion to the heat consumption due to vaporim- 
ticn and rise in temperature occurring in each section. A further 
large saving in the live steam injected directly into the column 
may be made by applying vacuum (see pages 539 to 543). If one 
wishes, the whole separation may be made by ordinary rectifica- 
tion, but the temperature required at the bottom of the still 
may cause deconaposition. 

41. Treatment of Liquids hy Liquids. — These operations are 
usually carried out in tanks, provided with the proper auxiliaries 
to prevent loss of solvent, if volatile, with agitating device's of 
various types for securing intimate contact. After the treating 
agent has extracted its quota of material, the agitation is dis- 
continued and the two layers are separated by decantation 
(see pages 315 to 316). 

6. Treatment of Liquids by Solids. — Where necessary to 
remove a component from solution in a liquid by means of a solid 
adsorbent, the classical method is to allow the liquid to flow 
through a deep bed of the adsorbent in granular form. Tlic^ mass 
is called a percolation filter, although the mechanism of removal 
is in no sense filtration, the voids between the grains of the 
adsorbent being far too large to prevent the passage of t he largest 
particles of the solute. The mechanism of removal is pure 
adsorption (sc'e pages 436 to 440), 

Countercurrent flow is desirable, hut study ot the equilibria 
relationships (see Fig. 161, page 509) makes it clear that the more 
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intense the adsorption (z.e., the greater the value of n in the 
Freundlich equation, page 4S7), the less the advantage of counter- 
current flow over batch operation. Consequently, such filters 
are frequently employed in single units, the solutions flowing 
through them until the concentration of the effluent liquor is 
no longer satisfactory. Where liquids of varying initial concen- 
tration are available for treatment, a filter is frequently employed 
first for weak liquors and later for stronger ones, without attempt 
to make the flow positively countercurrent. The flow is usually 
by gravity. Whether the liquid should flow upward or down- 
ward depends upon the change of density produced by the 
adsorption ; if treatment makes the liquid lighter, it should flow 
upward and, if heavier, downward, in order to avoid the mixing 
by -convection currents of purified liquid with impure material in 
earlier stages of filtration. Because the rate of adsorption is very 
small (see page 457), time must he allowed, i,e,, flow” of liquid 
through the filter must be slow. It is frequently possible to 
increase the adsorption rate by increasing the temperature of the 
operation, the increased rate of diffusion more than compensating 
for the decreased affinity of the adsorbent for the solute. 

By far the most serious difficulty encountered in the operation 
of percolation filters is channeling. It is inapracticable to produce 
a granular adsoTbent of absolutely uniform grain size and shape, 
and, when charging the filter, the tendency for segregation of 
granules of varying size is marked, the more so the greater the 
variation in size. Thus, if the material entering the filter is 
discharged at any given point, a cone is built up at that point and 
the larger granules roll to the bottom, while the core of* the cone 
consists of the finer particles. If the adsorbent is fed to the 
middle ^ of the filter, this segregation of large particles at the 
side is very serious. This coarse material offers far less resistance 
to flow of liquid; hence the major portion of the liquid goes 
through this section and the flow through the flner material is 
negligible. Various mechanical devices have been tried for secur- 
ing uniform distribution of the granules w-hile charging the filter 
but, though it is possible to localize segregation, it is difficult 
to eliminate it altogether. So long as segregation is sufficient to 
offer through the filter some path of relatively low resistance to 
liquid flow, channeling occurs and the utilization of the adsorbent 
is greatly impaired, because the liquid fails to flow through the 



ABSORPTION AND EXTRACTION 


4§7 


finer material, which is raost elixcient from the points of riew of 
both capacity and rate. * Where the adsorption produces in the 
liquid an appreciable change in density, the evils of channeling 
may be reduced to a minimum by using such low liquor velocities 
that the differences in liquor denaty developed by the adf^rption 
itself maintain uniformity of liquor eoncentration at each hori- 
zontal section through the filter. Thus, assume that adsorption 
decreases the density of the liquid. In such case the liquid should 
obviously flow upward through the filter. At the start the liquid 
at any particular horizontal level in the bed tends to flow pre- 
dominantly through the coarse material, hut this a>on saturates 
that material and consequently there is no further detwtMse m 
density of this liquid. This develops an additional pressure hMd, 
which does not exist through the fine material, in which, owing 
both to the smaller liquor flow through it and to its greater 
adsorptive capacity, adsorption and consequently decrease in 
density have gone much further. Hence, there is developed a 
greater pressure gradient through the fine material than through 
the coarse, and, provided the velocity is sufficiently low so that 
the greater friction through the fines does not overhalfmce this 
excess-pressure gradient, the liquid will now flow predominantly 
through the fines. Unfortunately, however, in the majority of 
cases the change in density due to adsorption itself is too small 
to make this method of overcoming the evils of channeling 
effective. 

Percolation filters are frequently employed for removing 
from liquids or solutions a relatively small amount of impurity, 
as, for example, in the decolorizaticn of oils by fuller earth 
or of sugar syrups by bone char. When the adsorl>ent has 
become saturated, it is obvious that the liquid held in its voids, 
both those between the grains and the capillary spaces within the 
grains themselves, must be recovered. Troin the voids between 
the grains a certain amount can be removed by draining the filter. 
The rest is usually removed by washing; in the case of oils this 
may be done with petroleum ether, and in the case of sugar syrups 
with water. The wash liquid is usually lower in density than the 
liquid under treatment, and consequently downiw^ard flow should 
be employed to prev^eiit convection. It is frequently best not to 
drain the filter before starting the washing operation, since other- 

* See p. 457. 
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wise a great deal of xinnecessary mixing results, due to the rush 
of the washing liquid applied to the top of the filter down through 
the empty voids between the grains. The rate of washing should 
be low, particularly at the start, so that the heavy liquid, even 
that entrapped in the capillary voids within the grains, may flow 
down and out from the filter ahead of the wash liquid, which 
follows it through the filter like a piston. Insofar as this piston 
action is effective, it results in removal of the original liquid 
without dilution with the wash liquid, but the final removal is 
always by diffusion and is correspondingly slow. 

The wash liquid is almost always removed from the adsorbent 
by evapHDration. In the case of water, the adsorbent is usually 
removed from the filter and dried; in the case of organic solvents, 
such as petroleum naphtha, the solvent is usually vaporized by 
blowing in steam, the vapors going to a suitable condenser for 
recovery. It is frequently possible to revivify or reactivate the 
adsorbent. Thus, in the adsorption of organic color by bone char 
and fuller’s earth, these materials are ignited to a moderate tem- 
perature in the presence of a certain amount of air. This chars 
the color that was adsorbed, burning out a certain amount of it 
and converting the residue into a carbon which, is itself decidedly 
adsorbent. It is thus possible to re-use the material a large 
number of times. In the case of the bone char, the limit to the 
life of the adsorbent is often dusting, but the fuller’s earth 
becomes less effective with revivification and is seldom employed 
more than ten to fifteen times. After furnacing, the adsorbent 
must, of course, be cooled and reintroduced into the filter. 

The potential advantages of increasing adsorbent capacity 
and adsorption rate by the use of finer granules are very attrac- 
tive, but fine material clogs the percolation filter. The possibility 
of securing the necessary contact between solid and liquid by 
agitating the adsorbent in the liquid in the form of very fine 
granules and separating the adsorbent after saturation by filtra- 
tion is obvious, but, before the development of the modern 
leaf and rotary filters, the filtering operation was too expensive 
to make this method practicable. In recent years, however, 
the method has come into widespread use. The rotary filter 
has proved best suited to the purpose. The grain size of the 
adsorbent must not be so small that the filtration rate is seriously 
reduced or that dusting develops in any subsequent operations, 
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Rich as revivification. The smaller the amount of ad^rfeeat rela- 
tive to the volume of liquid treated, the simpler aad moi^ efficient 
is the process. Hence, this method is partietilariy advaatag<M)«s 
when employing treating agents of high adsorlw'nt capacity siicli, 
for example, as activated charcoal. Unfort'iinately, in this 
system the advantagevs of counterflow can be secured only at the 
expense of multiplicity of operations. la practice one ^Idom 
employs more than one or at the most two agitations with a 
given body of liquid. However, where ad.sorptioa is marked, 
i.e.j the value of n in the Frenndlich equation is high, tli©«ivaii- 
tag'es of countercurrent action are far less than where Mtoipfcioa 
is low (see pages 508 to 512). 

Systematic sedimentation (see page 472) offers certaiii ohvicais 
advantages for this treatment of a liquid by a solid and will 
sometimes commend itself. Sedimentation is imposgable under 
conditions of violent agitation, however, and for adsorption filtra- 
tion agitation is very essential because of the extremely high 
molecular weight and correspondingly low diffusion rate of the 
material removed from the solution (see page 457). Com»- 
quently, therefore, agitation followed by mechanical filtration of 
the solid from the liquid in which it is suspended is usually the 
better method. 

6. Treatment of Solids by Gases or Vapors. — ^The opermticin < 
is the reverse of the treatment of vapors by solids but the princi- 
ples governing it are identical. Furthermore, because of the 
difficulty of handling the solids, it is usually conducted in the 
same container used for the original adsorption. The removal 
will be the more complete the larger the amount of gas swept 
over the solid and the higher the temperature. In the case of 
adsorbed organic liquids, the best treating agent is steam, 
because, by condensing l>oth it and the adsorbed vaix>r, the two 
can be separated by decantation. It is obviously desirable to 
keep the amount of steam necessary for treatment down to a 
minimum, and this can be done by raising the temperatures. 
Most solid adsorbents, however, are very poor eaiidiietors of 
heat, and the problem of distributing the heat throughout the 
adsorbent is a very real one. Sometimes coils are iinl>edded in 
the adsorbent, for water cooling during the adsor])tii)n phase 
of the operation and steam heating during the stripping. The 
danger of leakage is serious, and the coils should Ive so const meted 
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that, where necessary, leaky units can be shut off without stop- 
ping operation. Where the concentration of vapor adsorbed is 
high, cooling units of this sort are often essential during the 
adsorption operation, since it would otherwise be impossible to 
dissipate the heat, but where the adsorbent is dilute', i.e., under 
those conditions for which solid adsorbents are peculiarly advan- 
tageous, the heat capacity of the diluent gas is enough to prevent 
serious temperature rise during adsorption. In stripping it is 
usually best to supply the necessary heat in the form of highly 
superheated steam. This has the advantage that the very flow 
of the steam itself distributes the heat perfectly throughout 
the adsorbent mass, despite its poor heat conductivity. Further- 
more, during the evaporation of the adsorbed vapor from the 
solid, the heat absorption lowers the temperature of the steam, 
while, as soon as stripping is complete, the temperature of the 
steam leaving the unit rises substantially to that at entrance. 
This gives a convenient and dependable control of the stripping 
operation- After stripping, the adsorbent mass can be cooled by 
blowing through it cold air or inert gas. 

Toward the end of the stripping operation it is obvious that a 
unit amount of steam can remove but little adsorbed vapor, 
because of the low partial pressure of the latter. Such steam still 
possesses a large vapor-carrying capacity, which can be utilized 
by allowing the steam to flow through a number of containers in 
series. Owing to the complications involved, however, this is 
seldom done. 

7. Treatment of Solids by Liquids (Lixiviation or Leaching). — 

The technique of the art of lixiviation was developed in connec- 
tion with the leaching of tannin from various barks and in similar 
important processes, and led to the adoption of what has been 
described above as a stepwise countercurrent system. In the 
extraction of solids by liquids it is called the Shank^s system- 
In the common case where water hs used as the treating agent, the 
fresh bark is treated with a solution already rich in tannin, while 
the exhausted bark is given a final wash with fresh water. In 
Shank’s system the sohd to be extracted is charged into large 
tanks, where it remains undisturbed until the extraction is com- 
pleted, then to be replaced by fresh charge. Where necessary, 
the charge is first broken up into granules. The grain size should 
be as nearly uniform as possible, since for large lumps extraction 
is slow, whereas fine material packs and interferes with flow of 
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liquid tlirougli the mass. For the reasons given on page 4^, in 
charging the tanks precautions should l>e taken to prevent 
segregation of particles of varying sire, though usually the cliamge 
of density of the liquid as extraction proceeds is sufficient to 
overcome this evil if rate of How is slow (see page 407). Sinee the 
liquid almost always increases in density, the flow is downward. 
The tanks are usually arranged in parallel rows, similar in princi- 
ple to the arrangement of the cells in a ring f urimce (sec* page 2TO). 
They should obviously be identical in siase and level. The water 
or other lixiviant enters the most nearly exhausted tank of the 
series, flows down through it, and thence up to the top of the next 
tank in order. 

Where gravity head is used, there must bo a difference in liqttid 
level between tanks sufficient to overcome the friction througli the 
material and, in addition, the head corresponding to the differ- 
ence between the density of the effluent liquor from the tank mtd 
the average of that in the tank itself. Where the number of 
tanks in series is large, this difference in head becomes a serious 
factor, because the charge in the fresh tank must be covered with 
liquid and consequently the full depth of the tank cannot be 
utilized for charge. The lixiviant is usually employed hot, to 
increase both solubility and rate of extraction. Where extrac- 
tion is slow, heat losses, not only hy radiation and conduction 
but also by evaporation, are sometimes serious. 

A difficulty sometimes encountered is the packing of the 
charge due to its reduction by the extraction process to a finely 
subdivided residue. This is particularly likely to develop when 
the percentage of solute in the charge is high. Thus, in the 
manufacture of black ash in the LeBlanc process, it is essen- 
tial to modify the composition of the charge to the Mack-ash 
furnace to secure a product that will, to a reasonable degree, 
retain a porous structure and mechanical strength as leaching 
proceeds. Fortunately, however, solids containing a high per- 
centage of soluble matter can usually he leached hy simple 
agitation, followed by separation of the residue by sedimentation. 

The Shank’s system w^as originally developed primarily 
because of the mechanical difficulties of moving solids under 
proper conditions of control. This difficulty was avoided l>y 
leaving the solid stationary and letting ail the movement, during 
the extraction process itself, be that of licpiid past the soliiL The 
advent of the modern developments in the mechanical conveying 
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of solids obviously made possible a new technique in lixiviation. 
It became practicable to move both solid and liquid simultane- 
ously, countercurrent to each other, in intimate contact, inde- 
pendently of the state of subdivision of the solid. The Dorr 
classifier (Fig. 103, page 310) consists essentially of a scrapper con- 
veyor which dra^s a granular solid up an inclined plane against 
a countercurrent of lixiviant. The solid is fed at the lower end 
of the incline and is discharged at its top. While the motion of 
the scrapers is slow, nonetheless their agitating action is such 
that this type of equipment is not well suited for the treatment of 
finely subdivided slow-settling solids. Furthermore, the agita- 
tion distinctly interferes with the countercurrent action, owing to 
the mixing of liquids at difierent points in the trough. This may 
be offset by using these units in series. The apparatus has large 
capacity and low operating cost. The grain size can he suffi- 
ciently small so that extraction is rapid. An important illustra- 
tion is the leaching of copper salts from pyrites cinder. 

For finer materials it is best to reduce the agitation to a 
minimum and to let the solid move through the liquid by gravity 
sedimentation. This is accomplished in the Dorr continuous 
thickener (Fig. 105, page 321). The suspension is fed into the 
middle of the top, the clear decanted liquor overflows at the 
periphery, and a concentrated sludge is continuously removed 
from the bottom. There is no countercurrent flow in a given 
unit, but the units may be successfully used in series. A typical 
application is found in the extraction of caustic soda from calcium 
carbonate sludge in the causticization of soda ash. 

In principle the washing of a sludge in a filter comes under 
this heading. This has already been discussed in Chap. JLl. 
# 

PART ir. DESIGl^: GASES BY LIQUIBS 
1. Packed Towebs 

In the absorption of gases by liquids the conditions of operation 
are usually countercurrent and continuous or at least reasonably 
so over definite time intervals. Consequently the discussion 
of quantitative methods of design will be restricted to such 
conditions. * 

* Computation metliods adaptable to other cases will, however, be found 
on pages 506 and 513. 
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Figure 142 repres<»nts a couiitemirreiit absorption unit. 
The incoming gas is indicated entering at the Wttom and leaving 
at the top and the liquid absorbent is ftowing in the opp»it€ 
direction. The entering gas carries the matenal to be absortei, 
which dissolves as solute in the liquid absorbent. The exit 
carries only the residual solute not di«oIved in the ateorbent 
liquid flowing from the bottom. It is advisable to expr«« the 
concentrations of material being absorbedy t.c., of M)Iute as parts 
of solute per part of solute-free gas for the gas pha^ and parts 
of solute per part of solute-free absorbent for the liquid pha». 
Unless otherwise stated, both gas and liquid eoneentratiotts will 
be expressed as mols per mol. 

Gall the mols of inconring, solute-free gm per unit tiime G 
and the mols of liquid absorbent L. The coneentrmtioa of 
solute in the liquid, expressed as mols 
per mol of absorbent liquid is X. Tbis 
has the value Xx at the bottom of the '^2 

tower in the effluent liquid and Xt at the 
top of the tower in the incoming liquid. 

Y is the concentration of solute in the 
gas, expressed as mols of solute per mol 
of solute-free gas. Its value is Fi in 
the incoming gas and Fa in the outgoing. Y 

Consider any section in the middle of the 
tower, taken at right angles to its axis. 

At this section the concentrations are X 
and F, the numerical values of these 
quantities differing of course with the 
point at which the section is taken. 

Consider a second section at a differential 
distance dl below the first, at w^hich point 
the corresponding concentrations are fio. 142.— steady em.m- 
X+dZ and V+dY. Since equality of 
input and output demands that any 

solute removed from the gas in this section be takt^n \\p by the 
liquid, it follows that GdY =LdX. Furthermore, since continuity 
of operation is assumed, L and € are constants for any fixed con- 
ditions of operation. It is, therefore, possible to iiitc^grate this 
equation directly, obtaining Gl" = LX -f- const ant . This eipuility 
may also be written 
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G{Y-~Y,)^L{X~-X^) ( 1 ) 

Inspection of this equation shows that in any such continuous 
countercurrent system, Y must of necessity be linear in X. 
Because this relation was derived solely from an equality of 
input and output, it must hold whatever the character of the 
equilibria between the phases, the type of apparatus, the intimacy 
of contact, the relative velocities of flow or any other similar 
relationships, however important from other points of view. 
It does, however, postulate steady rates of flow of both gas and 
liquid. 

Ratio of Liquid to Gas. — Consider a countercurrent gas 
washing system in which not only the component desired is 
soluble in the absorbent but also some other component of the 
gas is at least somewhat so. Both these components will dissolve, 
but the second less than the first. If one employs an absorption 
column sufficiently long and eflhcient, one can saturate the 
absorbent with the desirable component at the point where the 
absorbent leaves the column, but it is impossible completely to 
dissolve the desired component with a smaller amount of absorb- 
ent than this; in general, one will have to use more absorbent, 
the excess quantity depending upon the size and efficiency of the 
tower. Even this minimum amount of absorbent will, however, 
dissolve some of the undesirable constituents and, furthermore, 
the greater the quantity of excess absorbent, the more of the 
undesirable constituents will go into solution. Since, however, 
excess absorbent cannot possibly dissolve more of the desired 
constituent, because the theoretical quantity, properly used, will 
dissolve it all, excess absorbent merely increases the ratio of 
undesirable to desirable material. 

Minimum Ratio of Liquid to Gas. — As a specific case con- 
sider the drying of air by sulfuric acid. The equilibrium rela- 
tionship between air and sulfuric acid is given by the curve 
OABC in Fig. 143. If one assumes air entering such a system 
with a moisture content 0.028 (Fig. 143) being treated with 
H 2 SO 4 with an initial moisture content X 2 = 2 , the moisture 
in the air being ultimately reduced to F 2 =0.008 and the water 
content of the acid rising to Xi =9, it follows from the preceding 
paragraph that the concentrations of moisture in both the air 
md the acid throughout the apparatus must be represented by 
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the line EF, Such a line must always lie to the left of the equilib- 
rium curve, and furthermore it can never crcKss that curve, 
although, theoretically at leastj, it can touch it. However, if 
it touches the equilibrium curve, tangentially or otlierwi^, at 
that point gas and liquid are at equilibrium or only differentially 
separated from it, so that rate of transfer of solute from g»s to 
liquid in the neighborhood of that point is negligible, requiring, 
therefore, inffnitely large surface of contact, which is equivaleat 
to a negligible capacity for any apparatus of hnite sise. 



0 4 8 }2 !6 20 

Mols H2O 
Mol H2SO4 

Pi«. 143.~Ab8orption diagram, using mol-ratio units. 

Inspection of Eq. 1 shows that the slope of the line EF is 
the ratio of liquid absorbent to gas treated, in this case 0.00286 
mol of II2SO4 per mol of bone-dry air. Since, in general, it is 
desirable to use as little absorbent as practicable, it is important 
to keep this slope low. Assume, for example, that it is required 
to dry air down to a moist ure content 0.008 with acid enter- 
ing the system with a concentriitioii X2~2. This eorres|>onds 
to point F on Fig, 143. The flattest line that can be drawn 
through F and reach the high water content lb = 0.028 without 
crossing the equilibrium curve is obviously the line FI/, tangent 
to the equilibrium curve at J. The slope of this line (0.028 — 
0.008)7(14. 2 — 2)= 0.00164 mol of Ii 2 S 04 per mol of bone-dry air 
therefore represents the smallest ratio of acid to air which it is 
theoretically possible to employ in dr^diig air of high moisture 
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content Fi to the low moisture content F 2 by the use of acid with 
initial water content of Xz. Furthermore, since in such a system 
one would of necessity approach equilibrium in the middle of 
the absorber, it follows that the air-treating capacity of the 
absorber would be negligibly small or else the size of the absorber 
would be infinitely great. 

If, however, the initial air to be treated contains less moisture 
than corresponds to point J, it then becomes possible to draw 
flatter lines, f.€., to use less acid per mol of air and still stay on 
the left of the equilibrium curve. This diagram therefore makes 
it possible for one to determine directly the theoretically noini- 
mum amount of liquid absorbent necessary for any particular 
case. It is obvious that the amount actually employed will of 
necessity exceed this minimum by a margin sufficient to furnish 
reasonable capacity. 

Materials Obeying Henry’s Law. — If the vapor dissolved in 
the absorbent follows Henry’s law, the equilibrium 

relationships are greatly simplified. While the following dis- 
cussion will be general, it will be illustrated by the case of benzene 
vapor dissolved from flue gas by absorbent oil, the oil being later 
denuded by distillation with steam. It is assumed that both the 
absorption and the stripping are conducted by countercurrent 
fiow, under steady conditions of operation. At constant tem- 
perature the equilibrium pressure over the liquid is given, by 
the expression p ~ HA/( 1 4 "X), while the partial pressure of 
benzene in the gas is pg —irYf (1 -f- F), where tt is the totaX pressure. 
At equilibrium pg equals p whence 


HX 

7r-{H-T)X 


( 2 ) 


For the special cases to which Faoult’s law applies, H becomes 
equal to P, the vapor pressure of the pure benzene at the tempera- 
ture of the operation. This equation represents a rectangular 
hyperbola with axes parallel to the major axis. 

Case 1: H >t . — When stripping a volatile component from 
a nonvolatile absorbent by steam, it is advantageous to have 
the temperature as high and the pressure as low as possible (see 
page 465). Generally, therefore, the operating conditions are 
such that H >T. In this case inspection of the equilibrium 
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(Eq. 2) shows that becomes infinite wtien the denonrfiiiator oa 
the right-hand side is zero, t.e., when Xa»r/Ci7~ir), where X. 
is the asymptotic ^alue above which the concentration of the 
dissolved constituent in the absorbent liquid e&imot cidst. 
If the absorbent enters the stripping column richer than this, 
the excess of dissolved vapor boils out spontaneousiy, reducing 
the concentration to the asymptotic value. The equilibrium 
curve is represented by Eig. 

144. 

If, in this figure, repre- 
sents the concentration of the 
incoming rich absorber stock, 
inspection will make it clear 
that, if one wishes to secure 
complete stripping, f.c., to have 
the operating line go through 
the origin, the steepest line 
that can be drawn is one tan- 
gent to the equilibrium curve at the origin, cutting the vertical 
line through Xa at the point this point corresponding to the 
highest possible degree of saturation of the steam leaving the 
stripping column under these conditions. 

Inspection of the equilibrium (Eq. 2) show^s that its slope 
at X=0 is dY/dX^H/T or dXJdY^ic/H^G/L, where G/L 
is the mols of steam required i>er mol of oil. Furthermore, it is 
obvious in this case that the equation of the operating line is 
Y — {E J'm)X and that the steam consumption is proportional 
to the total pressure on the system and inversely proportional 
to the Henry’s law constant at the operating temp>erature. In 
other words, the lower the total pressure the less the steam 
consumption necessary for complete stripping, and the lower the 
volatility of the absorbed component the greater the steam 
necessary to do the work. Inspection, both of the diagram and 
of these equations, shows that the steam, consii nipt ion for 
complete stripping is independent of the initial coneentration 
of the rich absorber stock. From this it follows that, if one is 
stripping from the oil a mixture of a number of dissolved eonipx)- 
nents, since the more volatile strip out first, the steam necessary 
for complete stripping is that computed for the least volatile 
component, just as though the others were not present. 
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If one wishes to saturate the steam leaving the stripper, i.e., 
to bring it into equilibritim with the incoming rich stock, the 
steepest operating line attainable is a tangent to the equilibrium 
curve at point Aj cutting the horizontal axis at point X, cor- 
responding to the best possible stripping compatible with the 
assumption made. The equation of this line can be calculated 
from its slope, and at the bottom of the apparatus, where T = 0, 

[T-(if-7r)X2? 

A. — X 2 * 

This value of X represents the lowest attainable concentration 
of the stripped oil compatible with steam saturation at the top. 

If Xz—Xa, inspection of the diagram makes it clear that it is 
impossible to strip at all and at the same time have the vapors 
leaving the still at equilibrium with the absorber stock entering 
it. This is true because, under these conditions, the partial 
pressure of the entering absorber stock is equal to the total pres- 
sure on the still, so that the presence of an^ steam whatever would 
lessen the partial pressure of the solute and therefore destroy the 
equilibrium. 

If, as is usually the case, a large fraction hut not all of the 
benzene in the feed is to be removed, then X; is small but finite. 
The minimum steam consumption would then correspond to 
equilibrium at some value of X intermediate between Xa and Xi, 
the operating line being tangent to the equilibrium curve at X< = 
'\/wXi/(H—r'). Obviously this value of X is independent of X 2 
and depends only on Xi, tt and H. Since the values of T Xt and 
X 2 are known, Ys is computed by proportion: ¥2 = Yt{X 2 —Xi) / 
(X^-Xi). 

Case 2: H <t. — Absorption should take place at the highest 
practicable total pressure and the lowest possible temperature, 
i.e., at high values of w and low values of H. In other words, 
the conditions of this case [H <7r) axe those normally existing in 
absorption processes but not in stripping. 

Inspection of the equilibrium equation makes it clear that it 
corresponds to the curve of Tig. 145, being asymptotic to the 
horizontal line, Y H). 

It is obvious that, if one desires to denude the gas completely, 
the operating line must go through the origin and cannot possibly 
have a slope less than that corresponding to tangency there. 
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Since at X = 0 , dV/dX = FI Jw, tlie eorrespoiiding operating line is 
= HX/t and the amount of absorbent required per mol of inert 
gas treated is L/G — H /t. It will be notedi that the absorbent 
required for a given amount of gas is proportional to the vola- 
tility of the solute absorbed and inversely proportional to the 
total pressure on the system. Here, too, the absorbent needed 
is independent of the initial concentration in the other ph^« at 
the other end of the unit. Since Y^HX/w, it is obiidoiis that 
X2=5rF2/iir=the maximum saturation of oil compatible with 
complete denuding of the gas treated. 



To bring the oil into equilibrium with the gas entermg the 
absorber, 

XT' T/ FFw^X.^ 

This gives the lowest value to which the concentration of ^lute 
vapor in the exit gas can be reduced if the oil is brought up to 
equilibrium with the entering gas. 

Case 3 : H—'ir , — For this case at equilibrium F=X and it is 
therefore possible to have equilibrium at all points in the system, 
provided the capacity of the equipment is sufficient to carry 
out the absorption under a negligible driving force. 

It is worth noting that, in both stripping and absorption, one 
normally operates on the unfavorable side of the eqiiilibriiiiii 
curv^e, i.e,, it is theoretically impossible to secure equilibriuni 
at both ends of the operating line. However, this disadvantage 
is more apparent than real, because the height of the eqiiilil>riuiii 
curve corresponding to stripping conditions, secured by raising 
the temperature and lowering the pressure, far more than 
compensates for its unfavorable shape and the same is true of 
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the advantages gained by lowering the equilibrium curve for 
absorption, through decreased temperature and increased 
pressure. 

Absorption Rate. — On pages 442 to 456 it was shown that the 
instantaneous rate of transfer of material from the one phase to 
the other is proportional to the surface of contact between the 
phases and to the concentration gradient through each of the two 
surface films on the two sides of the interface, the two phases 
being at equilibrium at the interface itself. It therefore follows 



that in Fig. 143 the equilibrium, curve OABC represents the 
interfacial conditions, i.e,, at each point in the apparatus the 
concentrations there existing at the interface must fall somewhere 
on this curve. Calling Tcr and hi the individual or film coefficients 
of the gas and liquid films, respectively, S the area of cross 
section of the apparatus, a the interfaeial surface of contact 
between the gas and the liquid per unit volume of the apparatus* 
and Xi and Y* the liquid and gaseous concentrations at equilib- 
rium and therefore also at the interface, the rate of transfer of 
material can be expressed as follows: 


dN^L dX = kLaS{Xi-X)dl^G dr = kraE(Y- r,)dZ. (3) 

Obviously A, the total interfaeial surface, equals aSl. 
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Liquid-phase Controlling. — In Fig. 146 the equilibriiim eurv© 
and the line F.£ of Fig. 143 are reprcxiuccd. The point F on the 
line FE represents the conditions in liquid and gas, resf^tively, 
at a certain point in the absorber, where the Equid and gm con- 
centrations are X and F, re^pectiTelj. Amtime for the instant 
that in this particular case the type of equipment and the 
operating conditions are such that the resistance to transfer is 
mainly in the liquid phase and that the gas-phase r^stanoe is 
negligible, i.e., that the liquid phase is the controling factor 
(see page 452). This is eqtdvalent to 
saying that the concentration gradient 
through the gas phase is negligible, or 
that the ga^ concentration at the 
interface is essentially identical with 
the concentration Y in the bulk of the 
gats. It therefore follows that the 
interfacial conditions are represented 
by point B in Fig. 146 , at which the 
concentration in the gas film at the 
interface is equal to that in the main 
body of the gas, while the concentra- 
tion in the liquid film at the interface 
has the value X'*'. Therefore, the 
driving force causing transfer in Eq. 3 
is numerically equal to — X, corres- 
ponding to the length of the line PB. 

Rewriting Eq. 3 in the form 

dX kiaSdl 
L-’ 

it is seen that granting a knowledge of the constants kz, a and S, 
one can calculate the length of absorber necessary by evaluating 
dX 

the integral ^ y-»_: yy This may be done by plotting the 

reciprocal of (X* — X) vs. X. This has been done in Tig. 147 and 
the crosshat ched area represents the value of the integral in 
question, and is numerically equal to kiCiSl/L. In this way it is 
possible to determine the height I of absorber necessary for any 
desired operation , once the constants of t he etpiipmeiit are known 
for the case in question. 



Flo. 147. — Grapkieal inte- 
gration, liquid-pliajw nesiftanee 
controlling. 
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Gas-pkase Controlling. — Assume, on the other hand, that 
the equipment and operating conditions are modified until 
the gas phase is controlling, z.e., the resistance of the gas phase 
is considerable and that of the liquid phase negligible (see pages 
451 to 452). Since the concentration in the liquid phase at 
the interface will be substantially equal to that in the main 
body of the liquid X, it follows that the interfacial conditions 
will correspond to the point A (Fig. 146). Furthermore, the 
dri-ving force causing transfer through the gas phase is F— F*, 
corresponding to the line PA in Fig. 146. It is obvious that 
Eq. 3 can be graphically integrated for this case by a method 
entirely analogous to that given abo've, i.e., by plotting 1/ 
(F-F*) vs. F, the area under the curve being equal to kyaSl/G, 

Ulustratioii 1. — In drying air for a certain process, a sulfuric acid absorp- 
tion tower is employed. The entering acid contains 92 per cent H 2 SO 4 by 

weight, and its concentration drops to 
47.6 per cent H 2 S 04 in passing through 
the tower. The air enters at 25°C. 
with a relative humidity of 70 per cent, 
and analysis of the effluent air shows 
3.09 gm. of moisture/cu. m. of bone-dry 
air at 25°C. and normal barometer. 
The tower is equipped with lead cool- 
ing coils to naaintain it at substantially 
constant temperature throughout and 
operates at 25 °C. 

It is necessary to build a second tower 
fox the same capacity as the present 
one, to meet the same operating con- 
ditions, except that the new tower is 
to be designed for a rate of flow of acid 
twice that now employed. What will 
he the necessary size of the new tower, 
expressed as a percentage of the size of 
present tower? 

Notes . — Tor equilibrium data, see Fig. 143 (page 475). Vapor pressure 
of water at 25°C. is 23.76 mm. of mercury. Assume the gas-film, resistancey 
of controlling importance. 

Solutio7i. Present Conditions: 



8 

'Mol H2SO4 

Fig. 148. — Absorption diagram for 
Illustration 1. 
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The partial pressure of water -vapor in the enteririg air ia (23.78) (0.70) — 

16.63 mm. of mercury. 


16.63 


« 0.0224 


mols H^O 


(760 — 16.6) * uioi dry air’ 

^ (3.09 )(273-t-2S)(22.4) . moS 

^OOOJ (273) (18) 


Figure 148 shoivs the operating line OA, baaed on these coordinate, EdottH 
on the equilibrium diagram. 

Tht^ following table gives the value of T* correaimading to thc'^ppPBf 1 
as read from F.ig. 148, based on the operating line for the prw!«t ^'towcr. 


F 


t 

1 

i /( r - F *) 

0.0042 

0 

0.0042 

m 

0-006 

0.00007 

0 . 005 ^ 

im 

0.008 

0.0005 

0.0075 

133 J 

0.0120 

0.0029 

0.0001 

110 ^ 

0.016 

0.0067 

0.0093 

107.5 

0.020 

0.0110 

0.0090 

111 

0.0224 

0.0131 

0.0093 

107.5 


In Fig. 149 the values of l/(y — F*) are plotted vs. Y for valws of Ffmm 
0.0642 to 0.0224. 

The area under the curve BC is 56.5 squares. Sacli ^uare is (30) 
(0.002) *=0.04 units; hence the area is 2.26 units, i.e. 


-0.0224 dY 

' Ft -0.0042 Y—Y* G 


New Conditions . — The slope of the operating line equals mok 
of bone-dry air. The ojoerating line for the new conditions have & 
slope twice as great as in the present tower. 

Slope for present conditions = ~ g q 9 _q ~’ 473 ' ’ •0»0033. 

0.0224 -0.0042 

Slope for new conditions = — = '0.0066 

A. I — U.4/0 

whence A" i =3.23. 


Y 

Y* 

r - v '* 

1 O '- l '*' 

0.0042 

0 

0.0042 

23S 

0.006 

0 

0.006 

167 

0.008 

0.00008 

0.00792 

126 

0.012 

0.0005 

0.0115 

87 

0.016 

0.00145 

0.01455 

69 

0.020 

0.00295 

0.01705 

58.5 

0.0224 

0.00405 

0.01835 

! 54.5 

m 
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Figure 148 also shows the operating line for the new tower. The table at 
the bottom of page 483 gives the values of F* corresponding to v-arious 'values 
of F as read from Mg. 148, based on the operating line for the new tower. 
These values of 1/(F — F"*") for the new tower have been plotted vs. F ia 

Mg. 149, for values of Y from 0.0042 
to 0.0224. 

The area under the curve BD is 
44.0 squares. Therefore the area is 
44 X0.04 = 1.76 units = kraSlfG. 

Inasmuch as the exact effect of 
gas velocity on k^a for this case has 
not been determined, the gas veloc- 
ity G in. the new tower will be made 
the same as in the present tower, 
requiring the same value of the cross 
section 8 as atpresent. 

Hence 



Fig. 149- — Graphical integration 
Illustration 1. 


for 


(2.2^/kraS) present 


= 0-78. 


Therefore the height of the new tower should be 78 per cent of the height 
of the present tower. 

General Case. — In those important cases in which both gas- 
and liquid-phase resistances must .be taken into account, the 
graphical method of computation is of especial value. It is clear 
from Eq. 3, page 480 (see also page 452), that Jci/kv ==(¥—• Ti)/ 
(X.£~X). Granting now qo32 

that the ratio of the liquid- 
and gas-phase coef&cients is qo24 

known, by drawing through o .i= 
point P a line PD (Fig. 150), ^QOie 
the slope of w^hich equals g ^ 

Jcl/Icy, it will he clear that the 
intersection D of this line ^ 
with the equilibrium curve 
OABC is the only point on 
the equilibrium curve ’which 
can possibly fulfil this last 
relationship. It therefore follows that for such a case the con- 
centration gradient through the gas phase Y — 1’'^ is equal to 
the line DM or PX, and that the gradient through the liquid 
phase Xi—X is equal to the line DN or PM. In such a case the 
area curve is obtained by using these lines instead of one of the 



0 K2 5 X X, 10 15 20 


mo Is H 2 Q 
mol H 2 SO 4 

Fig. 150. — G-eneral case. 
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lines FA or PB, as tefore. From inspection It is seen tkat FN is 
always less tlian FA, and FM less than FB, le,, tlie area under 
the reciprocal curv'c^s is always greater. In other woMs, the 
rate of transfer through two resistances in jM^ries is leas than if 
only one resistance were substantial. 

The preceding discussion has been bsi£«l on the ®«tiinption 
that the driving forces or differences in potential Aj? and Ar 
are pToi>oTtioiial to the concentration differences AY and AJ(^ 
respectively. It can readily be shown that, where coaceatra-tions 
are low, this is substantially true, but, irhere eonTOntrmtioiis are 
high, it is not true. In the latter case the diagrams of Figs, 
146 to 150 should be constructed, not in temos of Y and X, but 
in terms of partial pressures and conceutmtions p and c, or of 
whatever units of concentration must be cho^n such that 
differences in concentrations expressed in these units are pro- 
pK)rtional to transf er rates. On this diagram oipYs.c the equilb- 
rium curve should be drawn. The actual curve, corresponding 
to the line FE^ can be drawn by computation most conveniently 
by constructing first an auxiliary X-F diagram and transferring 
the corresponding points from this diagram to the jx plane. 
The FE line will not be straight in the p--c plane. 

Henry’s Law. — Figure 151 is a diagram ^milar to the two 
preceding ones for the case in which the equilibrium concentration 
in the liquid phase is directly proportional to that in the gaseous 
phase. Study of this diagram will show that, whatever the 
ratio ki/kr, provided only that this ratio remains constant 
throughout the apparatus, at any particular cross section of 
the apparatus, the actual driving force PX through the gas pha^^, 
divided by the vertical line PA, i,e., the driving force on the 
assumption that the resistance is entirely in the gas phase, is 
numerically identical with this ratio at any other Since 

this ratio is constant throughout the apparatus, it therefore 
follows that the assumption of gas-phase resistance only or, 
what is the equivalent to the same thing, the use of the line FA 
as the driving force will give a computed driving force propor- 
tional to the true one. In other w’ords, it is allowable to assume 
a single resistance for such a case, for, while the coefficient 
thus computed wrill differ from the true one, it will be constant 
and can be employed without hesitation. Similar analysis 
will show that it is equally allow’able to assume the liquid pliiuse 
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as controlling, for analogous reasons. In consequence, in those 
cases where Henryks law applies, it is usual and entirely allowable 
to assume either gas-phase or liquid-phase resistance only, 
neglecting the other one. It must, howev-er, be kept in mind that 
the coefiicients thus computed are not true gas-phase or liquid- 
phase coefficients, hut are overall in character. Furthermore, 
their numerical Talues will vary with any changes in operating 
conditions which modify either the absolute or the relati've 
resistances of the two phases. 

Further study of Fig. 151 (shown below) will make it clear that 
in this case the average driving force is the logarithmic mean of 

aoi6 


0012 

c 

I (1006 


the driving forces at the beginning and end of the system.* 
The possibility of using the logarithmic mean makes it easier 
to compute the performance of such a system algebraically 
than hy the use of the graphical method outlined above, the 
equations to be employed being as follows : 

F2) = J\^=irra,SZ(AF)... (5) 

where (AF)^^. is the logarithmic mean of the overall driving 
forces at the top and bottom of the tower. 

* The logarithmic-mean driving force is the proper driving force not only 
for cases in which Henry's law applies but for all cases where the operating 
line aad equilibrium line are straight over the region in question, i.e., the 
equilibrium curve may be of the form Y^=qX*A-p, where q and p are 
constants. It is to be noted that for the case of gas-phase controlling the 
logarithmic mean requires the equilibrium curve to be straight from to Xi, 
but for liquid-phase controlling the straight portion of the equilibrium curve 
must be between Y 2 and Y 1 . 
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where is the logarithmic mean of the ovemll ciririag 

forces at the top and bottom of the tower. 

In Eqs. 5 and 6, for low concentrations the values of AX 
and AF may be expressed in the stoichiometric units clein«i on 
page 473; for higher concentrations, AY must, 
in general, be expressed in terms of pressure differ- 
ence Ap, and AX as concentration difference Ac 

(see page 45&). For very high concentrations the | 1 { 

graphical methods must be used in terms of Ap 

and Ac. ?— if — 

2. Towers L J 

Plate towers (see page 548), as well as packed ^ 

towers, are used in absorption, stripping and 3 

extraction. The most convenient design method 2 

for plate towers is based on the concept of a theo- ZIIZIII * 

retical plate. Consider the diagrammatic sketch 

of a plate column shown in Fig. 152, where the 

horizontal lines represent plates. The concept of a Fia. I52.— 

theoretical plate assumes that the contact between 

the liquid and gas on a plate is sufficiently good, 

that the vapor and liquid lea^rlng a plate are in equilibrium with 

each other. The material balance for such a tower can be 

written in general terms for the nth 
^ M plate as 


j This balance represents the opjer- 

I ating line of slope L/G on a Y — X 

! plot and passes through the points 

^ y 2 , X 2 and Fi, Xi. These conditions 

Fig. 153 .— Diagram for plate- are shown in Fig. 153 where OM rep- 
type absorber. resents the equilibrium curve and A I 

represents the operating line of slope L/G through the coordi- 
nates of the terminal conditions. Starting at bottom of the 
absorber, the compositions of the gas entering and of the liquid 
leaving the bottom plate are represented by point *4 . Xow, using 
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the concept of a theoretical plate, the vapor rising from this plate 
must be in equilibrium with the liquid leaying the plate, i.e., in 
equilibrium with Xu This condition is represented by the point 
B on the equilibrium curve corresponding to a vapor composition 
of Y', which is in turn related to the composition of the liquid on 
the plate above by the operating-line equation at point C, giving 
X' as this liquid composition. In this way it is possible to reach 
the point I, and such a stepv)ise procedure gives the number of 
theoretical plates required, four in this case. 

Algebraic solutions, instead of the above graphical procedure, 
have been developed for the cases where the equilibrium curve 
is a straight line through the origin. Using the material balance 
(Eq. 1) and the equilibrium expression ¥*" =K^X^, where K* is the 
slope of the equilibrium curve, the relation of the terminal 
conditions is given by 

F1-F2 _(L/K*Gy-^^~(L/X*G) 
y 1 -- k*X2 {l/k*g)^+, 1-1 


where n is number of theoretical plates in the tower. 

A number of quantitative conclusions were derived for packed 
towers' under the limiting condition for which the operating line 
touched the equilibrium curve (see pages 474 to 480). All these 
conclusions are directly applicable to plate towers, because, when 
the operating line touches the equilibrium curve, an infinite 
number of plates is necessary and the steps become differential 
in this region, causing the differences between a stepwise counter- 
current (plate tower) and a true countercurrent (packed tower) 
operation to vanish. 

Plate Efficiency. — In general, the number of plates in an actual 
column is greater than the number of theoretical plates although 
in some cases it may be less. This is due to the fact that the 
vapor rising through the liquid on the plate does not come to 
equilibrium with the liquid. This inefficiency is somewhat 
offset by the concentration gradient across the plate, a condi- 
tion which was neglected in the definition of a theoretical plate, 
but this gradient aids the operation by making it more nearly 
true countercurrent. Also droplets of liquid are thrown into the 
vapor space above the liquid by the rising vapor ; this increases 
the contact surface bet^veen the liquid and vapor and makes the 


* Por 


L r, - y. 


n 
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approach to eqiiilil:)riuni nioro complete, but iucTf^iwM tbe 
possibility that liquid droplets will be carried from one plate to 
tb€5 plate abov^e, a process ^hat tends to destroy the 'Coiinter- 
current action of' the tower. Depending on the relatiYe 
tnde of these effects, the efficiency of an actual plate may be 
smaller or greater than that of a theoretical plate. 

There are several definitions of plate efficiency, of wlilcfe the 
overall plate e^fficierwN is the simplest. This efficiency is definttl 
as the ratio of the number of theoretical plat4^ to the nii,in.b«r 
of actual plates, required for the operation; thus it is the factor 
by which the number of theoretical plat^ must be diwldted 
to give the actual number of plates required. Eicperimentml data 
indicate overall plate efficiencies of 7 to 90 per cent, but aje 
too meager to enable a correlation suitable for the predictiem of 
overall efficiencies. These efficiencies varied with the of 

the plate, with the chemical and physical properties of the system 
being treated and with the oi>eratioii conditions. Except where 
data are available on an operation very similar to the proposed 
design, the estimation. of overall plate efficiencies become® largely 
a matter of guesswork^ and pilot plant data on the propc^d 
operation are extremely desirable before constructing a large 
unit. 

H.E.T.P. — In the design calculations for given operating condi- 
tions, the equilibrium curve and operating line are identical for 
both plate and packed towers. HoAvever, except for the case of a 
straight equilibrium curve for which algebraic methods can be 
used, a graphical integration is necessary for a packed tower, 
which is more time-consuming than the simple stepwise operation 
involved for plate towers. Tor this reason one of the «x>mmon 
methods of designing packed tow’ers has been to detc‘rniiee 
the number of theoretical plates that would be required if the 
operation were carried out in a plate tower, and tlieii to convert 
to the height of a packed tower by multiplying the number of 
theoretical plates by the height of packing equivalent to one 
theoretical plate, called In other words, the 

H.E.T.P. is the height of packing that will give the same separa- 
tion as one theoretical plate, z.c., a section of packing of a height 
such that the vapor leaving the top of the section will have the 
same composition as the vapor in equilibrium with the liquid 
leaving the bottom of the section. The H.E.T.P. values are 
experimentally determined by calculating the iiumbeT of theo- 
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retical plates necessary to be equivalent to some actual packed 
tower; tbe H.E.T.P. is then simply the height of the packed 
tower divided by the number of theoretical plates. Such a 
unit varies with mixture being treated, the operating conditions, 
the diameter of the tower, the size and type of packing and the 
concentration of the gas and liquid. Values of H.E.T.P.^s 
have been reported from a few inches for small laboratory columns 
up to several feet for large towers witb coarse packing. 'Theo- 
retically, the use of the H.E.T.P. is unsound because it sub- 
stitutes a stepwise countercurrent for a true countercurrent 
operation; however, where the operation is such that the number 
of theoretical plates is large and the change in concentration 
per plate small, the error so introduced is well within the accuracy 
with which such towers can be designed. 

— Another design method^^^^ for packed towers is the 
use of the height of a transfer unit, H.T.U. The number of 

transfer units is defined as equal to =I^y(iSI/G, 


Y 



and a similar expression in terms of X may be obtained from 

page 481. The H.T.U. is then 
the height of the tower divided 
by the number of transfer 
units. Its advantage over the 
H.E.T.P. is that it is defined on 
the basis of the true differential 
countercurrent process rather 
than the incorrect stepwise 
countercurrent. Ordinarily 
X height of one transfer 

Fig. 154.— Graphical determination of unit the difference V — Y* does 
number of transfer iinits(^“>. change greatly and the arith- 

metic average may be used without introducing appreciable error. 
This may be approximated by the use of a relatively simple 
stepwise calculation for the determination of the number of 
transfer umts<^^®h In the usual design diagrams (Fig. 154), the 
line CJD is drawn so that its ordinates are equal to the arithmetic 
mean of the ordinates of the equilibrium curve and the operating 
line. On the above assumptions, one transfer unit would cor- 
respond to a step giving a change in Y equal to the arithmetic 
average of Y — F*' at the two ends of the step. Thus, if one starts 

h 
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at tbe point 1 and proceeds not to J (as would te the c&f« for 
a theoretical plate) but to so that lE^MK, and then steps up 
to L, it is easily shown that LK^ the change in is e<|iial to 
which, if the curvature of the equilibrium curve is not too great, 
approximates closely the arithmetie average of F*” — F at X*' 
and X"; thus the step corresponds to one transfer unit. Such 
a stepwise procedure is continued to the other termiiial of the 
tower; the number of steps 'so obtained is the number of transfer 
units. If the design calculation is based on X instead of F, the 
midway line must be drawn at the average abscissa of the 
iiig line and the equilibiium curve rather than the average 
ordinate- The H.T.U.^s thus found are u^d similarly to the 
H.E.T.P.^s, and for the case where the operating line and the 
equilibrium curve are parallel the two units become identical. 

3. Heat Effects 

The foregoing discussion has assumed isothermal operation, 
an assumption that is usually satisfactory where dilute gases 
and liquid are being handled. However, in cases such as the 
absorption of hydrochloric acid gas in water, the heat evolution 
is sufficient to raise appreciably the temperature in the tower. 
The changes in temperature may be sufficient to alter the 
equilibrium conditions, and, since the temperature effects are 
usually such as to hinder the desired operation, the capacity of 
the operation may be seriously limited. Hence, in the absorption 
of hydrochloric acid in water, it is customary to provide cooling 
simultaneously with the absorption, in order to maintain equilib- 
rium conditions favorable to the production of a strong acid 
solution. These temperature effects may be allow’ed for by the 
use of the material balance line and a heat balance. 

The material balance relates F to X, and, on the assumption 
that the temperatures of the vapor and liquid are the same at any 
given section, using thermal data, such as heats of solution, 
specific heats, etc., it is possible to estimate by a heat balance 
the temperature difference between the section in the tower where 
the liquid composition is X and either of the terminals. Thus 
it is possible to obtain the temperature gradient in the tower 
as a function of the liquid composition. In eon.stmctiiig the 
design diagram, the equilibrium curve is not coii.'^truetc'd iso- 
thermally, but the temperatures corresponding to various values 
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of liquid composition chosen for plotting the equilihrium curve 
are used to determine the equilibrium values of F*. This 
equilibrium, curve is then used in the same manner as the usual 
isothermal curve. 

4. Auuowajbue Gas and Liquor Velocities 

Flooding in packed towers is caused by the friction of the 
rising gas holding up a certain amount of the liquid in the tower. 



Fia. 155. — Maxiinum allowable actual velocities of gases and liquids through the 
free areas in packed to-wers. 

The gas friction is given by the familiar expression fLpGiiG^/2gm 
where / is a friction factor, I is the length of the tower, pa is the 
density of the gas, zlg is the actual gas velocity, g is the accelera- 
tion of gravity and m is the mean hydraulic radius (free volume 
divided by the total contact area).’*' However, the friction effec- 
tive in holding up liquid is clearly not the total friction, but the 
friction per unit length. The friction factor / is undoubtedly 
some function of the liquid and gas velocities, and it seems 

* u equals v,o/F and m equals F/a where tio is the superficial velocity, 
i.e., volumetric rate of flow per unit ground area, a is the specific contact 
are (square feet per cubic feet of tower), and F is the friction voids, i.€.r 
cubic feet f ree volume per unit volume of packed section. 
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l"K>H8ible that these two velocities shouki occur as a At 

the flomiirig velocity this friction may be looked upon as the bemd 
necessary to hold up the liquid in the tower. This latter head 
should be proportional to density of the liquid being held up. 
Equating the friction head to the liquid head and rearrangiag. 


Pz 2gm'' 

The data of several investigators are correlated in Fig. 155, 
including data on both absorption (air-water) and distiimtion 
for a variety of different packings. 

nitistration 2-- — Ammonia is to l>e removed from a 10 per cent ' 
cent air mixture by countercurrent scrubbing with wat€?fr at 1 
pressure. The tower will be provided with adequate cooling, m> that tli© 
entire operation may be carried out 
at 68®P., and the scrubber is to be 
designed to recover 99.5 per cent of 
the ammonia in. the enteiing gas. 

Equilibrium data for aminoxiia 
and water are given in Pig. 156.<‘’’> 

An entering gas rate of 7^5 lb,/ (hr.) 

(sq. ft.) will be used, (c) Calculate 
the minimum water rate neces^ry 
for such an absorption. (6) If a 
water rate 20 per cent greater than 
the minimum is employed, calculate 
the necessary height of an absorption 
tower filled with 3-in. spiral tile,< 
using the logarithmic driving force. 

(c) Repeat (6) using the graphical 
integration of the driving force. 

(d) Calculate the number of theoretical plates required for the sfime opera- 
tion. (e) Calculate the average H.E.T.P. (/) Calculate the number of 
transfer units required for the absorption, {g) Calculate the average H.T.T. 

Solution. — (a) Fi =0.10/0.90 = 0. Ill 1 mol NH® mol air. 



Fia. 156. — Absorption diagram 
Illustration 2. 


for 


Y,- 


-- (a.llll)(.(K)5) =0.000555 mol NH® mol air. 


Since the water enters with no dissolveti NH®, X 2 = 0. The rslope of the 
operating line is LIO and the minimum L will correspond to the ^^traight line 
with the lowest slope that can be drawn through Ya, AT.*, without cm ting 
the equilibrium curve. In the aeconipaiiyirig figure tins is seen to be the 
line 0.4, which just touches the equilibrium curve but does not cross it, and 
the maximum liquor concentration consistent with the design condition that 
can be obtained is A" ^ =0.1 143. Per square foot of itoss section, the air 
rate is 


735(9.9) 23.8 lb. inols air 

(O.9X2^-f-0.lX 17) ' 
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and the mmiiniiin water rate is obtained by an overall material balance. 

(23.8)(0. 11 1 1 -0.000555) =U{Q. 1143 -0) JS 

giYing X^/aS= 23.0 lb. mols HjO/Chr.) (sq. ft.). 

6. A 20 per cent increase in the minimum water rate will give L/S- 
1.2 =27.6 lb- mols HaO/Chr.Xsq. ft.). 

The operating line may be constructed either by drawing a line of slope 
1/ /O' through the point Fs, Xt or by calculating X\ and drawing a line through 
Fs, X2, and Xi, Fij using the latter method, 

23.8(0.1111 -0.000555) =27.6(Xi -0), 

from which Xi— 0.0953 lb. mol NH3/lb. mol H2O. The operating line OB 
is then drawn through these terminal concentrations. 

From Tig. 156 the driving force (Y — F*) at X2=0 is (0.000555—0) = 
0.000555 and at =0.0953 is (0.1111 -0.0881) =0.023. The average 
driving force is then 

(0.023) - (0.000555) 

^ '' " In (0,023/0.000555) " 

The transfer coefficient for this system, may be taken as 0.122 

where is the average of mass rate of flow entering and leaving. 

.r. 735-l-[735-(0,llll)(0.995)(17)(23.8)l ^ 713 lb. 

I'av. 2 ' (hr.) (sq. ft.)‘ 

Ibra -X<?a = (0.122) (713)°*«= 23.6 lb. mols/(hr.) (cu. ft.) (mols NHs/mol air) 
and the height of the tower Z—Cr(Fi— F2)/Xr(?cn8(F— F'^)av. “(23.8) (0.1111 
-0.000555)/ (23.6)(0.000604) =18.5 ft. 

c. For the graphical integration the equilibrium curve and operating 
line are used to obtain the required values of F — F^ at several values of F. 


F 

F^ 

r-F* 

(l/Y-T*) 

0.000555 

0 

0.000555 

1800 

0.004 

0.0021 

0.0019 

526 

0.0071 

1 0.0044 

i 0.0027 

370 

0.0119 

^ 0.0073 

0.0046 

218 

0.0233 

j 0.0150 • 

0.0083 

121 

0.0350 

1 0.0230 

0.0120 

83 

0.0581 

0.0408 

0.0173 

58 

0.0815 

! 0.0609 

0.0206 

48 

0.1111 

' 0.0881 

0.0230 

43 


A plot is then made (Fig. 157) of 1 /(F — V*^) vs. Y and the area under the 
curve is found to be 12.7 units, and 


G rri-0.1111 dY _ (23.8) (12.7) 

Koasj 72 = 0.000555 ( F — F*) 23.6 

= 12.8 ft. 
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d. To obtain the number of theoretical platM, starting at 


Ki *0. lin, steps are drawn between 
the operating and equilibriilm lines 
down to as shown in Fig. 15S. 

The number of theoretical plate® is thus 
found to be 10.5. 

e. The average H.E.XP. 
12.8/10.5 -1.22 ft. 

/. The number of transfer units is 
obtained by constructing the curr© OC 
(Fig. 158) so that its ordinates are 
midway between the equilibrium curve 
and the operating line, and steps are 
laid off such that the horizontal length 
of each step is twice the distance from 
the operating line to the midway curve 
QC, A little more than 12 such, steps 
are required to pass from Ta to Ti, 
indicating that 12 transfer units are 
required. 

The average H.T.U. — 12.8/12 — 
1.07 ft. 



Fia. 157. — Ompfedeal 

part ie) of lllustr&tioo 2. 


Design Methods fob Multicomponent Systems 


It is often desired to absorb or strip two or more solute irapors 



Fig. 158.— Graphical determination 
of number of transfer units, part (/) of 


Illustration. 2. 


simultaneously. This is fmir- 
ticularly true in the alteorption 
of benzene, toluene, xylene and 
other high-boiling hydrocar- 
bons from coke-oven gas and in 
the absorption of volatile hy- 
drocarbons in natural or petro- 
leum ga^^es. Both of these 
absorptions are follow^ed by a 
stripping operation to recover 
the absorbed materials. Where 
it is desired to recover a num- 
ber of components, one should 
design an apparatus for re- 
covering the leaw^t soluble of 


thevse. The others will then be recovered even more completely 


than the first, provided they are not present in preponderating 
amounts. In the latter case the absorption system must be 
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designed for the one most difiicult to dissolve in view of both 
its solubility and its quantity. 

Equation l‘for the operating line applies to any one solute 
component regardless of the number of other components present, 
and indicates that for any component the operating line is ^ 
straight line of slope L/<?, passing through the points Fa, andt 
Fi, Xi for the particular component in question, the operating 
lines for the different components will be a series of parallel 
lines. In the systems involving hydrocarbons the equilibrium 
relationships can usually he expressed hy where y and x 

are the mol fractions of one component in the vapor and liquid, 
respectively, and is an equilibrium constant, which is a func- 
tion of temperature, of pressure and usually to a small degree of 
the liquid and vapor eompositioil. In mol ' ratio units this 
becomes % 

y* -K * 

1-1- SF* 14- 2X* 

where 2F^ is the sum of all the mol ratios per mol of carrier gas. 
in the vapor except the carrier gas itself, which corresponds to 
the 1 mol, and is the analogous function fur the liquid 

phase. Often the compositions are sufficiently low so that 
2Y* and may be neglected and = for each compo- 

nent. This is identical with conditions developed on page 485 
for a single solute gas, and for dilute gases the conditions are 
essentially the same for each solute in the multicomponent 
mixture, as though the other solute gases were not present; for a 
plate tower Eq. 8 may be applied to each component. In the 
case of a packed tower it was shown that for such a case (straight 
equilibrium curve) the logarithmic-mean driving force was 
applicable, and the amount of each solute absorbed will he 
proportional to the product Ky(AF-)i.H,. for that particular 
component since the wetted area, volume of the tower and height 
of the tower are the same for all components. 

Illustratian 3. — In a contimious light-oil recovery plant, light oil is 
absorbed from coke-oven gas by solution in mineral oils in a counterflow 
absorption bower. The mineral oil enters tbe top of the tower with a neg- 
ligible concentration of light oil, and the rich oil leaves the bottom with. 2 
lb. of benzene /lOO lb. of mineral oil. The gas treated contains 1.2 per cent 
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by Yolume of Injiizene, toluene, xylenes and similar bycimcarbons- Tli« 
absorber recovers 86 per cent of the benxene in the entering opcmtM 

at 20°C. and at substantially normal barometric pr©«iire. 

What percentage recovery of the toluene, xylenes and other hydroeartMiaa 
may be expected in this tower (a) if it is a plate tower? (i) if it k a parked 
tower? 

Daiu . — The light oil in the entering gas cont&iai 67 mo! per cent of l»n- 
2ene, 12 per cent of toluene and, 7.1 per cent of xylenes. The nemainiag 
hydrocarbons, while constituting a very comf^ex mixture,, have an aveimge 
boiling point of approximately 1S6®C. and an average molecular weIgM of 
110, The light-*oil solutions at 20 “C. follow Raoult’s law when the a-vei^® 
molecular weight of the oil is taken as 220. The gas-film rwistaa^e naay be 
assumed to be of controlling importance. 






Hjenaining 

Yapor pressure at 20®C. 

Benaea© 

Toluene 

r 

i 

hydf^ 

carboas 

Millimeters of mercury 

75 

22 

5.2 

5.4 

Average molecular weight. 

78 

92 ! 

196 

ll€ 


Solution, a. Since the gas is dilute, Eq, 8 may be used (see page 4S8). 
Basis: 100 mols gas entering tower: 


Mols entering 


Carrier gas .... 

98.8 

1,0 

Benzene 

1.2X0.07 » 0.804 

9. 804/98. 8 ««3, €)0813 

Toluene 

1.2X0.12 = 0.144 

0.144/98.8 -0.00146 

Xylene 

Remaining 

1.2X0.971 - 0.9852 

0 . 085 2 / 98 . 8 » 0 . 00(»6 

hydrocarbons 

1.2X0.139= 0.167 

0,167/98.8 -0.0017 

For benzene: 


, =0.804(0.14)/98.S = 9.00114. 

At the top of tower 

X2=0. 



The oil leaving the tower contains 2 lb. of benzene/ 100 lb. of oil, and 

Since Baoulfs law” holds and the gas is dilute Y* - P jtA’*, or K'^ is the 
vapor pressure divided by the total pressure, for Ixmieiie K* = 75 '760 = 
0-0987. 
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The mols of oil required are 

^ _ (0.804) (0.86) 
0.0564 


and L/G = 12.26/98.8 -0.124. 


0.124 
"0.0987 ■ 


1.259 


and from Eq. 8 the number of theoretical plates in the tower can be estimated 
Fi-Ta _ (L/KGp-*-^-(L/KG) 


0.00813 -0.00114 _ (1.259)^+1-1.259 

0.00813 -0.0987(0) 

from which (n + 1) —4.55. 

By nsing this same value of (n+1) together with appropriate values of 
in Eq. 8, the per cent recovery for the other components may be estimated. 
Thus for toluene: 


it* =^=0.02895 


L 0.124 
K*G 0.02895 ' 


= 4.29 


% recovery — 1 


(4.29)4-fi5 -4,291 

(4.29)4-“-l J 


= 99.6%. 


Similar calculations for xylene and the remaining hydrocarbons indicate 
approximately 100 per cent absorption. 

6. For a dOute gas the absorption (page 486) in a packed tower is 


G{Yi -F,) ==KGaSl(^r)u^^ 

or the relative absorption of benzene to toluene is 

G(Y^- r2)w*er.e „ {KoaSlCAY\^,]^,,, 

GiYi-: IKoaSKA ,oiue 

The values of Y are the same as those calculated in part (a) and G, S, a 
and I are the same for all components. 

Tor benzene: =iC*A’’i = ('^^eo) (0.0564) =0.00556. 

AFi =0. 00813—0.00556 =0 .00257 
A Fa =0.001 14— 0=0.00114 
0.00257 -0.001 14 
In (0.00257/0.00114) 

Eata are not available on the ratio of the for benzene and toluene, but 

as an approximation they will he assumed proportional to the square root 
of their molal diffusivities. Taking the carrier gas to be methane, these 
are estimated to he 
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Henzene 

4. 15X10-^ 
3.8 XIO-^ 
3.5 Xl0-» 

2. 04X10“' 
1,05X10-* 
1.87X10“' 

1 ,015 

Tolueme 

Nv 10110'+' H.C 

1 




giv'ing, for toluene, 

O.GOSIS -0.00114 y (0.00176^ 

o.o6i46-'r2 “ 


and 

(ri~F*)«(L/(7)(Xi-Xa) 

(0.00145 - Yt) «0.124ri. (C) 

Tiial-and-errpr solution of (4), (B) and (C) giT« Fj- 0.00006. 

_ ■ 0 . 144 -^ 8 . 8 ( 0 . 00005 )^-^ 

Recovery of toluene = 0T4i ^ ** 

A similar computation for xylene and other hydrocarbons iadwates an 
absorption of these two approximately' equal to 97.2 per cent. 


Summary 

Recovery, per cent 

Plate tower 

Packed tower 

Benzene 

86 

86 

Toluene ! 

99.6 

96 

Xylene 

lOO 

97.2 

Other hydrocarbons 

lOO 

97.2 



CAPA.ciry Coefficients for Processes of Absorption 
AND Desorption 

This section of the chapter is devoted to a discussion of the 
quantitative capacity coefficients for different types of apparatus 
as affected by factors such as gas velocity, liquid velocity, 
temperature, nature of gas and liquid used and the dimensions 
of the apparatus. As shown on page 451, the relat iiuiship 
between the overall coefficients K and the individual coefficients 
k is given by the following equations: 
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1 1 n' 

Kg Kl 

or for Henry's law 

1 . 1 ^ 1 
Kg ha^HkjG KKl 

Unless otherwise specified, data will be given, in the following 
units given under nomenclature, page 512. 

Absorption in Packed Towers. Gas-phase Controlling . — For 
the cause of gas-phase controlling, the resistance of the liquid phase 
becomes negligible and the overall resistance 1/Kq is equal to 
l/hQ. The experimental data indicate that the transfer coeffi- 
cient ha varies with the mass velocitjr in a manner similar to 
coefficient of heat transfer. Since the wetted area per unit 
volume of tower, a, is not usually known, the data are expressed 
as the product hoa. For wide variations in tower sizes, types of 
packing and operating conditions the gas-film coefficients may 
be satisfactorily correlated as 

had = 

T^ble I gives experimental values of 4 for absorption in packed 
towers under conditions such that the major resistance was in 
the gas phase. 

For the absorption of SO 2 in water in towers packed with wood 
grids, the following empirical equation^^^ has been given: 

, _6.7XlO-fF(dr,+ (ZT)]“* 

where ho is the pound mols of SO 2 per hour per square foot per 
atmosphere, V is the superficial mass velocity of the gas as 
pounds of gas per hour per square foot of total cross section, 
ds represents the clearance between grids in feet, dq represents 
the height of the individual grid section in feet and dr is the 
thickness of the grid slats in feet. 

Generally the liquor rate affects the gas-phase coefficient. 
This is undoubtedly due largely to an increase in the wetted 
area a with increasing liquor rates, and to a minor degree to an 
increase in ho due to increased relative velocity between the 
liquid and gas. Thus, in the absorption of ammonia by water 



Temperature and Atmospheric Pressure^ 
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in a packed tower 4 ft. high and 16 in. in diameter filled with 
3-in. spiral tile, the transfer coefficient kac at a given gas rate 
doubled for an increase in the water rate from 60 to 600 ib. per 
hr. per sq. ft. of tower cross section. 

' The data on the effect of temperature on koa are meager, but 
on the whole substantiate the conclusion given on page 455 
that the effect is very slight, the increase of the diffusivity with 
temperature being offset by an increase in thickness of the gas 
film due to increased viscosity. 

Uquid-'phase Controlling . — When the liquid phase is controlling, 
the liquor rate has a large effect on the rate of absorption, while 
the effect of gas velocity is much less than for the case of gas-phase 
controlling. The small amount of experimental data available 
may be expressed as kLd — pLf^- Table. II gives the values 
of ^ and n for the results of four experimental investigations/ 

The effect of temperature on the rate of transfer where liquid 
phase is controlling is very large, owing to the rapid increase of 
the diffusivity and convection with small increases in tempera- 
ture. The effect is so large that it often more than compensates 
for the less favorable absorption equilibrium that results from an 
increase in temperature, and in such cases there is usually an 
optimum temperature of absorption. 


Table II. — Comparison of pACKiirGS fob Mass Tean'sfbb with; Liquid- 
film CoNTBOLLIN'O, CaBBIER-GAS A.IR 


Packing 

Solute 

G 

khO. 

Tower 
dimen- 
sions, di- 
ameter X 
packed 
height, in. 

Inves- 

tigator 

l-in. carbon rings 

CO 2 

150-157 

0.016X0-92 

10 X56 

15 

0. 73-in, glass balls 

CO 2 

5-27 

0.01S5L9-88 

3.5X33 

16 

1. 0-in. coke 

OI 2 

47-116 

0.028X0-78 

6 X48 

1 

Small glass rings, 0 . 4- X 
0. 25-in. o.d 

CO 2 

10 

0. 108X0-60 

3.5 X33 

3 


General Case . — The absorption of sulfur dioxide by water is a 
case in which the resistance of both phases is significant. Henry's 
law may be assumed to apply to this system and the treatment 
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c,)f page 452 used to interpret the data. The overall nesistance 
may be expressed as 

where has been introduced for Tliis equa- 

tion indicates that, if 1/Kcfa is plott€?cl vs. l/K®*'® under conditions 
such that is substantially constant, a straight line should 
result with an intercept of l/Hk^a at 1/F0‘»»0. This fiietliod 
of plotting is not a crucial test of the data, since the oeemreiice 
of an intercept does not necessarily indicate that the liquid-phaww 
resistance is significant. The same data plotted against the 
reciprocal of the mass velocity to a power slightly different tlian 
0.8 gives about the same correlation but with diffeiiag values 
of the intercept. It is also very 
probable that kj,a changes with the 
gas velocity and is not constant as 
assumed. However, the method is 
convenient for presenting a quali- 
tative picture of the various resist- 
ances. Figure 159 shows data on 
the absorption of sulfur dioxide 
plotted in this manner. 

Spray Towers. — The spray type 
of absorption tower i^ best suited 
to cases in which the gas-phase 
resistance is controlling, since there 
is little motion within the liquid 
drops as they fall through the gas, 
which results in low transfer rates through the liquid. They 
are often used for humidification, where the liquid-phase resist- 
ance is negligible. Figure 160 gives the values of Kga for 
the absorption of ammonia in water, obtained in spray towers 
as a function of the liquor rate. In this absorption the value 
of Koa increased as the 0.7 to 0.8 power of the gas Velocity- 
Coefficients for humidification and dehiiniidification in spray 
towers are given on page 607. 

Wetted-wall Towers. — Wetted-wall towers have been widely 
used to obtain experimental data on the transfer through a gas 
phase, because of the definite interfacial area and controllable 
flow conditions in the gas stream. By evaporating pure liquid 
in such an apparatus, it is possible to eliminate tlie liquid phase 
and have a system with the entire resistance^ in tlit‘ gas phase. 



Q€i Qp2 m 


Fig. 159. 
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The data on the evaporation of various liquids into air have been 
correlated for the turbulent-flow region as 

where Dt represents the diameter of the wetted-wall tower; 
the molal diffusivity; F, M and M the mass velocity, viscosity 
and average molecular weight of the gas stream; and B the 
fictive film that would offer a resistance to true molecular diffusion 



10 lOO 1,000 

Water Rate -Lb. per Hr. per Sq. Ft. Tower Cross-Section 

Fig. 160. — Absorption of ammonia in water in spray towers. 


equal to the observed resistance to transfer (see page 449.) 
This method of correlation, while convenient, is undoubtedly 
unsound since in the film the rate of transfer is proportional 
to the first power of the diffusivity, while in the turbulent core 
the transfer should be independent of Dm and the actual efect 
of diffusivity will have to be between these two extremes. A 
correlation based on the sum of the resistances of the core and 
film is probably better than an exponential function of Dm- 
Thus these same data may be satisfactorily correlated by 
1 ^ 1080 

Z)„ /J(i),Fy '^^®’^®1080-|-(0.008/D„) 
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sents the fraction of the total resistance due to tlie turbulent 
core and jQg^”q_ ^ represents the fraction due to the 

Data an the absorption of ammonia in water in wetted- 
wall towers give lower values of Kg than predicted by the above 
equation, indicating that for this case the liquid-phase reeistanee 
is not negligible. 

Estimation oj Transfer Cmfikien^ 

The prediction of an overall transfer coefficient involves 
the estimation of the transfer coefficients for both the gM and 
liquid phases. For transfer in a wetted-wall type of apfmratms, 
when the liquid-phase resistance is n^ligifole^ the coefficients 
may be estimated froin the equations given for the evaporation 
of pure liquids in wetted-wall towers. The effeset of different 
components on the gas-phase resistance in packed towers » not 
known, but this resistance is undoubtedly a function of the 
diffusivity. This function is probably of the form s-+(h/Dm) ; 
however, since data arc not available for the evaluation of the 
constants a and 6, it is generally more convenient to amime the 
function to be of the form l/D”, where n will have to be between 
zero (turbulent transfer) and 1 (molecular diffusion). A value 
of n equal to 0.5 is probably satisfactory. Thus, to convert the 
gas-phase resistance for one gaseous system to another under 
comparable transfer conditions, it is necessary to correct the 
resistance as the inverse ratio of the square roots of the diffusivi- 
ties. For variations in gas velocity, the experimental data 
indicate that the transfer coefficients vary as about the 0.8 
power of the mass velocity. The experimental data relative to 
the liquid-phase resistance are even less conclusive than those 
for the gas phase, but the liquid-phase transfer coefficients vary 
as the 0.6 to 1.0 jjower of the liquor rate, and are dependent on 
the physical properties of the system, particularly upon the 
viscosity. By the use of these approximations it is possible to 
obtain a rough estimate of the transfer coefficient for one system 
when the coefficient for another system is known. 

For cases where the gas phase is controlling, it is possible to 
estimate the transfer coefficient from heat transfer in a similar- 
type apparatus by substituting ji/MDm for the Prandtl group and 
tuDt{VB)l.rr.JDrr.^‘0V hD ^ k. 

* Dm in these equations is gram luols per seooml per (‘*i‘ntiniotor. 
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PAHT m. DESIGN: GASES BY SOLIDS AND SOLIDS BY IIQUIDS 

The adsorption rate of gases and vapors by solid adsorbents 
is usually rapid. Thus, the air inhaled through the canister of a 
gas mask is, under extreme conditions, in contact with the adsorb- 
ent a total time of only 0.1 or 0.2 sec., and yet in this time the 
adsorbent will reduce the concentration of mustard gas, for 
example, to a point below 1 part in 50,000,000 of air. In conse- 
quence of this rapidity of adsorption, rate is seldom a controlling 
factor in determining the capacity of equipment, at least where 
the adsorbent is in a reasonably fine state of subdivision and 
possesses high activity. Theoretically, therefore, the amount of 
solid adsorbent necessary for treating gaseous mixtures is exceed- 
ingly small. Thus, for continuous treatment of gas, one could 
employ two containers, stripping the adsorbed gas from the solid 
adsorbent in one container while passing the gas through the 
other. With only a small amount of char in each container, the 
adsorbing and stripping periods would be very short, requiring 
too frequent shifting of the gas from one container to another. 
Hence, the amount of adsorbent employed is ordinarily deter- 
mined by the practical engineering considerations governing the 
length of this cycle. This also determines the size of the 
apparatus. 

Under normal conditions it is found inadvisable to move solid 
absorbents, and consequently true continued countercurrent 
operation is not encountered. Where, however, one employs 
containers of solid adsorbents in systematic rotation (see page 
463), the action is substantially continuous and countercurrent, 
provided the number of absorbers in series at any one time is 
considerable (5 or above). The effective length of the system, 
however, is less than the total number of absorbers in operation, 
at any one time. The net length may be assumed to be the 
total number in actual operation in series, less one-half a unit. 
Otherwise, the computation methods for such a case are identical 
with those developed above for continuous countercurrent inter- 
action of gases and liquids. 

Frequently, however, one employs a small number of absorb- 
ent containers, or occasionally gases pass through a single 
absorber under semi-batch conditions, the gas flowing continu- 
ously but the absorber being used until its absorbing capacity is 
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exliBUsted and then being re^generated or else replaced by a new 
one. 

Blustratioii 4. — Assume that one has 3(K30 eu. ft. /min. of a at 
25°C. and normal barometric pr^sure, containing 1 Tolume per «!nt of 
zene. It is desired to recover tfiis l>enzene by adaorption on activated 
charcoal. laboratory* data show that, at this temperature and 
tion, equilibrium will correspond to 0.08 lb. of benzene /lb. of carbon. Tim 
is somewhat less than the adsorptive capacity of frwh charcoal to alfcw for 
the slight decrease in activity that resnlta from continued use. A««me that 
stripping can be satisfactorily accomplished in 2 hr. 

Estimate the minimum number of tanks it is adviiaable to use mA the 
total tons of char required. 

tSoliiiwfi . — Inspection of a characteristic adsorption diagram, such sa F*ig. 
160i4, shows that in a true countercurrent system equilibrium is apprmcbed 
only at the end of the system, whereas in the middle eonditioiw mm far 
removed therefrom. Evidently, therefore, in a 8t€pwi« ecmniereurreat 
system the entering gas will saturate succ^ive layers of the absorbent to 
equilibrium with itself, the cleanup of the gas taking place in the remaiaKler 
of the system. If, now, the first unit which the gas enters is not too large a 
percentage of the whole system, it is ©utirely practicable to have this unit 
completely saturated when it is cut out for stripping. Furthermore, because 
of the extreme rapidity of adsorption in the middle of the system oocMequent 
upon the large distance from equilibrium there obtairring, the final unit meed 
he but a small percentage of the total. jSTormally, S3H per cent is enough ; 
that is, if one oi>erates with three units in series, it is i>os8ible to saturate 
the first unit, at least where the adsorption is at all strong, t.e., where the 
value of the exponent n is great (i>age 437) . Obviously, it is advisahle to 
cut out a tank each 2 hr,, i.e., to operate with four tanks in all. 

The amount of benzene removed per hour is calculated as follows: 

3,000 (60) (78) .359 lb. 

The char required per tank ~ (2)359/0.08(2000 ) 4.5 tons. With four tanks 

one would need a total of 18 tons. 

Figure 160^4 is a modified ca.se of Fig. 146, showing the equilib- 
rium curves CAB for benzene on charcoal and QC for benzene 
in straw oil* at 25°C. Since ia any absorption operation the 
operating line must always lie to the left of the equilibrium, 
inspection of this diagram makes it clear that, if one wishes to 
treat a gas of reasonable benzene concentration, such as repre- 
sented by Fi, and reduce its concentration to a low figure F.>, 

*The equilibrium curve for the oil is based on Raoult’s hiw and on 
average molecular weight of 230 for the oil. 
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not only will it be possible to do this with the use of a much 
smaller quantity of charcoal than of oil, but, in the range of 
operation where the concentrations are low, it is possible to build 
up a far higher driving force with the charcoal than with the oil. 
In other words, from the point of view of both rate of absorption 
and carrying power of absorbent, charcoal has the advantage. 

ninstratioii 5. — Referring to Fig. 160^1, assume that the value of F is 0.10 
lb. of benzene /lb. of flue ga.s in. the entering gas and 0.02 in the exit gas, 
corresponding to 80 per cent recovery. Further, assume the operating 



X = Lbs. Benzene per Lb. oF 
Benz-ene-Free Treoi+ing Agent 

Fia. 160.i4. — Removal of benzene vapor from flue gas (Illustratioii 4 ) . 

lines as shown, FE for the oil and FG for the charcoal, the fresh, treating 
agent being free of benzene in both cases. Per pound of benzene-free 
flue gas, this requires only 0,20 lb. of charcoal as compared with 0.47 lb. 
of oil. Inspection of Fig. 160.-1 makes it obvious that the driving force 
Y — • y* is on the average far higher for the char than for the oil. Moreover, 
this advantage is greater the lower the concentration of benzene in the 
initial gas and the more completely it is necessary to strip the gas. It is 
found that for high concentrations of benzene the many advantages of 
liquid absorption make the use of straw oil advisable, but for very lean gases 
the charcoal is superior. 

Illustration 6. — A batch of sugar syrup is to be decolorized by finely 
divided activated v^egetable char, free from color. It is proposed to agitate 
the char with the syrup at a temperature of approximately 180°. A.s soon as 
the syrup is decolorized to 5 per cent of the initial color, the suspension will 
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be sent to a filter for tke iseparation of the deeoloriied syrup and tfee sp«it 
char. Laboratory data show that at equilibrium between tke M>k>r to be 
remoTed and the char employed in this case ike Talue of « in tl» Freundlich 
equation is 3. 

Per unit of syrup treated, calculate the ratio the miniiiiuiii ^mght 
char required for hatch decolorization to the minimum weight of char 
necessary for ideal countercurrent treatment. 

Soiuiion, — Figure 161 is a plot of the concentration of cofer m the syrup 
vs. the color on the char X, The curve OAE represents the equilibrium 
data. For the ideal single batch treatment, it is ob\dou» that at the ©nd 
of the operation the char will be in equilibrium with the syrup, ie., the 
abscissa X% represents the final color on the char. 



X= Units of Color per Lb. of Choir 
Fig. 161. — Decolorization of sugar syrup (Illustration 6). 

The line FE in Fig. 161 represents the operating line for the ideal, con- 
tinuous, counterflow percolation filter. Since the equilibrium ciirv^e OAE 
is concave upward, the best one can do is to obtain equilibrium at the point 
E where the syrup enters, corresponding to the value A"i on the char. Since 
in both cases the color is reduced from Vi to and the initial char is free 
from color, a color balance shows that the ratio r of the minimum w’eights of 
char in the two cases is equal to Xi/Xj. The values of Xi and X^ can be 
read quantitatively from Fig. 161, or one can use the Freundlich equation; 

1 1 11 

Xi=(?>Fi)”, and Xa — (hF-d”, whence r = (Fi =20^ =2.71. Hence, 
for this case a single batch treatment would require 2.7 times as much char 
as continuous countercurrent percolation, both processes operating under 
ideal conditions. It is interesting to note that the ratio of the niinimuni 
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char requirements of single batch to continuous countercurrent percolation 
depends only upon the ratio of initial to final color and upon the Talue of n 
in the equation for the adsorption equilibrium, and is independent of the 
value of the constant h of the Freundlich equation. Furthermore, the 
smaller the value of n, the greater is the advantage, as regards minimum 
requdrements of char, of continuous counterflow over a batch treatment. 

illustration 7. — Sugar syrup is to be decolorized by vegetable char as 
outlined in the preceding illustration, except that two successive batch 
agitatio3ns with color-free char are to be employed instead of one, ultimately 
reducing the color to 5 per cent of the original value. 



Fia. 162. — Becolorization of sugar syrup (Illastration 7). 

Calculate the total minimum char required, expressed as a ratio to the 
minimum char required in a continuous countercurrent decolonization, and 
report what percentage of the total char should be used in the first of the two 
bat ch treatments. Also, compare the total minimum char necessary for two 
batches with that required for one batch, as computed in the preceding 
problem. 

Solution . — ^Figure 162 shows a plot of the equilibrium data, with Y 
expressed as units of color per pound of syrup, and X as units of color per 
pound of char. The color in the syrup is reduced from Ti to Y' in the first 
batch, and from V to F 2 in the second. As specified, F 2 -5- Fi=0.05. In 
the ideal case, at the end of a batch treatment, the color in the liquor would 
he in equilibrium with the color on the char. Thus, at the end of the first 
batcdi, each pound of char would contain X' units of color, and after the sec- 
ond batch, X 2 . From a color balance, based on 1 Ih. of syrup, remembering 
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that the char added in each case is free from color, the totaJ char required 

,,, Yi-F' , 

Wb would, be — 1 


For the ideal countercurrent treatment, since the equilibrium curre 
OAE* is con.cav'e upward, one could have equilibrium at the point E, where 
the operating line FE intersects the curve. Hence the minimum char for 
countercurrent We would equal (Vi — Yi) JXi, Hence the ratio E of the 
total char for double batches, to the minimum char for continuous counter- 
current, is given hy the following equation : 


TFb X' Xs 

~Wo~ Yi-Fj 

Jfi 


(A) 


One can determine the minimum value of numerator by several methods. 

First Method , — If Fig. 162 is drawn to scale, one can arbitrarily 
a value of Y', and, by reading the corresponding value of X', the total char 
for the case is determined by the above equation. After assuming varmus 
values of F', R could be plotted vs. X' and the minimum value of B deter- 
mined by inspection. Prom the value of X' corresponding to the minimuitt 
value of 22, a material balance would immediately show what fraction of the 
total char should be used in the first batch. 

Second Method . — If Fig. 1 62 is not drawn to scale, an algebraic solution 
can be made as follows: Het z represent that fraction of the initial color Yt 
removed in the first batch. The following equations cm be written by 
inspection: 

1 1 

Y,-Y'=^zYi; F'-(1~2)Fi; F2=0.05Fi; Xi = (hFx)^ X'^ihYT; 

Xt^{hY,r^ 


By combining these expressions with Eq. A, one obtains 



1 " 

— ( 0 . 95 - 2 ) 20 ^ 


The minimum value of R may now be found by differentiating R with 
respect to s aad equating to zero, or by assuming various values of z. x.e., 
by trial and error. One finds that tbe minimum value of is 1.81, corre- 
spending to z =0.7. Since 70 per cent of the original color is removed in the 
first batch, Y' =0.3^1, and the proper value of X' is determined. From a 
color balance, one finds that 60.4 per cent of the total char should be used 

in the first batch. . . 

In order to reduce the color to 5 per cent of the original value, the niiiii- 
mum total char for two successive batch treatments is 1.81 I'trsus ...71 
for the single batch, both expressed in terms of the miiiimuiii char required 
for the continuous countercurrent decolorization. 


•See Fig. 161, p. 509. 
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Clxar coixsumptioa may be still further reduced by using fresh, char only 
for the second batch and treating the original syrup with spent char from a 
prior second operation. This may be called stepwise countercurrent 
operation. 

KomenLclatuxe* 

A “total interfacial surface, sq. ft. 

a = interfacial surface per unit volume, sq. ft. per cu. ft. 

B —effective film thickness, ft. 
constant. 

=molal diffusivity, mols/(hr.) (ft.). 

Dt = diameter of tower, ft. 

G =mols solute-free gas per hr. 

acceleration due to gravity. 

E — Henry's law constant. 

Tr, overall transfer coefficients, units same as ky, ha, 

Kl — overall transfer coefficient in 

lb. niols/(hx.)(sq. ft.)(driving force in X). 

jfcrj ha — gas-phase transfer coefficients, see footnote page 501 for units. 
hi, == liquid-phase transfer coefficient, units same as 
L=*mols solute-free absorbent per hr. 

I = height of packed tower, ft. 

M = molecular weight. 
m — ndean hydraulic radius. 

E — mols solute transferred per hr. 
n — exponent and number of plates. 
p —partial pressure. 
q = constant. 

S — area of cross section, sq. ft. 

^ = constant. 

tig, UL = actual velocities of gas and liquid, respectively, in packed 
towers. 

V =mass velocity, lb, gas/(hr.)(sq. ft. of ground area). 

X = concentration of solute in liquid, mols/mol of solvent. 

= equilibrium value of X corresponding to Y. 

Y = concentration of solute in gas, mols/mol of solute-free gas. 

F* equilibrium value of Y corresponding to X. 

X, y =mol fraction of solute in liquid and gas, respectively. 

Q =time. 

/A = viscosity - 
T = total pressure. 

* Throughout this book the Nomenclature closely follows the “Tentative 
Standard System of Nomenclature for Chemical Engineering Unit Opera- 
tions” adopted hy the American Institute of Chemical Engineers on 
Oct. 11, 1935. 
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PGt /)£. =deiisity of gas and liquid, respectively. 
4>^ = constants. 


1, 2 »= conditions at gas inlet and outlet, respectively. 

(I =s= asymptotic value- 
av. = average value. 

(?=gas. 

L — liquid. 

l.m. — logaritliniic mean, 
t ~ tangential value. 
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CHAFTEE XVI 


DISTILLATION 

INTRODirCTION' 

In. Chap. XII the phenomena of vapor pressure were dis- 
cussed in detail, and it was pointed out that, if two substances 
at any temperature possessed a marked difference in their vapor 
pressures, this difference could be made the basis of a method 
of separation of the two; and if one or both of the substances were 
recovered by condensation, the process was called distillation,* 
As there explained, an equilibrium is established at any tempera- 
ture between a liquid or a mixture of liquids held in a containing 
vessel, and the vap^er existing above it. Since it is this vapor 
which ultimately passes out of the containing vessel and when, 
condensed forms the product of the process, the question arises, 
what is the felation of the composition of this vapor to the 
composition of the liquid from which it came and with which it 
is in equilibrium? The answer to this question is different for 
different kinds of mixtures; and to comprehend the problems of 
distillation, these kinds of mixtures must be considered from this 
point of view. 

Obviously, if a volatile component is to be separated from a 
nonvolatile one, the operation is comparatively simple, and has 
in principle been described under Evaporation on page 385. 
It is necessary only to volatilize it in one vessel and to condense 
it in another to accomplish this purpose. 

In a mechanical mixture of two mutually insoluble liquids 
sufficiently well agitated to prevent stratification (for example, 
turpentine and water, heavy fatty acids and water), a dynamic 
equilibrium is established between the liquid and the vapor 

* Destructive distillation may be described as a thermal decomposition of 
nonvolatile material with the formation of products that lend themselves 
to separation by the methods here described. 
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when the number of each kind of molecules leaYiag the liquid is 
just balanced by the number of molecules of each kind agaim 
entering the liquid. Since they are not mutually K>luble, each 
liquid will exert a vapor pressure of its own Just as thougti it 
alone were present. The pressure existing over the liquid mix- 
ture will, therefore, be the sum of these individual pr^^siires, and 
it follows that a pressure equal to the atmosphere teill be rmc^hei 
and boiling lotll therefore resnli at a temperature bekm tlmi «l which 
either of the componerd liquids wouM bml ahne,* These facts 
form the basis of a highly important type of distillation in which 
a high-boiling liquid is distilled at a comparatively low temperm- 
ture by the injection of some low-boiling immiscible liquid or 
its vapor into the still (see Steam Distillation, page 537). 

Referring again to Chap. XII; it i;S noted that, where tiro 
liquids are mutually soluble, the vapor pr«sure of each is 
decreased by the presence of the other, and therefore the sum of 
their vapor pressures is less than the sum of the vapor procures 
of the two liquids before mixing. f In this case the composition 
of the vapor is not independent of the relative amount of the 
components of the mixture, but is profoundly influenced thereby. 
Sometimes this composition can be calculated from the known 
vapor pressures of the individual pure liquids. When the 
molecules of two liquids are of relatively the same size, and when 
there are no complicated effects when mutually dissolved, such 
as molecular association, chemical reaction and the like, the 
composition of the vapor is given by w’hat is known RmuWe 
law. This law states that that part of the total vaTfx>r pressure 
of a solution of two liquids w’hich is caused by one of the compo- 
nents will equal the product of the vapor pressure of that compo- 
nent in its pure state, and its mol fraction in the liquid. This 
law, together with Henryks law, will be further discussed and 
applied in the design of distillation apparatus. Eut it may be 
said that, in general, the composition of the vapor arising from 
a solution of one liquid in another is an empirical function of 
the composition of the solution and must be experimentally 
determined, 

*If the liquids are to any extent mutually soluble, the iiidhidual Viqx>r 
pressures are dec* reused, and the mixture must he heated to n higher tem- 
perature to reach its boiling point (see pp. 307 to 369). 

t However, see p. 529. 
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Liquid Mixtures, with CoMPONENrrs Volatile ani> 
Miscible m All Peoportions 

Simple Distillatioii. — mixture of liquids that are mutually 
soluble evolves a vapor, the composition, of which is usually 
different from that of the Equid. If such a liquid mixture is 
partially volatilized, the residual liquid will be poorer in the 
more volatile component, and the vapor evolved correspondingly 
richer. But the vapor will not be free from the less volatile 
component, and the separation wiE be incomplete. Such a 
single vaporization used to separate partially two or more volatile 
liquids will be called simple distilloMori. 

Such distillation processes have heretofore been much used in 
the refining of crude coal tar, petroleum and materials of this 
kind. The stills consist of very large boiler-plate cylindrical 
vessels with rounded ends and are direct-fired. In the refining 
of petroleum it was common practice to build these stills in mul- 
tiple, setting each succeeding still somewhat lower so that the 
residuum from still 1 might overflow by gravity to still 2, and 
so on through the series. A more intense fire is maintained 
under each succeeding still so that there is a temperature gradient 
from the first to the last, thus producing a series of products 
of progressively increasing boiling point. The condenser is 
generally a tubular heat exchanger. When the condensate is 
insoluble in water and can be easily separated from it by stratifi- 
cation, an efficient and economical condenser is made by passing 
the vapor and water countercurrent over packing material in a 
short tower. 

The separation of the components in such a still must of 
necessity be incomplete, and the product is rerun to obtain the 
fractions sought. More recently such stills are being equipped 
with rectifying columns which function as described on page 547, 
and thus a better separation with larger capacity and less expense 
of fuel is effected. 

The transfer of heat is low in such a still, and in the more 
modem installations pipe or tube stills are used in which the 
charge is heated by forcing it at high velocity through a bank 
of tubes set in a direct-fired high-temperature furnace and dis- 
charging the same into a vessel where the vapor is separated from 
the Equid. 
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Simple distillation processes are divided into two classes 
depending on whether the process is contiiiuons or batch. In 
the first case tlie material to be distilled is fed continuously to 
the still or vaporizer, from which a certain fraction is evaporated 
and taken overhead, and the uii vaporized portion, or residue, is 
continuously removed from the still. Such a continuous process 
is called equilibrium distillation. A simple distillation can alw) 
be carried out as a batch operation, in which ca^ the mixture 
is charged into the still, and the distillation of this charge is 
then carried out without feeding additional nmteiiml. This 
latter operation is termed batch or differential distiliatiom. 
Simple equilibrium distillation has all the advantages rMulting 
from continuity of operation, such as constant rates of fiow 
f or all fluid streams, constant temperature and constant heating 
and cooling requirements, but has the disadvant^e that with one 
still it is possible to obtain only one overhead and one bottom 
product, and, as will be shown later, the relative composition of 
these two products is fixed by equilibrium relationships. In 
batch or differential distillation, the process is differential in that 
a given charge of material is vaporized and the vapora are 
continuously removed from the still. Since the vapors, in 
general, are of different composition than the liquid from which 
they come, it necessarily follows that in such cases the vapor 
leaving the still and the liquid remaining in the still must 
continuously change in composition, which for constant-pressure 
operations results in a changing still temperature. However, 
since the overhead vapor does continuously change in composition, 
batch distillation allows the production of a large number of 
fractions or products, by simply condensing successive portions of 
the overhead vapor separately. Since the first portions of dis- 
tillate of a differential distillation will be rich in the volatile 
component, it is apparent that for a given per cent of the original 
mixture vaporized the combined distillate of a differential 
distillation will contain a higher percentage of the more 
volatile component than the distillate from an equilibrium 
distillation . 

Vapor Enrichnient ; Redisdllatioa. — Since^ the separation of 

two volatile liquids by simple distillation is so inconqdete, means 
for its improvement must be developed. In the hist analysis 
there are but two methads of accomplishing this; one is by con- 
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densing the vapor obtained from a simple distillation and 
revaporizing it^ namely, redistillatioii. The first distillate is 
richer in volatile component than the original liquid. If this 
is condensed and redistilled, the second distillate will be yet 
richer. By repeated redistillation the separation can be carried, 
theoretically at least, to any desired point. It is obvious, how- 
ever, that such repeated redistillation involves a large number 
of steps and a large heat consumption. 

Partial Condensation, — ^The second method for improving the 
separation is to cool somewhat the mixed vapors from a simple 
distillation producing a partial condemation of the vapor. From 
the structure of the liquid-vapor equilibrium curves on page 526, 
it will be seen that the condensate will be poorer in volatile 
component than the remaining vapor, and that the vapor has 
therefore been enriched in volatile component. In other words, 
the partial condensation of a vapor has the same sort of effect 
on its composition as has redistillation. Thus, simple distillation 
coupled with properly controlled partial condensation is capable 
of effecting the separation of two volatSe liquids as completely 
(though not so e^ily or efficiently) as can be done by more 
complicated distillation processes. 

Partial condensers have been built in many forms, one of the 
older and more simple types consisting of a series of metal bulbs 
immersed in cooling water, from each of which the condensate 
collecting therein may be drawn. An ordinary tubular surface 
condenser may be employed and, to insure effective counter- 
current action, it should be long relative to its diameter. As 
explained on page 551, when efficient separation -in the condenser 
itself is desired, it is best not to' use it as a preheater,- as is often 
done. Condensers of this type have been built as a com- 
bination of plate tower and feed-liquor preheater, but the best 
results are realized by building tower and condenser separately, 
each designed to perform its own function. The cooling medium 
must be under accurate control with a very low temperature 
difference between it and the condensed vapor; so far afe possible, 
localized total condensation should be avoided. For effective 
partial condensation a large area of condensing surface is required. 
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VAPOR -LIQUID EQUrilBIOA 

Quantitative design calculations for simple distlllatioii reciuire 
knowledge of vapor-liquid equilibria for tbe nciixtiires l^ing 
distilled. Although quantitative relationships of vapor j.jres>ures 
of liquid mixtures are extremely complex, certain quantitative 
relationships may be established which are vaiid in some impor- 
tant cases and which apply within narrow limits to a great many 
cases. Possibly more impK)rtant, the laws that may thus te 
laid down seirve as valuable criteria for estimating the normal 
behavior of a distillation process, and help to claiify and explMn 
the divergencies that are frequently noted. In the following dis- 
cussion isothermal conditions are considered first, after which Is 
given an analysis of constant-pressure operations of a character 
suflBciently general to serve as the basis of the solution of m<»t 
industrial problems in distillation. 

Vapor Feesstjees oe CoMPLErELY Miscible Liquid 
Mixtuees at Constant Tempeeatuee 

Raoulf s Law. — When one liquid is dissolved in another, the 
partial pressure of each is decreased- Assume two liquids, 
the molecules of which are the 
same size, which mix without 
the complicating effects of ^ 
molecular association, chemical ^ 

to 

combination and the like. In 
an equimolecular mixture of ^ 
two such liquids, each unit of cl 
surface area of the liquid mix- > 
ture will have in its face half 0 25 ^ ^ 50 75 lOO 

as many molecules of each com- loo 75 50"^ 25 

ponent as exist in the liquid Mol Per Cent B 

surface of that component in 
the pure state. Hence, the perature. 

escaping tendency or partial pressure of each component in the 
mixture will be half that of the same component in the pure state. 
Similarly, in a mixture containing 25 mol per cent of the first 
component and 75 mol per cent of the second, the first will exert 
a partial pressure 25 per cent of that of this component in the 
pure state. Therefore, in more general terms for any such 
mixture, the partial pressure of any component will equal the 
vapor pressure of that component in the pure state times its 
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mol fxaotion ia the liquid mixture. This generalization is known 
as BomiM^s law. It is expressed in the relationship, pj, 
where pA is the partial pressure of the component A in the solu- 
tion, xa is its mol fraction in the solution and Pa is the vapor 
pressure of the component A in its pure s*tate. If Ps is the vapor 
pressure of pure P, and Pb that in the mixture, Pb=PbXb. This 
relationship is shown graphically in Tig. 163, where the abscissas 
are the mol per cent or mol fraction of the two components, A and 
By in the liquid portion. The ordinates are pressures, C being the 
vapor pressure of pure A, and D that of pure J?. The lines AD 
and BC represent the partial pressures of the components over 
any mixture, while the line CD is the total pressure of the mixture. 

Deviations from Raoult’s Law. — In view of the above assump- 
tions as to equal molecular size, absence of association, etc., it is 
not surprising to hnd Raoult^s law honored more in the breach 
than in the observance. Nonetheless some organic liquids, such 
as benzene-toluene, deviate from it hut little. The deviations 
of mixtures of hydrocarbons of the same series can usually 
be neglected for a great deal of engineering work, and even for 
mixtures of a number of series this is often true. For mixtures 
of aromatic and aliphatic compounds, however, the deviations 
are often large, though never of the order of magnitude of such 
mixtures as hydrochloric acid and water, and the like. Organic 
stereoisomers obey it quantitatively as would be expected from 
the considerations upon which it is based. However, the great 
majority of other liquids when plotted as shown in Fig. 163 devi- 
ate largely from the lines BC and AD except when very near to 
the points C and D, f.e., the deviation for any component is slight 
(except where dissociation is involved) if that component is 
present in very large amount. This is ordinarily expressed by 
saying that in dilute solutions Raoult's law applies to the solmnt 
Since the deviation from Raoult^s law may be either positive or 
negative, great or small, where results are presented graphically 
this generalization serves as a convenient standard of comparison. 

Henry’s Law. — A modihcation of Raoult’s law applies to the 
vapor pressure of the solute in dilute solutions, just as Raoult’s 
law applies to that of the solvent. Henry's law states that the 
partial pressure of the solute is proportional to its concentration in 
the solution. In analogy with Raoul t's law it may be expressed 
by the equation pA=kxA, where pa is a partial pressure of the 
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solute, xa is its mol fraction and k is an exp^iiiiien tally deter- 
mined constant. Comparison with Baoult’s law pa^PaXa shows 
that they differ only in the constant that determines the slope 
of the lime. This constant is P in the one case, while it lanst be 
experimentally determined in the other. A typical partial 
pressure curve for one component of a liquid mixture is shown im 
Fig. 164y where BD is the range 
over which Henry’s law applies, 
while Raoult’s law holds over the 
section EC^ where C is the vapor 
pressure of pure A . 

Volatility. — The term volatility’^ is 
loosely used in the literature, generally 
as equivaleut to vapor pressure when 
applied to a pure substance ; as applied 
to mixtures its significance is very indefi- 
nite, Because of the convenience of the 
term, the volatility of any substance in 
a homogeneous liquid will be defined as 
its partial pressure in the vapor in equilibrium with that liquid, divided 
by its mol fraction in the liquid. If the substance is in the pure state, 
its mol fraction is unity and its volatility is identical with its vapor 
pressure. If the substance exists in a liquid mixture that follows 
Raoult’s law, its volatility a.s thus defined is still obviously equal to its vapor 
pressure in the pure state, i.e., its volatility is luirmal. If the partial pressure 
of the substance is lower than that correspK>nding to Raoult’s law, as, for 
example, that of hydrochloric acid in dilute aqueous solutions, the volatility 
according to this definition is less than that of the pure substance, is 
abnormally low. Similarly, if the partial pressure is greater than that indi- 
cated by Raoult’s law, e.g,, that of aniline dissolved in water, the volatility 
is abnormally high. The volatility of a substance in mixtures is therefore 
not necessarily constant even at constant temperature but depends on the 
character and amount of the components. 

Relative volatility is the volatility of one component divided by that of 
another. Since the volatility of the first component of a mixture, t».i, is its 
partial pressure pa divided by its mol fraction xa, and that of the second, 
vb=Pb!xb, the volatility of the first relative to the second is va == pa^b: 
PbXa- Since the relative amount in the vapor of the components of any 
mixture (expressed in mols) is yA 'UB—pA/pBy 



Hoi F^rCenh 
Fig, 1 $ 4 . 


vb Vb Xa 

In any constant-hoiling homogeneous liquid mixture the co in posit ion of 
the liquid is identical with that of the vapor in equilibrium with it, i.#., 
' = y; hence the re^lative volatility oc is unity. 
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Volatility, like ^apor pressure, increases rapidly witli rise in temperature. 
The raiio of the pressures of pure substances does not change rapidly with 
change in temperature and the same is true of relative volatilities, but, 
whereas vapor pressures always increase with temperature, relative mUtility 
may, in a given case, either rise or fall, depending on the nature of the com- 
ponents. At constant temperature the relative volatility is independent 
of the liquid composition for systems that obey Raoult’s law; however, for 
most systems a is a function of the liquid composition, and frequently will 
he greater than unity for one range of concentrations and less than unity 
for another range. Relative volatility is the most important factor in 
determining ease of separation of components by distillation. 

Duhem Equation. — A general isothermal relationship based upon the 
second law of thermodynamics and upon the gas laws, and hence approxi- 
mately applicable to all binary mixtures, is the Duhem equation, 

dlnpx/dlnpi— — (1 — r)/a;. 


It can be used as a check up>on the accuracy of empirical determinations of 
vapor compositions, but is otherwise of little practical help. Assume a 
solution where Raoult’s law applies to the solvent. Differentiating the 
equation of Raoult’s law, P2 =^2(1 —a?), and substituting in the Duhem 

equation, one obtains upon integra- 
tion 3?i = kx. In other words, if one 
component of a mixture obeys 
Raoult’s law over a definite range, 
within that range the other compo- 
nent must follow Henry's law- 
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Pa-rtially Miscible Liquids 
AT Constant Temperature 

In those ranges of concen- 
tration within which partially 
miscible liquids are soluble in 
each other, they fall under the 
classification. As 


0 0.2 0.4 06 Q 8 

Mol Froc+ion of Water 

Fiq. 165. — -Equilibrium data for phenol precedins; 

and water at 58. 4°C. ,, t r- i t -t 

soon as the limits of solubility 
are exceeded, the two liquids exist as separate layers or phases side 
by side, each being a saturated solution of the other in itself. The 
vapor pressure of each phase is exerted independently of the 
presence of the other, and, since the two phases are in equilibrium, 
the partial pressure of either component in one liquid phase must 
equal that of the same component in the other. These facts 
are represented graphically in Tig. 165 for the system phenol- 
water at 58.4°C. The partial pressure of each component 
divided by the vapor pressure (Po) of the pure component at 
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58.4®C. is plotted ps. the mol fraction in the liquid. The limit 
of solubility of water in phenol corresponds to a mol fimction 
of water of 0.776, while the solubility of phenol in water is 
0.045 mol fraction phenol. For mol fractions of water 
0.776 and 0.965 the components exist as two layers of liquids. 
Throngbont this range in which two liquid phases are present, 
and where the compovsitions of these pha^ are therefore con- 
stant, the partial pressures remain constant and are irepT^«iit«i 
by the horizontal lines FF and CD. Both components deiriate 
appreciably from Raoult’s law (the 45-deg- lines) even when the 
other component is present in only small amounts; however, 
Henryks law is seen to apply approximately for values of p/F& up 
to about 0.3. 

The two points of importance regarding this diagram are, 
first, constancy of the partial pressures so long as two liqiiid 
phases are present, and second, the character and extent of the 
deviations from Raoult’s law. The diagram shows that the 
partial pressure of phenol when di^olved in 'water is abnormally 
high, i.e., is much greater than is called for by Raouit’s law, the 
line AD'. Limited miscibility of two liquids implies that the 
molecules of one find it difficult to force their way into the other. 
Thus it requires a relatively high pressure of phenol to force a 
relatively small amount of it into water. This is equivalent to 
saying that, when phenol is dissolved in water, the volatility 
of phenol is abnormally high. The less the mutual solubil- 
ity, the more abnormal is the vapor pressure, and hence the 
greater the volatility of the dissolved component. The 
practical results of these relationships are shown in the following 
examples. 

Despite the fact that ajiiline boils 80° C. higher than w’ater, 
the volatility of aniline in an aqueous solution is greater than 
that of water, i.e., the vapor given off by such a solution is richer 
in aniline than the solution itself- If, therefore, one distills an 
aniline-water solution in a column still, the water is disehargcii 
from the bottom substantially free of aniline which is found in 
the distillate. The vapor from the top of the column is con- 
densed and allowed to run into a separator, from which the 
aniline layer (saturated with water) is withdrawn as product 
while the water layer (saturated with aniline) returns to the 
column as reflux. 
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Another important application is found in the dehydration of 
organic sol\rents- Thus, while water hoils 20°C. higher than 
benzene, benzene saturated with water can be successfully 
dehydrated by the distillation of less than 5 per cent of the 
mixture, as the volatility of the water in the solution is abnor- 
mally high. 

Assume a binary mixture in which one component when present in small* 
amount exerts an abnormally high pressure, i.e., pi>Pxx. Since the value 
of Pi when x equals unity must be Pi, the curve becomes abnormally flat 
at high, values of x and dpxldx^Pi. Combined with the Duhem equation 
(page 522), these inequalities give —dpiJpi<dxl(X~~x), In words this 
means that the fractional lowering of the pressure of the second component 
must within these. limits of concentration be less than that corresponding to 
Raoult’s law. In other words, in the range in question, if the pressure of 
one component is higher than predicted by Raoult's law, that of the other 
will be higher, and consequently the total pressure of the mixture will be 
higher; there is then a tendency to form a mixture with miniTmim boiling 
point. Similarly, if the partial pressure of one component is abnormally 
low, that of the other tends to be low. 

(Complete immiscibility is the case in which the mutual solubilities are 
negligibly small and the points L and M coincide with the points B and A. 
The lines EF and CD would then correspond to the pressures of the pure 
/omponents A and B. It is perhaps true that absolute immiscibility never 
occurs. 


Binary Liquid Mixtures at Constant Pressure 

Boiling Point — Composition Curves. — It follows from, the pre- 
ceding discussion that, if isothermal conditions are to be pre- 
served, arbitrarily predetermined pressure diferences must be 
maintained. This is so impracticable that distillations are 
never carried out at constant temperature, but rather at con- 
stant pressure and variable temperature. The vapor composition 
and bailing point which correspond to any definite liquid mixture 
are sometimes plotted as shown in Fig. 166, the abscissas being 
liquid compositions and the ordinates boiling points. In this 
figure the curve ABC represents the boiling points at atmos- 
pheric pressure of all mixtures of benzene and toluene from pure 
benzene (100 per cent of benzene) at the right to pure toluene 
(zero per cent benzene) at the left, A second curve, ADC, 
can be constructed from empirical data which will show, by 
following a horizontal line, the composition of the vapor in 
equilibrium with any mixture of the two components at its 
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boiling point. Suppose, for example, a mixture of 20 j«r cent 
benzene and 80 per cent toluene is heated. It irill lK>il wken 
the temperature reaches the point E {102®C.) on the curve, and 
the vapor that comes off vrill have the composition reprinted 
by the point F on the second curve. This vapor if condensed 
would give a liquid of the composition 3S per cent benaene and 
62 per cent toluene. Obviously the liquid remaining in the 
still will now contain, less than 20 per cent bensene and will 
boil at a higher temperature, Le,, farther up the curve ABC^ 
and will yield a vapor of a composition determined by the curve 
ABC. It is seen that, while by such an operation the distillate 



toluene. 

will at any time be richer in the lower boiling component than 
the liquid remaining in the still, complete separation is impossible. 

Liquid-Vapor-Composition Curves, — Tor the solution of prob- 
lems at constant pressure, the diagram just considered, tholigh 
frequently used, is inconvenient because it is indirect and 
because a change in pressure makes a relatively large error on 
the vertical -temperature scale. The valiu^ of greatest interest 
is the relation between liquid composition and vapor eomposiiion, 
plotted as shown on the ethanol-water diagram (see Fig. 167 , page 
525). This method is advantageous, first, because tiie data 
are actually obtained in this form as the result of experimenta- 
tion, and, second, because the values thus expressed change but 
slightly with moderate variation in pressure or teinpiTature. A 
single curve obtained at an average pressure can generally be 
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used over a pressure range of 20 or 30 per cent with. an. error of 
not more than 2 per cent. 

Again, assume a mixture of two liquids A and B, in which 
Pa is the partial pressure of Jl in a mixture in which the mol 
fraction of A is xa, and Pb that of B. The mol fraction of compo- 



0,1 G4 0.6 . , as 1.0 

Mol Fraction o-f Ethanol in Liquid 

Fig. 167- — Equilibria for ethanol-water at 1 atmosphere absolute: 2 / vs. , and 

t vs. X. 

nent A in the vapcr evolved from this mixture is 2 /a. Hence, as 
shown on page 521, 

Va xa 

1— 2/a 1~~Xa 

where a is determined experimentally. This states that the 
mol ratio in the vapor is a times that in the liquid. The relative 
volatility a changes very little with moderate changes in tem- 
perature, from which it follows that changes in temperature 
have little efeet upon vapor composition. The amount of low- 
boiling constituent in the vapor is 

OLjCa 
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It can be shown algebraically that the equation is identical in 
form, when z represents fraction by weight in the liquid and f 
fraction by weight in the vapor, the numerical values of alpha 
renaaining unchanged. If both of the liquids folloir Raoul 
law then a —Pa/Pb where Pa and Fm are vapor pi-€«ui« of pure 
A and B, respectively. 

The great majority of mixtures of liquids naiacible in all pro- 
portions do not follow Raoult^s law even approximately, wad 
hence the vapor eompositious must be deterinined experi- 
mentally.* This may be conveniently done by boiling the liquid 
mixture and analyzing the vapors given off from it. Exj^ri- 
mental results show that the vapor evolved from such a boilng 
liquid is in equilibrium with it as it escapes from the mrfaoe, 
owing doubtless to p>erfect agitation incident to boiling. Im 
this distillation, entrainment must be rigorously avoided on the 
one hand, and partial condensation on the other. It is well to 
jacket the pK)rtioii of the flask above the liquor lime with hot gas, 
inasmuch as supKjrheating does not change the competition of a 
vapor while partial condensation does. 

With these precautions the experimental determination of 
vapor composition is relatively easy, and a convenient apparatus 
for carrying out these determinations has been developed. 

In this discussion the composition of both liquid and vapor 
will be expressed as the mol frarCtion of the lower boiling constitu- 
ent (see page 521). The percentage of this component in the 
liquid is called x, while the percentage of this same component 
in the vapor is called y. When in equilibrium, y is a definite 
function of x and can best be expressed graphically by what will 
be termed the y vs. x curve. For most liquid mixtures this 
y vs. X curve has been determined at atmospheric pressure only; 
but fortunately the shape of this curve changes but little with 
moderate changes in either temperature or pressure. 

The y vs. z curve of any known binary liquid mixture of com- 
ponents miscible in all proportions has a shape similar to one 
of the five types showm in Fig. 168. In this figure the vertical 
line at the left corresponds to the pure high-boiling eom|.x)iient 
E, while that at the right represents the low-boiling substance A , 
numerical values referring in all cases to the mol fraction of 
A in the mixture. The vapor-cooipositioii curve of the first 
However, see p. 620. 
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type is the straight 45-deg. line, curve 1, indicating that the 
vapor evolved from all possible mixtures has the same com- 
positiom as the liquid from whieh it came. In this case no 
separation whatever by distillation is possible. Illustrations of 
this type are found in mixtures of stereoisomers. The second 
type, which may be described as the normal one, is represented 
by curve 2, In this case the vapor evolved from the liquid 
contains more of the low-boiling component than the liquid from 
which it came. An illustration is methanol-water. In curve 3 



Pig. 168 . — Five types of vapor-liquid equilibrium curves. 

are represented liquids which, when they contain small amounts 
of A, evolve a vapor richer in A than themselves, but when the 
amount of A in the liquid reaches a certain value the composi- 
tion of the vapor becomes identical with that of the liquid, 
while beyond this point the liquid evolves vapor richer in the 
high-boiling component B than themselves; that is, the vola- 
tility of the components is reversed. Curve 4 represents a 
mixture in which a dilute solution of the low-boiling substance A 
evolves a larger percentage of B than it contains. In all solutions 
coming under this type a concentration of A is finally reached at 
which liquid and vapor compositions are equal, and beyond which 
the behavior of the mixtures is normal. Curve 5 represents the 
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vapor-liquid relationsliip for a sjrsteni of partially uaiscible 
liquids. Those liquids haviug curves of Type S, wMch crc»s the 
diagonal with a slope flatter than the slope of the diagon^, 
possess minimum boiling points at the intereeetion, wMie the 
intersection of curves of Type 4 (curv^es with steeper doi»s 
than the diagonal at the pK)int of mtersection) are mijctures 
that possess maximum hailing poiTiis at the pwint where 

The constant-boiling mixtures of the type reprinted by the 
intersection of curves 3 and 4 with the diagonal are tenn^ 



Fig. 169. — <^^Effect of total pressure on the vapor-liquid equilibrium curves for 
mixtures of n-CiHift and ti-CRH 

azeotropic mixtures, while the type represented by curve 5 is 
termed pseudo -azeotropic. 

Effect of Pressure. — It was pointed out (page 527) that a 
moderate change in pressure had only a slight effect on the 
y-x curve ; however, large changes in pressure signihcantiy change 
the vapor-liquid equilibria. As a general rule, as the pressure 
is increased, the relative volatility decreases and the y-jc curve 
approaches the diagonal, and the difficulty of separating the 
mixture increases. At pressures higher than the critical pressure 
of the mixture only one phase can exist and separation by 
distillation becomes impossible. In a binary mixturey one 
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component will generally have a lower critical pressure than 
the other, and, as the pressure is increased above this lower 
critical pressure, the y-x curve will exist in the region of concentra- 
tions where a sufficient concentration of the component with the 
higher critical pressure is present to make the critical pressure of 
the mixture greater than the total pressure. However, in the 
region of high concentrations of the component with the lower 
critical pressure, only one phase is possible and the y-rc curve 
becomes discontinuous. These conditions are illustrated in Fig. 
169 for the system 7 i-butane-^-hexane.^®> This figure shows that, 
as the pressure increases, the y-x curve approaches the diagonal, 
and that at a pressure of 33,5 atmospheres, which is above the 
critical pressure of n-hexane, the equilibrium curve becomes 
discontinuous in the region of high concentrations of ?i-hexane. 
High pressures are often used commercially for low-boiling 
materials since the increased difficulty of separation is more than 
offset by the increased esbse of condensation. Similarly a vacuum 
may be used to increase the relative volatility and thereby 
facilitate separation, but is more often used to reduce the tem- 
perature of distillation where materials sensitive to high tempera- 
tures are being handled. 

The composition of an azeotropic mixture also generally 
varies with the pressure, and by suitable distillations carried 
out at different pressures it is possible to separate a constant- 
boiling mixture. 

Illustration 1. — A mixture. of benzene aad toluene is boiling at 45°C. 
under a total pressure of 200 mm. Evaluate, using Raoult's law, the com- 
position of the vapor and liquid in equilibrium under these conditions. At 
45®C. the vapor pressures of pure benzene and pure toluene are 224 and 
75 mm., respectively. 

—IT 

224:X£-\-75{1 -xb) =200 

from 'which xb =0.839. The mol fraction of benzene in the vapor is obtained 
by dividing the partial pressure of benzene by the total pressure, i.e., 
?/j 5 = (224) (0.839) /200 = 0.940. Thus a mixture of benzene and toluene 
containing 0.839 mol fraction benzene would boil at 45°C. under a total 
pressure of 200 mm., and wmuld evolve an equilibrium vapor containing 
0.940 mol fraction benzene, giving a relative volatility equal to (0.940) 
(0.161)/(0.839)(0.060) =(224)/(75) =3.0. A similar calculation for the 
same liquid boiling at 760 mm. gives a temperature of 84‘'C. and an equilib- 
rium vapor of 0.93 mol fraction benzene corresponding to a\elative volatility 
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of 2.56. It is to be noted that for a given liquM eomposiifcbii, inererMing tte 
total preasure almost fourfold, made only a small change in the 
vapor composition and the relative volatility, but a ch*a^ in 

temperature. 

Complex Mixtukes 

la the case of more complex mixtures these rclstiomsliiiw are 
extremely involt^ed. Mixtures of hydroeatfoous, the types aad 
boiling points of which do not differ widely, usuirily follo'w 
Raoult^s law* within the experimental error. For other mixtures 
the vapor compositions must be determiiied experimeatAly 
(^e page 527). 

Petrolemn. — In the distillation of petroleum the immlbw* of 
components in the mixture is very great and it m not usu^y 
desired to separate the individual substances but rather mixtures 
of these within certain limits. However, it is often durable to 
fractionate the lower hydrocarbons present in rehnery and other 
petroleum gases to obtain relatively pure fractions of ethylene, 
propane or butane. In these distillations it is advantageous to 
use relatively high pressures in order to ridse the condensing 
temperatures. Under such conditions, it is found that deviations 
of the vapors from the perfect gas laws often constitute the major 
error in the application of Raoult^s law. Generalised corrections 
for such deviations have been developed which allow 

satisfactory prediction of the y-x relations of such noixtures. 

Ethanol. — ^The behavior of fusel oil (amyl alcobol) in the 
distillation of the fermented meish in the manufacture of ethanol 
is interesting. The fusel oil boils at about 130®C., but is only 
sparingly soluble in water. Therefore, as shown on page 523, its 
volatility when dissolved in water is abnormally high. If in an 
ethanol column fusel oil gets down on the lower plates when? 
there is practically nothing but water, its volatility is such that 
it is carried up the. column,* On the other hand, any fusel oil 
that gets into the top of the column is in the zone of nearly 
pure ethanol and here, because of its complete miscibility, its vola- 
tility is normal. It is obvious, therefore, that the fusel oil must 
concentrate in the middle of the column. In a batch operation 
it will remain in the middle until a large part of the ethanol is 
over and then it will distill with the low-test tailings. In a 
continuous column its concentration reaches such a point that 
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it can be removed continxiousljr from one of the plates in the 
middle of the column. The liquid removed contains both ethanol 
and water but the fusel oil has been concentrated to such an 
extent that its recovery from this liquid is easy. 

METHODS OF CALCDLATIOH 

Eqtiilibriiim Distillation. — In the case of a continuous (steady 
state) simple distillation, a material balance relat.es the composi- 
tion of the feed to the composition of vapor and residue produced. 
Consider the operation during the period of time such that F 
mols of feed with a mol fraction of A equal to Xf enter the still. 
In this same period of time Y mols of vapor are removed with a 
vapor composition of y and (F—V) mols of residue with the com- 
position Xw are removed from the still. By material balance 
in component A, 

Fxf=Yy->riF—V)x^. (1) 

Similar equations may be written for (?^■— 1) of the component 
present in the feed mixture. If the equilibrium relation between 
y and Xvp> is known, it is possible for a given value of Xf to solve 
Eq. 1 for V/Fj the per cent vaporized, as a function of y or 
x^ ; or for a given per cent vaporized it is possible to calculate y 
and Xtif. 

Differential Distillation, Rayleigh. Equation. — The computation 
of the separation realizable in this type of simple distillation 
was first made by Lord Rayleigh. Since the composition of 
the liquid in a still will change continuously during distillation, 
the analysis must he a differential one. 

At any given time during tlie distillation the still contains L mols of liquid 
whose composition with, respect to one component is x. Distill ofi the small 
amount — dL, the composition of which will be where y is determined as a 
function of x by the equilibrium curve. The total mols of this component 
in the still. Lx, will change an amount equal to --d{Lx'), which must equal 
the mols of this component vaporized, —y dL, i.e,, —y dL = --d(Lx), giving 

dL dx 

L ~{y~xy 

which is the Rayleigh equation in the differential form. Integrating between 
the limits and x^, with corresponding values Li and Li, 

Li JiEi y—x 
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In the few cases where a mathematical relat^askip l)etw«ii x and f is 
known, this integral may be e'valiiated thereby, but in general mmat 

be had to the graphical determination of the area under the curre of I /(f — x) 
vs. X. 

For the special ease of a binary mixture in which Raowlt% law appli« and 
in which, over the temperature range under canaideration, the ratio of the 
pressure of the two components, Pi/Pu is approximately constaiat, f *»€«/ 
i 1 ■+ (a — 1 )x] and this equation integrates to 


In* 


k 

U 


CL^l 


In 


! 


£i (I -Xt) 
x» f 1 —Xi) 



<1 —Xa) 
(1 ~Xi) 


where a « Pi /Pa— relative volatility (see page 521). 

For the sji^cial case of dilute solutions which follow Heury'a law, 
may write y— fer, whence the integral becomes 


ln« y In* —• 

La fc — I x% 

Obviously, L and x may be expressed in mols and mol fraction, r«»p«»- 
tively, or in weight and fraction by weight. 

Another form of the Ealeigh equation applying to any two cxuiipoaciitc 
of a multicomponent mixture is 


-dA A 

where A is the mols of the more volatile of the two components left in tl» 
liquid in the still at any time and B is the mols of the less volatile component 
remaining in the liquid at this time. For cases where etAs does not vary 
significantly, the equation can be integrated giving 

1 -d. 1 1 B\ 

In -j— —ocab In. -5-* 

, £>s 

Partial Condensation. — Theoretically there are two diamet- 
rically different ways of producing a partial condensation; these 
form two limiting cases between which all actual condensations 
lie. The first, which is called equilibrium coadensation, is 
characterized by keeping the condensate in contact and in 
equilibrium with the residual vapor. The second, differential 
condensation, consists in continually removing the condensate 
from the system as soon as formed. Continuous eqnilihriiini 
condensations may be pierfeotly and easily realized by main- 
taining a certain amount of liquid condensate in the condenstT, 
bubbling the incoming vapors through the liquid with sulEeieiit 
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contact to secure equilibrium, producing the partial condensation 
by cooling the liquid itself, and removing the excess of liquid 
formed by a continuous overflow at the surface where the vapor 
escapees. There is no mechanical device to accomplish a perfect 
differential condensation, though it can be closely approximated. 

Equilibrium Partial CondensatioD. — Given a number of mols of vai>or of 
composition to be enriched by simple condensation to a composition of 

it is obvious that the condensate must have a composition a: 2 , connected 
with Pi by the a; vs. y curve. Let the residual weight of vapor be 7s, 
Equating the original and final amounts of volatile component, 




or 


(.Vi—yi) 


V, 


Differential Partial Condensation. — If the condensation is a differential 
one, the change in mols of volatile composition in the vapor —d(^Vy) is 
equal to the amount of volatile component condensed —xdY, t.e., —d(_Vy)^ 
—X dV and —dV/Y = dy/ {y —x)^ ‘ whence 



dy 

yi y-x 


A differential condensation is more efficient than one, or any number of 
successive finite simple condensations between the same limits, and repre- 
sents the theoretical maximum efficiency of separation. It may be con- 
sidered as an infinite series of mfinitesimal simple condensations. For 
purposes of comparison the performance of a partial condenser should be 
given in per cent of this theoretical maximum, which may be determined by 
measuring the area under the curve of l/{y—x) vs. y. 

Dlnstration 2 , — hn equimolal mixture of benzene, toluene and xylene is 
to be distilled at atmospheric pressure to recover 95 per cent of the benzene. 
It is desired to estimate the molal per cent which should be distilled and 
the composition of the distillate and residue if the distillation is carried out 
as {a) simple equilibrium distillation, (b) differential distillation collecting 
all the distillate together and (c) differential distillation if the distillate in 
(fe) is collected in two equimolal portions. 

The variation of temperature during the distillation will cause only a 
small change in oc and for purposes of estimation an arithmetic mean will 
be used. The initial temperature of distillation will be approximately 
100®C. and the final temperature will be somewhat less than the boiling 
point of xylene, probably about 130°C. The relative volatilities of benzene 
to toluene at these two temperatures are 2.40 and 2.17, respectively, or an 
average asT = 2.29. The corresponding values for the relative volatilities of 
toluene to xylene are 2.35 and 2.15 or average <xz’x=2.25. 
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SoluHon. — a. Contiiiuoua equilibrium distillation. The r-lative ^Utility 

equation may be rewritten as 

y B _ OCMrX'jt 

Fr ““XT" 

where Fb and Yt s-re the mols of benjeene and toluene in the va|M.>r, res|«e- 
tively, and Xb and Xr are the correspionding hgnrtss for the Chi 

the basis of 100 mols of material charged, Vm w'onid ectaal 31. «7 and Jt* 
would equal 1.67, and Yr plus Xr would e^iual the toluene chared, or 
33.33 mols. Using these values gives 


31.67 

Yr 



from which Ft =29.73 and Xjp "*3.60. 


1.67 

33.33 - Tv 
^milariy 



Ft 

Yj[ 

29.73 

Fx“ 


Xr 
= 2.25^ 


3.60 ^ 

33.33 - FrJ 


giving Fr"=^^6.14 and Xx=«7. 19. These , value® are snmmariiied in tl» 
following table: 


CompKjnent 

lOistillate 

Residue 

Mols 

Mol % 

Mols 

Mol % 

Benzene 

31 .67 

^.2 

1.67 

13.4 

Toluene 

29.73 

33.9 

3.00 

23.9 

Xylene . 

26.14 

29.9 

7.19 ; 

57.7 

Total 

87.54 

1 


12.46 

1 



h. Using the integrated form of the Rayleigh equation 

®) (V;)- 

log20 = 2.291og(— 

20^ =^=3.69, 

2", =9.03. 

, /33.33> , /33.33\ 

1 o»> oo 


Xs = 13.66. 
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Component 

• Distillate 

Residue 

Mols 

Mol % 

Mols 

Mol % 

Benzene 

31.67 

44.9 

1.67 

5.63 

Toluene 

24,30 

34.4 

9.03 

30.80 

Xylene 

14.68 

20.7 

18.65 

63.52 

Total 

70.65 

.... 

29.35 



c. If the distillate of (6) had been collected in two eqniinolal portions of 
35,3 mols each: 


1 

/33.33\2^9 33.33 

V BP ) TP 

and 

1 

/33.33'\2.25^ 33.33 

V TP ) XP 

Solving these two equations together with the condition that B 2 ^+T 2 ^ + 
= 100 - 35.3 =*64.7 gives B 2 i = 13.93, r2^=22.73 and =22.03. The 
mols of each component in the first portion of the distillate are obtained 
by subtracting each of these values from 33.33, and the amount of each 
component in the second distillate is obtained by taking the difference 
between the values obtained in part (f>) and those of the first distillate. 


Component 

1st distillate 

2d distillate 

Ilesidue 

Mols 

Mol % 

Mols 

i 

Mol % 

Mols 

Mol % 

Benzene 

19.40 

55.0 

12.27 

34.7 

1.67 

5.68 

Toluene 

10.60 

30.0 

13.70 

38.8 

9.03 

30.80 

Xylene 

5.30 

15.0 

9.38 

26.5 

18.65 

63.52 

Total 

35.3 


35.35 


29.35 



To recover 95 per cent of the benzene requires the distillation of 88 per 
cent of the charge when the process is carried out as an equilibrium distilla- 
tion and of only 71 per cent when the process is made differential. Since 
less distillate is made by the differential process, the distillate will therefore 
contain a higher percentage of benzene. It should be noted that the enrich- 
ment obtained by such simple distillations [parts (a) and (6)] is relatively 
small. Part (c) suggests a method for improving this separation; thus, if 



DISriLLA TION 


S37 


35 per cent is distilled off as a differential process, it will eon tain 55 mol per 
cent benzene; an additional 35 per cent (based on original ehArge) may tbcri 
l:>e distilled and collected separately. This latter distillate hm a com|>«iition 
approximately that of the original charge and may be added to the still 
for the next distillation. By this means it is posaiWe to obtain the 95 p^r 
cent recovery of benzene in a distillate containing 55 per cent 
This latter operation would, of course, require more heat and larger equip- 
ment to take care of the redistillation. 

Steam Distillatioii. — Volatile organic liquids cjontainiiig non- 
volatile impurities in relatively small amounts frequently have 
l>oiliiig points so high that incipient decomposition may take 
place if they are distilled directly at atmospheric pre^me. Even 
where this would not occur upK>n the distillation of the pure 
liquid, the impurities may be sufficiently soluble in it m that, 
■when they are concentrated, the viscosity of the liquid and its 
boiling point may become so great that local superheating due 
to imperfect mixing will cause decomposition. Aniline, glycerin, 
fatty acids recover from cottonseed foots and many other 
materials illustrate this point. Advantage Is here taken of the 
fact that in a mixture of liquids not mutually mhible the partial 
pressure of one component reduces the partial pressures of the 
other components necessary for vaporization. 

When, the gas laws apply, the weight ratio of two compsonents 
in a vapor is equal to the molal ratio multiplied hy the ratio of 
the molecular weights, i.e., WA/WB — iyA/ys){MA/MM)=(pA/pB) 
{Ma/Mb) where y and p are the mol fractions and partial pres- 
sures, respectively, of the actual vapor. If water is one compK)- 
nent of such a vapor, WxJWw =^{PA/Pw)(J^lAfMw) and, for a 
binary mixture at the constant total presvsure tt, 



If the material distilled is entirely insoluble in water, the 
partial pressure px is the vapor pressure of the pure substance, 
and is the difference between the pressure reigning in the 
system and Even where mutual solubility is appreciable, the 
vapor pressures of the pure cconponeuts may be employed, siiict' 
the fractional reductions in the vapor pressures are approximately 
equal and the ratio is but slightly affected. When, however, the 
mutual solubility of the two substances is great, these coiisidera- 
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tions do not apply. In these cases one must determine experi- 
mentally the vapor-liquid equilibria. 

Unless the steam used is highly superheated or unless heat from 
an external source is supplied in addition to that of the steamy 
water will always be present in the still. This follows from 
the fact that, when the heat of vaporization of the substance 
distilled is taken from the steam, an equivalent amount of water 
must be condensed. When a water layer is present as well as 
the water-insoluble layer, then must equal vapor pressure 

of pure water and the temperature then becomes fixed at a 
value such that the sum of Pa and the vapor pressure of water is 
equal to the total pressure. It is obvious that this temperature 
is 1^ than the boiling point of either component alone at the 
same total pressure. 

Liquids' are purified by steam distillation,^’ not only because 
this lowers the temperature at which the- liquid distills, but also 
because the injected steam keeps the liquid mass thoroughly 
agitated. Thus aniline, for example, boils at 180°C. under 
atmospheric pressure. Under a high vacuum it can be boiled at 
100®C., but such a vacuum may be hard to maintain. If steam 
is injected into the still at atmospheric pressure, the aniline is 
heated to approximately 98®C., where the combined partial 
pressures of aniline and water equal 1 atmosphere, and vaporiza- 
tion proceeds, the mixed vapors distilling together. It is 
possible to use any inert gas instead of a condensable vapor for 
the distillation, although in this case the heat must come either 
from the cooling of the hot gas or from some external source. 
Since the gas is saturated with the vapor of the material distilled 
when it leaves the condenser, it must be recirculated through a 
preheater to avoid this loss of vapor from the system. 

Steam distillation is generally carried out in a cylindrical 
still, sometimes externally heated by either steam jacket or 
direct fire, and with injection of the steam through coils placed 
in the bottom of the still with numerous perforations to secure 
uniform distribution. The still must be connected with a con- 
denser for the liquefaction of the mixed vapors, the components 
of which are separated by gravity. The use of steam is a matter 

* The relation between the number and size of these distributors and the 
pressure drop and rate of flow througli them may be deternained by con- 
sidering the perforations as orifices (seep. 61 ). 
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of ecnvenieiice and cheapness, as other vmpore not appreciaW/ 
soluble in the material to be distilled may thus be empIoy«i. 

The method for calculating most of the points involved in the 
design of stills and auxiliaries for steam distillmtioa, such, for 
example, as the heat quantities that must be supplied la vapor- 
ization and removed in condensation, the volume of vapore and 
liquids to he handled, the heating and condensing 
necessary, etc., are but the application of pnndpte alrmdy 
described. 

The ratio of the substance distilled to the steam conQing over 
with it is always below that calculated from the steam distillation 
Eq. 2, owing to imperfect contact of the steam with tie sub- 
stance. If the steam comes through in large bubbles that rise 
rapidly and if the layer of liquid being distilled is shallow, 
the time of contact in the still may be too small to secure equilib- 
xium between the steam and vapor, and it ieav€^ the still carry- 
ing less than the maximum amount of vapor. This equation 
gives a statement of the theoretically possible performanee of 
a still, and thus furnishes an exact measure of the efficiency 
of the operation. 

Steam Distillation in Vacuum. — While mc^t steam distilla- 
tions are carried out at atmospheric pressure and at le^ than 
100°C., one must occasionally deal with a material of such low 
volatility that a higher temperature and less than atmospheric 
pressure must be used. An important illustration is the purifica- 
tion of oleic and other fatty acids by steam distillation where the 
highest allowable temperature and the lowest obtainable vacuum 
are desirable. 

The steam consumption of such a distillation is in any case 
strikingly small, but decreases as the total pressure^ is reduced 
and becomes zero wben the pressure on the system is reduced to 
the vapor pressure of the material being distilled, for under this 
condition the material will boil without the presence steam. 
Just because liquids of higher volatility, such as aniline, can 
be steam distilled at atmospheric pressure is no reason why 
they should be so distilled. For the greatest economy in steam 
distillation, the still should be heated from an external source of 
energy to the highest allowable temperature, and should be 
operated under as high a vacuum as the cooling water will p^Tinit. 
The only equipment needed in addition to that usually employed 
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is a wet-air pump for the removal of the condensed liquid and any 
permanent gases originally dissolved or due to leakage of' air. 
As is obvious from ordinary steam-condenser practice in power 
plants, such a pump is cheap both to install and to operate. 

In the separation of glycerin from impurities by steam dis- 
tillation, the volatility of the glycerin is so low that the distilla- 
tion must be carried out at the best attainable vacuum and at 
a high temperature, approximating 180°C. At this temperature 
and pressure the solubility of water in glycerin is very small, 
and the vapor pressure of the glycerin is therefore practically 
that of the pure substance. However, unless separated by 
fractional condensation, the glycerin and steam condense together 
as a single liquid mixture and must be separated by a subsequent 
distillation. Because of the widely different boiling points, little 
glycerin is then volatilized, and this process is generally called 
evaporation. 

Uee of Superheated Steam . — If the substance to be distilled 
is maintained at the highest allowable temperature by an external 
source of heat, and at a pressure sufficiently low to prevent the 
formation of a water layer, the steam consumption of the process 
is greatly decreased. The partial pressure of the steam is found 
by subtracting from the total pressure in the system that of the 
material being distilled. The total pressure is determined by the 
cooling water and condensing apparatus employed. 

In this type of distillation it is especially important to prevent 
any condensation of the mixed vapors arising in the still until 
they have passed, the highest point in the goose neck at the top 
of the still and are on their way down toward the condenser. 
Lagging the top of the still is insufficient, as this merely ^educes 
but does not eliminate the evil The still should, wherever 
possible, be externally heated up to and above the top. A steam 
jacket can be used, but this is expensive to construct and is likely 
to develop leaks, and the realizable temperature is limited by 
the strength of the still. Where direct firing is used, it is best 
to allow the fiue gases to flow up and over the top of the still 
at such a temperature as to avoid appreciable superheating of 
the vapors and yet to prevent all heat loss from the vapor zone. 

Illustration 3. — In a direct-fired still operating by the semi-batch method, 
stearic acid is being purified by steam distillation in a vacuum. Super- 
heated steam is injected into the mass hy means of perforated pipes in such 
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a manner that the steam leases the liquid phase at a temjMirtture of 240*C.» 
70 per cent saturated with acid, ie., in a ratio equivalent to TO per «?iit of 
the equilibrium value. Assume the following operating conditiona to : 

barometer, 748 nim. of mereurjr; vacuum iii still, 652 mm.; Mid temperatiar* 


of material when charged, 70“F. 

Data. 

Average specific heat of solid stearic acid ... D . 4 
Average specific heat of stearic acid vapor . . D . 47 

Latent heat of fusion of stearic acid. 47 .6gta, cal. /gin. 

Melting point of stearic acid. 64 ®C. 

Average specific heat of liquid stearic acid . . 0.55 

Latent heat of vaporization of acid at 

240®C 66 . D gm . eal./gm. 

Vapor pressure of stearic acid in* mm. of mercury: 

At 240°C 10 mm. 

At 220°C 8 mm. 

At200°C Smm. 


Total heat of dry saturated steam at 240°C. alxive liquid water at 70**F. — 
1167 B.t.u,/lb. Specific heat of low-pressure 8uperhemtc?d steam » 0.46. 
Moleeulai weight of acid =284.4. 

1. Calculate the pounds of acid passing to the eondmser per of 

steam, on the assumption (o) that the top of the still is so jaeketed by cona- 
bustion products that no heat is lost by the vapors leaving the acid in the 
bottom of the still until they reach the condenser ; (b) that the still is not 
thus jacketed and that the vapors cool 40®C. before leaving the top of the 
still; (c) that the still is lagged but not jacketed, so that the vapors cool 20® 
before leaving the still. 

2. In cases (6) and (c) what percent of the acid initially evaporated in the 
still is refluxed hack into it for reevaporation, and what per cent of the total 
heat consumed in the initial distillation of the acid is lost by radiation and 
convection from the top of the still? 

3. What is the total consumption of heat required for the distillation in 
the three cases, expressed as B.t.u./lb. of product? 

Basis: 1 lb. of steam leaving still at 240°C. 

Partial pressure of acid = (O.7O)(10) = 13.3 mrri. 

Total absolute pressure =748—662=86 mm. 

Partial pressure of steam =86 — 13.3 = 72.7 mm. 

Heat consumption ill C.h.ii. lb. of acid: 

To heat solid acid: 0.4(64 -21) = 17 2 

To melt solid acid: = 47 B 

To heat liquid acid: 0.55(240-64) = ‘>6 9 
To vaporize acid: = (♦(> D 

Total 227 7 

13 3^284 4 

Pounds of acid lb. of steam ” 727 x 18 02^ 
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Hence the heat used by the acid evaporated by 1 Ih. of steam is 2.89 x 
227.7 = 657 C.h.u. or 1.8X657 = 1185 B.t.u. To this, one must add the 
1167 B.t.u. in the steam, or a total of 2352 B.t.u., which is 2352 -^-2.89 =813 
B.t.u. /lb. of product. 

At 2(X)°C. the weight of acid per lb. of steam (figxired similarly to the 
above) is (3) (284) ^ (86 —3) (18.02) =0.57 lb., i.e., 2.32 lb. are condensed 
and refluxed, or 80.3 per cent of the total evaporated- The heat lost is 
1.8(240— ^10) (0.46) =33 B.t.u. due to cooling of the steam; 1.8(240—200) 
(0.47) (0.57) =19 B.t.u. due to cooling of acid vapor; 1.8(66) (2.32) =276 
B.t.u. due to condensation; 1.8(240— 200) (0.55) (2.32) =92 B.t.u. due to 
cooling of the condensed acid; this makes a total of 420 B.t.u. The heat 
consumption per lb. of steam is 1 167 B.t.u. in the steam ; 0.57 (227,7) (1 .8) = 
233 B.t.u. to preheat and vaporise the acid distilled; 2.32[66-h0.55(240 — 
200)1(1.8) =367 B.t.u. to reheat and vaporize the acid refluxed; this gives 

a total of 1767 B.t.u. The heat loss is therefore 23.8 per cent of the heat 

consumed. 

Similarly, at 220°C., the acid distilled per lb. of steam is 1,62 Ih., while the 
reflux is 1.27 lb. or 44.0 per cent. The heat consumption is 2006 B.t.u. per 
lb- of steam, and the heat lost is 220 B.t.u. or 11 per cent. 

Obviously, the heat consumption per lb. of product is found by dividing the 
total used i>er lb. of steam by the yield. Hence, the answers are as follows: 

la. 2.89 lb. of acid evaporated /Ih. of steam. 

15. 0.57 lb, of acid evaporated /Ih. of steam. 

Ic. 1.62 lb. of acid evaporated /lb. of steam. 

25. 80.3 per cent of the acid is refluxed for 23.8 per cent heat loss. 

2c. 44.0 per cent of the acid is refluxed for 1 1 per cent heat loss. 

3a. 813 B.t.u./pound of product. 

35. 3100 B.t.u./pound of product. 

3c. 1240 B.t.u./pound of product. 

The recovery of benzene and toluene from illuminating gas, 
recovery of gasoline from natural gas and processes of this type 
are frequently accomplished by dissolving the vapors in a suitable 
solvent, such as a heavy paraffiLn oil or cresol. There is thus 
produced a solution so dilute with respect to the benzene that 
removal of the benzene by simple distillation is impractical 
on account of the high boiling point. The situation is met by 
distilling the mixture with steam at a temperature so low that 
the volatility of the oil is negligible. Condensation of the steam 
and benzene makes possible the separation of the two by gravity. 

As the benzene or other vapor is removed from the oil, its con- 
centration decreases, and, according to Henry's law, its partial 
pressure decreases proportionately. This means that the neces- 
sary quantity of steam progressively increases during the dis- 
tillation. Since, however, steam saturated with benzene at a 
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low concentration of benzene in oil is still capable of picking up 
benzene from a solution of higher benzene content, it is obvious 
that countercurrent flow of steam and benzene is demmided. 
Such countercurrent flow is obtained in rectifying columns of the 
general type described on pages 547 to 551. 

The steam consumed in such a process may be greatly reduced 
by the use of a vacuum, for reasons entirely analogous to those 
already described; and although a vacuum is not u^&ly 
employed in this work, its desirability is clear. 

A study of the rectifying columns mentioned at>ove shows 
that the pressure on the lower plates is always higher th«yn that 
on the upper ones. This increase of pressure at the bottom 
of such a column interferes with the removal of the volatile 
component by the steam. By allowing a free passage lor the 
vapors up through the column, at the same time providing for 
eiBfective counterflow of the liquid down through the column, 
this difficulty is reduced to a minimum. For this reason, the 
tower fillings described on page 550 can here be used to advantage. 

Volatile Solid Component; Sublimation. — Certain solid sub- 
stances possess at temperatures below their melting points vapor 
pressures so high that distillation without melting is practical. 
This process is called sublimation and is used for the separation 
of solids when only one component is volatile. Except in the 
respects noted below it does not differ from the distillation of 
a material containing a single volatile liquid. 

If the material sublimed contains only a slight amount of non- 
volatile impurities, the volatilization can be carric^d out without 
difficulty in a direct-fired or steam-jacketed still or retort. The 
material is in immediate contact with the hot wall of the retort 
and, as it volatilizes, fresh charge comes into contact vith the 
heating surface. If, on the other hand, there is a large per- 
centage of infusible, nonvolatile impurity in the material, the 
escape of the volatile portion that is in immediate contact with 
the retort wall leaves behind an insulating layer of impurities 
wiiich makes it difficult to heat the whole mass without danger 
of localized overheating. In such a case direct contact of every 
portion of the charge with the retort wall must be effected by 
some sort of agitation. 

The most serious problem in sublimation is in the eorulensation 
of the vapors. If a surface condenser is used, the cooling surface 
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is quickly coated with a layer of the sublimate which insulates 
the vapOTS from the condensing surface and greatly reduces the 
capacity- In some cases the condenser can be equipped with 
mechanical scrapers, but such an apparatus must generally be 
made of steel or east iron and there is danger of contamination 
of the product. It is usually best to condense the vapors by 
diluting them with large, quantities of cold gas, most fre- 
quently air. Where necessary, inert gases can be used for 
dilution. 

If the vapors are cooled very quickly by admission of gas at 
a temperature far below the sublimation point, the material con- 
denses as an .extremely fine powder. When it is desired to 
produce large crystals, the temperature and quantity of diluent 
gas must be so controlled that the vapors are not greatly super- 
saturated. If these vapors are now passed through a large 
chamber in which strings or other centers for crystallization 
are suspended, the supersaturated vapor will condense slowly 
and large crystals will result. 

The disadvantage of condensation by dilution is that the gas 
leaving the condenser chamber is saturated with the vapors of 
the material sublimed. While the partial pressure of the material 
at this low temperature may be small, the quantity lost can be 
large sinc.e the molecular weight may he high and the gas quan- 
tities very great. These difficulties are met by cooling and 
recirculating the gas. If, however, a surface cooler is used, it 
will choke up with crystals deposited from the saturated gas. 
This can be overcome by using a spray cooler and by filtering out 
the crystals that separate from the water withdrawn from the 
chamber, or by evaporation if the material is soluble. In the 
latter case the spray water may be recirculated through a surface 
cooler. Where the material sublimed is sensitive to water, other 
suitable liquids, such as organic solvents, can be used for the 
spray cooling and recirculated through a surface-type water 
cooler. 

In the sublimation of materials sensitive to heat, it is some- 
times advisable to admit gas or steam in the retort itself to 
volatilize the material at a tenrperature below its normal sub- 
limation point, in away entirely analogous to that used in steam 
distillation; however, this introduces additional difficulties in 
condensation. 
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tJNDERLYINfG PIRIMCIPLES OF SEPAIUHOH 

Referring again to Fig. 1^6, which gives the relationship 
between the composition of the liquid and the composition of the 
vapor in equilibrium, a possible method of separating components 
becomes evident. If, now, the vapor which was given off when 
the liquid boiled at temperature E and wtiich in composition is 
represented by F is condensed and heated by itself, it "will boil 
at temperature G and giv''e off vapor having the compogation H. 
If this in tuni is condensed and again heated, it will boil at i, 
producing a vapor of the composition J, and so on until aJinofit 
pure benzene is obtained near C. Or, what amounts to the same 
thing, if the vapor formed at E with the composition F is cooW 
from the temperature at F (102®C.) to the temperature at G 
(96°C.), vapor of the composition H, much richer in benmene, 
will persist, and the remainder of the vapor will condense to 
form a liquid poorer in benzene, with the composition eoirespond- 
ing to G. Thus by controlled condensation the same result wiM be 
obtained as by complete condensation followed by revaporization. 

When the vapor of composition H falls in temperature to the 
point J, some of it will condense to a liquid poorer in benzene 
than that represented by Z, by the amount of benzene which has 
remained in vapor form of the composition represented by /. 
This liquid poorer in benzene than 1 will, if returned to the still, 
immediately boil, again taking heat from the still. When the 
vapor of composition F falls in temperature to the point G and 
partly condenses, it must give off heat equal to the heat of 
condensation of the liquid formed. If now the liquid condensing 
at I, which is richer in benzene than that condensing at G, can 
come in contact with the vapors ‘condensing at G, the heat of con- 
densation here set free will immediately boil the liquid condensing 
at Z, and no heat will be taken from the still. In other words, the 
hot vapor rich in toluene will boil the cooler liquid rich in 
benzene, forming from the first a liciuid yet richer in toluene, and 
from the latter a vapor yet richer in benzene without the con- 
sumption of more heat from tiie still. 

All apparatus in which these conditions are realized is shown 
in Fig. 170, where E, G and / are stills, (aich supplied with a 
heating coil and a discharge for the vapor, and in which are placed 
mixtures of benzene and toluene having the eonq>ositit)ii repire- 
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sented by the poiats E, G and I corresponding to the boiling 
points E, G and 1 on the carve ABC in Fig. 166, page 525. The 
coil in E is heated by steam which boils the liquid of the com- 
position E^ evolving vapor of the composition F, at the tempera- 
ture of which passes into the heat- 
ing coil of the still G, Here the 
vapor condenses and liquid of the 
composition F runs out of the coil 
into a receiver. But the condens- 
ing vapor in the coil boils the 
liquid in G, and vapor of the compo- 
sition H passes into the coil of the 
still Ij and so on. In this way 
successive stills will deliver vapor 
ever richer in benzene until, if 
enough are employed, almost pure 
benzene will be obtained. 

But the effluent from the coils in the still G is of the same 
composition as the contents of still G and can be added to it. 
Since this is the case, one can as well allow the vapor from still E 
to pass directly into still G and condense therein a liquid richer 
in toluene and evolve a vapor richer in 
benzene. 

An apparatus in which this direct inter- 
change of heat and consequent condens- 
ation and evaporation can take place is 
called a rectifying column, and the process 
carried on within it is called rectification. 

Such a system is shown in Fig- 171, 
where is a still body or kettle. Resting 
on the outlet of the still is a column 
divided into compartments by plates 
perforated with small holes. Each plate 
has an overflow pipe discharging into a 
pool of liquid on the plate below. The 
layer of liquid on each plate is prevented 
from passing down through the holes by vapor which is passing 
up through these holes, from the compartment next below. Any 
excess liquid accumulating on the plate flows down through 
the overflow pipe. The letters on the apparatus correspond to 
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those on Fig. 166, page 525. Vapor from the still at temperature 
E and composition F passes up and partly condenses at t€iii|»r«- 
ture G in compartment G, with a composition slightly poerew in 
benzene than that corresponding to G. Hew is evolved va^r of 
the composition H which bubbles up through the liquid on the 
next higher plate which is richer inbenasene, with the compcmtion 
I, Here again condensation takes place at the temperature of I 
and the heat evolved sends off vapor of composition J, even 
richer in benzene. This can be repeated any number of times, 
and the vapK>r finally issuing from the apparatus at the top and 
into the condenser is practically pure benxene. As in the 
previous illustration, each one of the compartments in the 
column may he considered a small still in which the Kmrce of 
heat is the hot vapor coming from below and the cooling elemcat 
(condenser) is the cooler liquid from the plate above. 

The relationship here pictured is in fact valid only in cam the 
molal ratio of liquid overfi owing from plate to plate to the vapor 
rising through the plates is practically unity, the ratio of 
distillate to liquid vaporized is exceedingly small. In practice 
less overflow must be employed to reduce the heat consumptiw, 
and the rate of enrichment is much less rapid than that indi- 
cated in the explanation. This special ca»e is discussed here 
because it brings out clearly the nature of the underlying 
phenomena. It corresponds to the asymptote of Fig. 181 , 
page 568. 

Rectificatioa. — A study of the liquid-vapor equilibrium curves 
shows that the condensate formed upon partial condensation of a 
vapor is necessarily richer in the volatile component than the 
liquid from which the vapor was originally evolved. Therefore, 
this condensate cannot be in eqiiilibriym with the v-apor rising 
from the still, and if it is brought in contact with it some sort 
of interaction must take place. From the liquid-vapor diagram 
it is seen that this interaction must involve the condensation 
from the vapor rising from the still of part, of the less volatile 
component, with evolution of a new’- vapor richer in the more 
volatile component. The heat of condensation thus set free 
tends to raise the temperature of the liquid, but, since it Is 
already at its boiling point, there results a new vapor richer in 
the more volatile component. This interaction of a vapstr 
rising from the still with the condensate from a part of the vapor 
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previously evolved is called rectificatioa which affords an efficient 
means for separating volatile liquids. 

Since rectification in its result is equivalent to a series of 
redistillations without the consumption of additional heat, it is 
analogous in this respect to multiple-effect evaporation; how- 
ever, it is only the result that is similar and not the mechanism 

of attaining it. 

As already indicated, the 
enrichment of a vapor in the 
more volatile constituent by 
cooling it sufiiciently to sepa- 
rate out as liquid a part of the 
less volatile component will he 
here designated partial con- 
densation; the interaction of 
such a partial condensate with 
the vapor rising through a 
column, resulting in further 
enrichment of the vapor in low- 
boiling constituent, will be 
called rectification. 

Plate Columns . — In order to 
I be efficient, the contact between 
the vapor rising from the still 
and the liquid reflux resulting 
from a previous partial conden- 
sation must be countercurrent 
and as intimate as possible. 
Experience has developed the 
bubbling plate column as one 
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Fi<3. 172. Bubble plate rectifying best devices foT SCCUr- 

column. 

iiig this result. This rectify- 
ing column, as it is called-, consists of a series of plates over 
which flows the liquid reflux and through which the rising 
vapors are made to bubble. The reflux flows from plate to 
plate through suitable overflow pipes and the vapoV rises through 
each of the plates in series countercurrent to the flow of the 
liquid - 

A section of such a column is shown in Fig. 172, in which 
overflow weirs and partitions are used instead of overflow pipes. 
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The height of the overflow w%bt regulates the depth oi the liqwW 
remaining on the plate and the lower end of the partition m ^aled 
ill the liquid on the plate below in order to prevent the vapor from 
passing up the overflow space. The bubble caps are of vwioiis 
design, one common tyf>e being shown in Fig. 173 . The vapor 
passes up the central vapor riser and reverses direction and 
passes downward inside the annular space bct-ween the cap and 
riser and then out through the slots into the liquid. The amount 
of opening of the slots, t.e., the 
portion of slot discharging 
vapor, depends on the quantity 
of the vapor flowing, being zero 
for no vapor flow but increasing 
with vapor flow until the entire 
slot area is being used ; if such a bubWa emp amu 

cap is overloaded sufflciently, 

vapK>r will escape around the lower periphery. Long rectangular 
bubble caps have been used in place of the round cape iflustmted 
in Fig. 172. 

A simple type of plate sometimes employed consists of per- 
forated sheet metal or even of a wire screen, Fig. 171, page 546. 
This type has the disadvantage that, when the vapor velocity is 
low, the liquid leaks through the vapor holes from the plates into 
the still. Consequently, such a column cannot be operated at 
low capacity. With a high vapor velocity the friction through 
the holes is very large and, if such a plate is not absolutely level, 
all the liquid will run through the low side and the vapor 
pass up the high side. However, these plates wdien properly 
placed give a high plate efficiency because of the exception- 
ally small bubbles produced and their e^xceilent distribu- 
tion, and they also have high capacity for a given amount of 
entrainment. 

A relatively large pressure, is required to force the vapor 
through the column against the resistance of the orifices and the 
liquid head, which is a disadvantage in many gas-washing 
operations ; but this disadvantage disappears in distillations 
where increased temperatures do not harm the materials being 
distilled, because the necessary pressure can be easily developed 
within the still by merely allowing the temperature of the boiling 
liquid to rise (but seepage 551). 
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Tower ‘Fillings . — Tlie interaction between vapor and refluxing 
condensate can be efficiently secured by the use of a plain tower 
filled with, suitable packing material over the surface of which 
the reflux flows to the still and through the voids of which the 
vapor rises. When dealing with excessively corrosive liquids, as, 
for example, in the separation of nitric and sulfuric acids,* such 
a tower can be built of resistant material and filled with broken 
quartz. A number of tower fillings made from refractory 
earthenware have been developed, all designed to present a large 
surface of contact between vapor and liquid, to avoid the forma- 
tion of channels through which the liquor may pass undisturbed 
by the vapor, and to develop as little back pressure as possible. 

ror‘ large towers the cost of the packed column often exceeds 
the cost of an equivalent bubble cap tower and generally the latter 
is used; however, where corrosive materials are being handled, or 
where the pressure drop must be kept low, packed towers can be 
advantageously employed. In small pilot plant operation, the 
small-diameter columns can be made cheaper as packed towers 
than as bubble plate towers, and in small laboratory columns very 
efficient fractionation can be obtained by the use of special types 
of packing which would be too expensive for even moderate- 
size towers. 

Avery popular packing fox columns is a cylinder of earthenware 
having a diameter equal to its height. These rings are thrown 
into the tower at random, their uniform size and dimensions 
insuring an even, homogeneous packing. The area presented 
for reaction is large, while the frictional resistance to the moving 
vapor is small. An even and uniform distribution of the partial 
condensate over the top of the tower filling is controlling in the 
efilcient operation of such a tower, especially if it is relatively 
short. There exists a strong tendency for the ascending vapor to 
seek out channels of least resistance, and these chimneys, 
once formed, seem to perpetuate themselves, allowing the liquid 
to flow down undisturbed. It has been shown that, if the 

* IsTitric acid may be efficiently concentrated by mixing it with strong 
sulfuric acid and allowing this mixture to flow down a filled tower against 
an ascending current of steam. The heat of condensation of the steam com- 
bined with the heat of dilution of the sulfuric acid distills the nitric acid. 
The fractionating effect of the tower enables the operator to withdraw con- 
centrated acid from the top of the tower and completely denitrated sulfuric 
acid from the bottom. 
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diameter of a tower is approximately ten times the diame^ of 
the packing, the liquor will tend to distribute it«lf more or 
evenly, but, if the liquor is introduced at the top in one lairge 
stream, it may be a considerable distance down the tower before 
satisfactory distribution is obtained, and a distributor for intiro- 
ducing the liquor is desirable. 

Rectification under Vacunm. — If the op>erating temperature 
in a rectifying tower must not exceed a low maximum, as in the 
dealcoholizing of beer, a vacuum must be m^ntained in the 
system. Under this condition a tower or column with an open 
filling to give the least frictional resistance to the flow of vapor is 
better than a column equipped with plates (me page 550). 

OofidefLsers . — It has already been pointed out that a partial 
condenser can be used to effect a partial enriebment of the v&pm, 
and this separation can be used to aid the rectifying column . 
However, to attain simplicity in operation it is customary to 
omit the partial condenser altogether and employ a final con- 
denser which completely liquefies all vapor leaving the eolumn, 
a part of this condensate being deflected as reflux to the column 
and the rest taken off as product. It is^ however, difficult to 
construct and operate a single condenser of this type which will 
both cool the product and at the same time preheat the feed. 
It is usually better practice to employ a single condenser for the 
production of reflux and product, cooling the latter in a liquor 
cooler. 

Where the vapor is insoluble in water, the final condenser 
may be of the jet-condenser type. If the heat to be absorbed is 
large and the condensate separates readily from water, as in the 
refilling of heavy petroleum oil, a short tow'er packed with Hasehig 
or similar earthenware rings, over which cooling water flows, is 
both inexpensive and efficient in its condensing action. 

InterniitteTit Operation oj Distillation Apparatus. — A rectifying 
apparatus can be operated in two fundamentally different ways. 
In intermitierd operation the still below' the column is filled with a 
charge of the liquids to be separated {e.g., benzene and toluene) 
and distillation is begun. In Fig. 174, S is the still, D the rectify- 
ing colli inn, F the partial condenser, C the final condenser and W 
an auxiliary cooler for the product. G is a glass dome covering 
the overflow chamber A, w'here the rate of distillation can l>t‘ 
observed and where a hydrometer may float, indicating at all 
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times the density of the liquid product. As a volatile constituent 
(benzene) is removed, the residuum in the still becomes progress- 
ively richer in the less volatile substance (toluene). This means 
that the vapor rising from the still grows continually poorer in 
benzene, and hence to free it from toluene, since the rectifying 



!Fig. 174:. — Still, bubble plate rectifying column, partial condenser, final con- 
* denser, and distillate cooler. 


column is of a fixed length, the ratio of condensate refluxed at 
the top of the column to the distillate must be progressively 
increased. This necessity for continually modifying the operat- 
ing conditions in an intermittent distillation is a serious dis- 
advantage, but satisfactory separation of the constituents can 
be realized, except at the very end of the operation, when the 
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distillate always contains some of the higher Ixiiliiig conatitiieiit 
and must be eollect(*d separately for admixture with the neirt 
charge. This inability to effect complete separation at the end 
of the operation is occasioned by the fact that there is insufficient 
low-boiling component ip the system to nfiaiiita.iii the rieeej«»ry 
concentration gradient through the column, i.e., there remains 
only the high-boiling component on the bottom plates. The 
effective length of the column is thus reduced below that cMcntial 
for complete separation. 

Continuous Operation of IHstiUedion Apparodns . — Just before 
the end of the operation in an intermittent unit as above con- 
sidered, toluene exists in the still free from benwne, while there 
is being discharged from the condenser practically pure ben«ne. 
The percentage of benzene in the vapor and liquid in the column 
increases progressively from the bottom to the top plate. Afeume 
that the original feed to be separated contains 80 per cent of 
benzene. On some plate in the column a liquid of practically 
this composition will be found. If, now, the feed containing 80 
per cent of benzene is introduced continuously onto this plate, 
the conditions in the system will tend to {>erpetiiate themselvw?, 
z.e., concentrations at all points will remain unchanged, benMjne 
will be discharged from the final condenser, while toluene will 
work its way down into the still from which it may be con- 
tinuously withdrawn. This method of distillation is called 
continuous rectification. It may be shown mathematically 
that the heat efficiency of a continuous operation is greater than 
that of an intermitt'ent operation, while, as above noted, the 
operating conditions are less complicated. Intermittent rectifi- 
cation is justified only \rhen working on such a small scale, ,(>r 
where it is desired to produce more than two fractions of high 
purity with a single column. Rectification, especially if con- 
tinuous, offers various opportunities for the economy of heat 
through the use of heat economizers or exchangers. The best 
'‘routing” of the feed through the heat-re cov^'ery system varies 
with conditions. 


Methods of Ca.lcuuation 

The mathematical theoTy of the rectifying eokinin as applied 
to the distillation of binary mi.xtures was first developed by 
Ernst Sorel/^^^ who calculated the enricliment from plate to 
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plate by equating the amount of energy and of matter entering 
and leaving each plate and by assuming that equilibrium was 
realized between the vapors and the liquid leaving the plate 
Sorel applied his method successively from one plate to the next 
in a column. In consequence the compqtations become involved 
and it is difficult to visualize what is taking place. The follo^wing 
is a modification of Sorehs method, which simplifies computation 
and makes it possible to present results in graphical form. 

The derivation will assume a column in continuous operation 
with the feed, i.e,, the binary mixture to be separated, entering 

on a plate somewhere 
between the top and the 
bottom of the column. 
The results may, however, 
be applied to a discontinu- 
ous column at any particu- 
lar instant during the 
operation, provided the 
amount of condensate in 
the column is small in pro- 
portion to the amount in 
the still. 

Nome n c lature. — The 

nomenclature is indicated 
by Tig. 175, where, for the 
sake of simplicity, there is 
shown a single condenser, so 
that the overflow back into 
thp column is of the same composition as the product. However, 
this has nothing to do with the derivation and does not affect 
the validity of the equations. Heat is supplied by conduction at 
the bottom of tbe column, as by means of steam condensing in 
closed coils or by externally firing the still. 

Call any particular (variable) plate above the feed plate tbe 
?^th and that below it the mih. plate. Call the amount of vapor, 
rneasured in niols per unit time passing any particular section, 
V, and the amount of overflow passing the section, O. On 
the same basis, F, D and W represent tbe respective arnounts of 
feed, overhead product and residue. These quantities are to 
include in each case the mols of both components. Designate 
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the poiat of origin of the particular vapor or overioir referred 
to by the use of a subscript ; thus F» is the mols of vapor risliig 
from tbe nth plate, while is the mols of overflow coming 
down to that plate from the plate above. Um the suhwrlpts / 
and c to refer to the feed line and to the condenser, res’pectively. 
Call the mol fraction of the more volatile component in tbe 
liquid :r and the mol fraction in the vapor y. Indicate the 
liquid to which reference is made by subscripts; thus is tbe mol 
fraction of volatile component in tbe residue leaving the bottom 
of the still, while ym is the mol fraction of the same component 
in the vapor rising from tbe mth plate. Tbe quantities require 
in discussion are assembled in the following table: 

X s=iaol fraction of more volatile component in liquid. 
y =inol fraction of more volatile component in vapor. 

D = mols of distillate -withdrawn as product per unit of time 
Xc =mol fraction of more volatile component in the distillai©. 

C>n+i =mols of overflow from plate n-f-l to plate m, per unit time, 
rn+i — mol fraction of more volatile component in overHow, 

Fn — itiols of vapor passing from, plate n to pl&te m-f-l por unit ttme. 
yn = mol fraction of more volatile component in vapsor, F«. 
iP== mols of the mixture fed to the column i>erunit time. 
a;/=mol fraction of more volatile component in feed, F. 

W ==mols of residue per unit time. 

a;«,»mol fraction of more volatile component in residue, IF. 

O' »4.i — theoretical minimum overflow from plate n + l* per unit tinae. 

n = th.e number of the plate under consideration, counting from tte 
feed plate up. 

7 W==the number of the plate under consideration, below the feed plate, 
counting up from the still. 
total latent heat in the vapor Vn- 
ri=molal heat of vaporization of more volatile component. 
r2==molal heat of vaporization of less volatile component. 

It is eavsy to visualize each step and appreciate its significanc'e 
by discussion of a special illustrative case; consequently tbe 
following will refer to the separation of ethanol and water, ethanol 
being the more volatile component. 

Consider the whole apparatus above a section drawn between 
tbe nth and the (n--hl)tb plate, just below tbe latter. The only 
thing entering this section is the vapor from tbe nth plate, Vn. 
Leaving this section is the product D, and the overflow from the 
(7i-f-l)th plate, Therefore, by a total material balance, 


( 3 ) 
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The total ethanol entering this section must equal that leaving 
it, Le.j 

By eliminating Vn from these two equations, one obtains 


_On+lOCn+l , Dxc 
n -j- r\ i r\ 


(5) 


Similarly, for conditions below the feed plate one obtains 

C)fn,-\-'L bP " Xfjo 

O^+i-TT' W 

Since these equations represent nothing but equality of input and 
output, for conditions of steady operation their validity cannot 
be questioned. Furthermore, inspection of Eq. (5) shows that 
under these conditions it contains only three variables, 
yn and 0r^\, Similarly, tbe only variables in Eq. (6) are 
ym and Om+i. Obviously, therefore, one needs to find only one 
other independent relationship between these variables to 
determine the value of both the others if that of any one is known 
at any point in the column, and this relation is a heat balance. 
While the principle underlying such a heat balance is simple, 
its details become, in the general case, sufficiently involved to 
interfere with a clean-cut visualization of the significance of tbe 
results. Hence, to avoid this difficulty, at the start certain 
simplifying assumptions will be made, which in many important 
cases are close approximations to the facts. 

The heat supply to that part of the column above the nth. 
plate is obviously restricted to the heat content of the vapor Fn 
entering it. Part of this heat may be lost through the walls, 
part is consumed in heating the liquid overflow going down 
the column, and the rest goes to furnish the heat in the vapor 
rising to the plates above. Since heat loss from the walls of the 
column should be eliminated, so far as practicable, by lagging or 
otherwise, it will now be assumed that this has been done to a 
point such that heat thus lost is a negligible fraction of the total. * 

* Where a column is large in cross section and operated to its full vapor 
capacity, the ratio of surface to volume becomes so small that heat losses 
from the sides are sometimes a negligible fraction of the total, so far as these 
calculations are concerned, even though the column is uninsulated and the 
losses are large in absolute value. 
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The heat of mixing of liquids that do not chemically or 

exhibit the phenomena of dissociation, molecular association 
and the like is usually small, particularly in comparison with the 
latent heats of vaporization. The heat of mixing of the vapors 
is even smaller. The second assumption will be that these factors 
are not appreciable. The heat required to heat the liquid 
flowing down the column is in part comt>ensated for by a decrc'-asse 
in temperature of the vapor as it passes up the column. Gen- 
erally the sensible heat of the liquid flowing down the column 
exceeds that of the vapor passing upward and the difference in 
these two quantities is made up at the expense of the latent heat 
of the vapor; the net result is a decrease in enthalpy of the vapor. 

Liquids can be divided into two groups, the ai^ociating and 
nonassociating types. Within each group the molal heat of 
vaporization divided by the absolute temperature decreases at 
constant pressure with decreasing values of the temperature (see 
Fig. 4, page 13). This results in a decrease in the molal latent 
heat of the vapor as it passes up the column. Since both the 
enthalpy of the vapor and its molal latent heat decrease in passing 
up the column, it is possible that the total mols of VBpor may 
remain constant^ increase or decrease, depending on the relative 
decrease of these two quantities. The decrease in enthalpy of 
the vapor is mainly due to the sensible heat of the liquid, and in 
the portion of the actual column above the feed, where the mols 
of vapor exceed the mols of liquid, this decrease is often less than 
the decrease in the molal latent heat and there results an increase 
in the total mols of vapor as it passes up the column. In the 
portion of the column below the feed, where the mols of liquid 
exceed the mols of vapor, the reverse may be true and the total 
mols of vapor may decrease as they pass up this section. Experi- 
mental data indicate that, if all the components are associating 
(water, ammonia, alcohol, etc.) or if they are all nonassociatiiig 
(hydrocarbons and most organic liquids), up to moderate pres- 
sures (about 10 atmospheres) the total mols of vapor (and liquid) 
are substantially constant except as afected by the introduction 
of the feed or by the return of cold reflux to the column.* In 

In distillating petroleum fractions, the feed often contains appreciable 
percentages of heavy fractions, which are essentially nonvolatile under the 
colnmn operating conditions, and these fractions simply flow down the 
column and out with the bottoms, taking np large quantitit*s of aeiisihle 
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otlier words, a*bov6 the feed pls-te both the molal overflow' frooa, 
plate to plate and the vapor passing up the column are substam 
tially constant throughout this section, and the same applies 
below the feed, but the mols of vapor and overiow cannot be 
the same in both sections. Since it is impossible to condense the 
vapor frbm the top plate without cooling it, the reflux from the 
condenser will be cooler than the boiling liquid on the top plate; 
hence the amount of overflow in the column is greater than the 
reflux from the condenser. The effect of this is often negligible 
but may be large. 

Under such conditions, therefore, the molal overflow from plate 
to plate above the feed plate, i.e,, the term Ort+\ in Eq. 5 is con- 
stant and, similarly, 0 «h-i Eq. 6 is constant ; however, Orn+i is 
greater than On+i* Hence, it follows that is linear in 2/«. and 
Xm-M is linear in Furthermore, for fixed operating condi- 

tions, z.e., definite quantities and concentrations of feed, dis- 
tillate and residue and a given overflow, the slopes of these lines 
are known and the location of a single point upon either of them 
determines the whole line. Since these lines, based as they are 
only upon energy and material balances in the column, represent 
the conditions necessarily existing at each section in the column 
between the vapor rising and the overflow passing down through, 
that section, they are called the operating hues. . To distinguish 
between conditions above and below the feed plate, the former 
may, in any specific case, be called the ofiTzcJiiTig and the latter 
the exhausting or stripping line. 

It must be emphasized that, so far as a bubble plate column 
is concerned, the preceding discussion has been limited to the 
relations between the composition of the vapor rising from a plate 
and that of the overflow onto it from the plate above. Thp 
relation between the composition of the vapor and that of the 
liquid on the plate below from which it came must now he 
considered. 

All available data indicate that the vapor evolved upon boiling 
any mixture of volatile liquids is, at the moment of its evolution, 

heat, which res-ults in a decrease in the total mols of vapor as it proceeds 
up the column in this section. At high pressures the sensible heat content 
of both the liquid and vapor becomes large relative to the latent heat of 
vaporization and large variations in the total mols of vapors may result at 
different sections of the column. 
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in. substantially complete equilibrium wth the liquid from irMcIi 
it is given off. The vapor rising from a given plate of a colnram 
is, however, by no ineai\s all evolved from the liquid on that 
plate; it consists largely of vapof from lower plates, which, 
because of inadequate contact vritb the liquid on the plate in 
question, has not had opportunity completely to react and come 
into equilibrium with it. Furthermore, the liquid on a plate 



Fi<j. 176. — Diagram illustrating graphical stepwise method of McCabe and 

Thie^. 

is not uniform in composition but grows progressively poorer in 
volatile constituent as it flow's from the point of discharge of the 
overflow' from the pla-te above, across the plate, to the entrance 
to the overflow pipe leading to the plate below'. For purposes of 
computation, bubble plate columns are usually designed on the 
basis of the ^^theoretical plate,'’ he., a plate such that the vapor 
rising from the plate has the same composition as the va|>or in 
equilibrium with the overflow leaving the plate. Such an ideal 
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column serves as the standard of performance of rectifying equip- 
ment. In it the relation, between the composition of the vapor 
at a given section and that of the liquid leaving the plate from 
which that vapor came must, therefore, be given by the equilib- 
rinm x-y curve. 

It follows, therefore, that the conditions existing in a column 
operating continuously, with a constant value of the molal over- 
flow above the feed plate and another, larger, constant overflow 
below it, in which the vapor rising from each plate is in substantial 
equilibrium with the liquid leaving that plate, may be represented 
by a diagram similar to Fig, 176. Equilibrium is represented 
by the curve OJSFG. The operating lines are AE and DF, 
corresponding to Eqs. 5 and 6, respectively. Consider, for the 
moment, a plate from which the composition of the overflow is 
Since the vapor rising from this theoretical plate is in 
equilibrium with this liquid, its composition must be 2 / 2 , cor- 
responding to a point L on the equilibrium curve. Furthermore, 
the composition of the vapor rising from the plate below must be 
2 / 3 , determined by the point ;S vertically below L, since the rela- 
tion between the compositions of the vapor rising into a plate 
and of the overflow from it is given by the enriching line AC, 
Similarly, the composition of the overflow from the plate above 
the one in question must be Xiy i.e., the abscissa of that point E 
on the enriching line which has the same vapor composition ^2 
as point L, and therefore lies on the same horizontal level with it. 
In other words, the changes in concentration, as one goes from 
plate to plate down the column, are found quantitatively by 
going stepwise alternately from the enriching line to the equilib- 
rium curve and back again, first horizontally and then vertically, 
as indicated in Fig. 176. Thus, if Xi is the composition of the 
liquid on one plate, X 2 is that on the plate below, ^3 on the next, 
and so on. 

To start this stepwise operation, one must know the com- 
position of the liquid leaving some one plate or else that of the 
vapor from it. In the case of the arrangement of Fig. 175, inspec- 
tion makes it clear that the composition of the vapor from the top 
plate must be identical with that of the product Xc, since no 
separation or enrichment of this vapor takes place in the con- 
denser. Calling the composition of the overflow from the top 
plate Xi, and the corresponding vapor yi, it follows that 2/1 = a;<!. 
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Heiiee Ui found by locating at A on the diagonal line 
ODAQ i^=x) and drawing a horizontal line from tointwwct 
the equilibrium curve at yx\ the cormsponding atecissa is xi. 

Furthermore, if in Eq. (5) one inserts top plate coiidltioM for 
this case, namely, 2/n==Xe, one obtains in other 

words, the enrichment line must go through point xi, te al>ove 
determined. Rearranging’^ Eqs. (5) and (6) 



t EXg 

yn 

(5a) 

and 

Vm ^ 

(6a) 

it is obvious that 

the ratio of reflux to vapor, 

0^^/Y„ is the 


slope of the enrichment line. Hence, when this ratio is known, 
the line AE is fully determined and readily drawn. Therefore, 
for the conditions in question the following rule may be formu- 
lated. On the x~y diagram plot the equilibrium eurve OEFG 
and the diagonal ODAG, Determine point A correspondiBg 
to the abscissa x —Xc. Draw the line AE with the slope 0«.4i/F«. 
Conditions from plate to plate in the column are determined 
by going from point A horizontally to the equilibrium curve, 
then vertically down to the operating enrichment line AE^ 
and so on. 

By eliminating y from Eq. (5) and from the equation |/ = x, 
one finds that the exhausting line must of necessity go through 
the point D, on the diagonal ODAO^ corresponding to the abscissa 
x=Xv,. Furthermore, its slope is Oj^+i/Vrn,y though this slopx' 
is normally numerically larger than above the feed plat€\ In 
any case, this line DF is determined by the operating coiiditioris 
and is readily drawn. In the stepwise determination of plate- 
to-plate conditions below^ the point of feed, this operating line 
must be employed instead of the line AE, 

In going down the column along the enrichment line, one 
must face the question as to where it is necessary or desirable to 

* Equation (5<3) may also 1:>e obtained dinctly from Eq. ( 4 ), \vhii*K repre- 
sents equality of input to output of the more volatile component iu the 
section above the feed plate. Equation (60;) is a similar balance on the 
section below the feed plate. 
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change to the exhausting line, i.e.j on what plate in the column 
the feed should be introduced. 

Feed-plate Locatioii. — A step on the enriching line AE cor- 
respK>nds t<? a plate aboTe the feed plate and a step on. the exhaust- 
ing line DF corresponds to a plate below the feed. Obviously 
the step that passes from one operating line to the other must 
correspond to the feed plate. In Fig. 176 rr 5 would be the liquid 
on the feed plate and 2/5 the vapor leaving this plate. The 
composition of the feed plate is limited to that portion of the 
diagram where it is possible to step from one operating line to 
the other. A little consideration will show that this region is the 
area bounded hy the equilibrium curve and the lines EC and (7F, 
and the composition of the liquid leaving the feed plate must be 
between the liquid compositions corresponding to F and -.^. 
Thus, starting at rcc, it is possible to step down the enriching line 
to the point E before changing to the exhausting line, but to do 
so would require an infinite number of plates. Commercially 
it is desirable to use the least number of plates possible to obtain 
a given separation, and from Fig. 176 it is apparent that, as steps 
are taken from Xc down the enriching line, the largest steps 
(corresponding to fewest plates) are obtained if the change from 
the enriching line to the exhausting line is made such that the 
feed step passes from a liquid composition higher than that 
corresponding to the intersection of the operating lines to a 
liquid composition lower than the intersection composition. 
In other words, while the feed can he introduced into the column 
at any point below the point F and above E in Fig. 176, it will 
shorten the column, and therefore reduce construction expense 
with no counterbalancing disadvantages whatsoever to introduce 
it, i.e.j to shift from the enriching line to the exhausting Hne, at 
the highest possible point below C. 

In the ideal column the final step must of necessity fall on 
point D, corresponding to the composition of the effluent liquid 
in the still. If, on the diagram as constructed, this does not 
happen, it means that, from the point of view of material and 
heat balances, the column cannot operate to meet all the con- 
ditions set. Thus, to look at it in one way, the overflow chosen 
is incompatible with the separation assumed. The choice 
of a slightly different overflow, however, will change the slopes 
of the operating lines AC and DC, and a very slight shift in 
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these will make the last step fall at D. It is not usual, however, 
to make such an adjustment, because, if one sees to it that the 
last step overlaps the point D, one is on the safe side. In other 
words, an ideal column with this number of steps would give the 
separation required with a trifle smaller overflow- 

inspection will show that the steeper the enricMmg line, 
viz , , the larger the ratio of reflux to vapor, the smaller the iiuni- 
ber of steps and therefore the less the necei^axy length of the 
column. Since reflux is obtained, however, particularly that 
in the upper part of the col- ^ 
umn, by generating vapor in 
the still and condensing it at ^ 
the top, not to be taken off as 
distillate, but to be returned ^ 
down the tower, it is obvious § 
that steepness of the enriching c 
line and resulting saving in col- ^ 
umn height are obtained by E. 
increased heat consumption, g 
Heat can be saved by using ^ 
less reflux, a, flatter enriching Mot F«xttonofCo.i^ooerrt^Lk^iW^ 

line and a longer column. Fig. 177.— Effect of eonditioa of fmd 

Intersection of Operating interscctioa af and 

bines - ^The slopes of the ^ Jg gj-eater th.aii 1 (ccjlci feed), 

operating lines AH and DFare 2. qia equal to 1 (increase in overflow 

aot independent of each other “ towM^^’and 1 (f«d ie partis, 

but are related by the composi- vapor). 

1 r- j 4. fl equals 0 (no change lu overflow; 

tion and condition of the feed, increase in vapor equals mols of feedl. 
This relation is most easily 5. q is less than O (decrease in over- 
, , T ■ xT, flow; feed is superheated vapor). 

shown by denning q as the 

difference in the mols of overflow below and above the ftn^d plate 
divided by the mols of feed, i.e., q= (O/ — 0 / 4 .i)/F; and by material 
balance {1-q) equals (F/--F/-i)/F. The quantity q is most 
satisfactorily obtained by an enthalpy balance around the feed 
plate. At the intersection must equal ym and Xn mu.st equal 
Xm] call these common coordinates yi and By subtracting Eq. 
6a from Eq. 5a and remembering that Dxc -f- Wxy, =Fzj, where z/ 
is the average mol fraction of the component in the feed, one obtains 

gxi 1 
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Thus the iatersectioa of the two operating lines must occur on a 
line of slope qjiq — l) which intersects the line as shown 

in Fig. 177. 

Where the enthalpy is essentially the same for the liquid on 
the feed plate and on the plate aboYe, and for the vapor from 
the feed plate and the plate below, then q may be approximated 
by the heat required to vaporize 1 mol of the feed divided by 
the molal latent heat of vaporization of the feed. Thus in such a 
case q would be 1 for an all-liquid feed at its boiling point, and 



w’ould be zero for an all-vapor feed at its dew point. Likewise 
a cold liquid feed would give values of greater than 1 and a 
superheated vapor feed would give a negative value for q. 

The op^erating conditions fox various values of q are illustrated 
in Fig. 177, all based on the same value of 0/V in the section 
above the feed. 

Theoretically Minimum Reflux Ratio. — Since, however, operat- 
iiig concentrations cannot exist to the left of the equilibrium 
curve, inspection of Fig. 178 makes it clear that any such lines 
iis da and ae are inoperable and that the flattest operable enrich- 
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merit line is represented by be. Tor this case, hovever, it will 
be clear that in drawing in the steps corresponding to successive 
plate conditions, at the point b one will encounter an infimite 
number of differentially small steps on both the enriching and 
the exhausting lines. In other words, this would involve a 
column of infinite height. The reflux ratio corresponding to this 
line will be called the minimiim reflux ratio. The minimum 
reflux ratio for the tower can be 
calculated by the equation: 

^w+l — (' 7 \ 

Also, since Fn=0^+i-fP 

P Vn-Xr. ^ ^ 

For mixtures having equilibrium 
curves of normal shapes (see 
page 528), the minimum reflux 
ratio is obtained where yr% and 
Xn. correspond to the coordinates 
of the intersection of the ^-line 
(see page 563) with the equilibrium curve. For abnormal cases, 
such as alcohol-water, one could plot the line be, and from its 
slope determine Better precision, however, is obtained 

by calculating this value from Eq. 7. 

Actual operation will always correspK)nd to a greater 
ratio and a steeper enriching line,^.e., to some such combinations 
as dc and ce, 

Ulu-stration 4 . — It is desired to estimate the minimum reflux ratio for the 
continuous rectification of an aqueous solution containing 30 per cent 
ethanol by weight when producing a 92 weight per cent product and leaving 
only 0.1 per cent ethanol in the residue, using the type of apparatus shown 

in Fig. 175. , 

The mol fractions corresponding to the above weight per cents are 0. 141 
for the feed, 0.818 for the overhead product arid 0.00039 for the residue. 

Figure 179 shows tbe equilibrium diagram for ethanol-water luixtures 
expressed in mol fraction of alcohol. Inspection of this diagram will show 
that, if one attempts to draw an enriching line from the point on the 46-deg- 
line corresponding to the composition of the product, 0.818, to intersect the 
equilibrium curve at the composition of the feed, 0-141, this line would cross 
the equilibrium curve in its upper end, slightly above :r — 0.75, and is, there- 
fore, inoperahle. The lowest operable ratio of reflux to vapor corresponds 

* The symbols P and D are used interchangeably. 



Fig. 179. 
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to a line starting at this same upper right-hand point and drawn tangent 
to the equilibrium curve, i,e. line AB on the equilibrium diagram. This 
line corresponds to the minimum reflux ratio, which may be calculated by 
Eq. 7 or 7a. 


Minimum 


O 


0.818-0.448 

0.818-0.141 


-0.547 


or 


Minimum ^ = 


0.818-0.448 
0.448 - 0.141 


1 , 21 . 


Theoretically Minimum Number of Plates. — It is interesting 
to note that a reflux ratio of unity makes the operating lines 
coincide with the 45-deg. (iia.gonal dge. This requires the 
smallest possible number of steps which will, under any condi- 
tions, give the desired separation. Such a column has, how- 
ever, a negligible capacity and an infinite heat consumption per 
unit product. 

Plate Efficiency. — In practice, equilibrium between vapor and 
liquid is never reached. The number of theoretical plates 
necessary for a given enrichment, divided by the number actually 
required, is called the overall plate efficiency of the column. While 
this will obviously vary with operating conditions and character 
of construction, for all types of bubble plates the variation is 
remarkably small. Based on the overflow and vapor leaving a 
plate, overall plate efficiencies higher than 100 per cent have been 
found- This is due to the fact that there is a concentration 
gradient in the liquid across the plate, and the average concentra- 
tion of the more volatile component in the liquid on the plate is 
higher than in the overflow leaving the plate. In such cases 
the efficiency of exchange for an individual bubble may be only 
70 to 80 per cent, and the resulting high plate efficiency is 
obtained by the rectification occurring as the liquid flows across 
the plate. The efficiencies are also defined for the individual 
plates, and the most commonly used of these is the Murphree effi- 
ciency, which is defined as (t/n— 2/rt-i)/(2/n*— 2/n-i), the actual 

change in vapor composition divided by the change that would 
occur on a theoretical plate. Data^^®^ on a well-designed laboratory 
column gave individual plate efficiencies from 60 to 100 per cent 
for six binary mixtures composed of water and the lower aliphatic 
alcohols. These efficiencies ’ were obtained at superficial vapor 
velocities of 1 to 5 ft. per sec. Where operating conditions are 



DISTILLA riON 


unsatisfactory, however, efficiencies drop off sharply. Thus, 
if the bubble caps are so designed that the vapor bubbles are 
excessive in size, if the plates are not properly designed so that 
most of the vapor goes through some of the caps and little or 
none through others, or if the overflow short-circuits across the 
plate without properly mixing with the liquid on it, operating 
efficiencies as low’ as 20 to 25 per cent may be encountered. In 



Ig. t i ! I I ! I 
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X= Mo! Frac+ion Benzene in Liquiof 

Fia. 180. — Diagram for Illustration 5. 


the design, and operation of the equipment, it is important to 
provide against such contingencies. Packed columns are 
discussed on pages 472 and 505. 

niustratioii 6 . — A 55 mol per cent beiizene~45 mol per cent toluene 
mixture is to be separated by continuous rectification into a distillate con- 
taining 95 mol per cent benzene and a residue containing 95 mol per cent 
toluene. It is desired to estimate the number of plates required for the 
separation as a function of the reflux ratio. An overall plate efficiency for 
the cohinm of 70 per cent will be used, and the cokniin will be provided with 
a total condenser and a still. The feed will enter as liquid at its Veiling 
point and the usual simplifying assumption as to const aney ot O 1 will be 
made. 

The y-x curve for benzene-toluene is given in Fig. 1^1. The miiuniuni' 
reflux ratio corresponding to an infinite number of plates would give an 
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intersection of the operating lines at point B. This minimum reflux ratio 
can be calculated from Eq. 7a, using the coordinates of points A and B, 

O 0.95-0.75 


“0.75-0.55 


= 1.0 


The minimum number of theoretical plates, corresponding to total reflux, 
*.e., 0/P equal to infinity, is obtained by determining the number of steps 
between the y^x line and the equilibrium curve necessary to go from point 
A Uy C, This is found to be 5.5 theoretical plates, or for an overall plate 
efficiency of 70 per cent: 

Minimum number of actual plates =5-5/0.7 = 7.9. 

These two simple calculations give the limits between which the actual 
column must operate. They are represented by the two asymptotic lines 
in Fig. 181- 

For values of 0/P between 1 and « it is possible to construct the operating 
lines by drawing a line of slope '0yF = l/I(P/0) + 1] through point A, and 
then drawing a line through point C such that it intersects the line through 
A at r —a;/ =0.55. Operating lines for intermediate values of 0/P are 
shown on Fig. 180. The number of theoretical plates for each 0/P is 

obtained by the stepwise method. 
The results of such calculations are 
tabulated below. 



12 5 4 

0/P 

ISl. — Effect of reflux ratio on num- 
ber Of plates required. 


O/P 

Theoretical 

Plates 

Aictual plates 

1.0 

oo 

oo 

1.05 

19.6 

28 

1.10 

16.2 1 

23.2 

1.20 

13.8 

19.8 

1.40 

11.9 

17.0 

1.80 

9.3 i 

13.2 

3.0 

7.9 

11.3 

OO 

5.5 

7.9 


These values are plotted in Fig. 
181 and form a hyperbolic curve 
that is asymptotic to the minimum O/P and the minimum number of plates. 
In general, the curve of the number of plates reflux ratio is of this type. 
By determining the two asymptotes (minimum O/P and 0/P= oo ) and the 
number of plates for two or three other reflux ratios, it is possible to sketch 
the whole curve accurately enough for most design purposes. 

The choice of the proper reflux ratio is an economic problem of balancing 
1 he operating costs against the fixed charges on the equipment. The cost 
of the fractionating column itself is infinite both at the minimum reflux ratio 
and at the minimum number of plates. In the first case it would require 
an infinite number of plates and in the second ease the tower would have to 
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have an infinite cross section in order to produce a finite amoimt of pnodnct. 
The tower cost therefore passes throngk a rnimmuin at eoiae intersn^iate 
reflux ratio. The costs of both the condenser and the still iacrwiw m» th© 
reflux ratio is increased. The fixed 
charges on the equipment as a function, 
of the reflux ratio therefore pass through 
a minimum. The operating costs, -which 
are largely the' cost of the heat required ^ 
and the cost of cooling the reflux con- 1o 
denser, increase almost projiortionally to <-> 
the reflux ratio. These conditions are ^ 
sketched in Tig. 182. The total cost, S 
which is the sum of the operating costs 
and the fixed charges, also passes through 
a minimum as the reflux ratio is increased 
above the minimum. The minimum in 
the total costs moves toward the mini- 
mum O/P, the higher the operating costs 
are relative to the fixed charges. 

Equations for Unequal Molal Overflow. — As explained on page SfiS, the 
proof there given that the enriching and exhausting lam mm Ihae^ 
depended upon certain simplifying assumptions which it is now d^irable 
to eliminate. It must, however, be kept in mind that Ekjs. fi, 5#^ ^ and 6<s 
depend only on continuity of operation and are valid irrespective of any 
of the other assumptions made. The first case to oonsider m that in which 
the molal heats of vaporization of the two components of the mixture are 
different. Calling the molal heats of vaporization of the two oomponents ri 
and rt, respectively, the total latent heat of the vapor, rising from the mth 
plate is given by the expression 



h. of ap- 

^ timiuaa O/JP. 


[y«r 1 -h ( 1 “ ^™.)r2l - 


(8) 


Neglecting change in temperature of liquid and vapwr from plate to plate 
and heat losses through the walls of the column, this quantity Qn. is constant 
at every section through the column above the feed plate. Combining 
this with Eq. 3, page 555, one obtains 


On+l = 


Qn. 

VrJl -+-(1— Z/n)r2 




C9) 


Inspection of this expression shows that in this case the overflow, instead of 
being constant, is a function of t/„. Insertion of any specific value of in 
Eq. 9 gives the corresponding value of the overflow. Substitution of this 
value for On+i, along with the corresponding value of yn. in Eq. 5, gives the 
value of Xn+i, thereby determining a point oh the enrich inent curve. By 
assuming various values of yn, one can thus determine any desired niiml>er 
of points on the enrichment curve. Plotting these determines the enrich- 
ment curve, which is then used in design in exactly the same manner as the 
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enridiment line for constant molal overflow. * Below the feed plate, oper- 
ating in an entirely analogous manner, one obtains the equation 

Substituting any particular value of i/m in this equation, one obtains the 
value of Ow+i to he substituted in Eq. 6. The corresponding values of 
and determine a point on the exhausting or stripping curve. 

Where the change in temperature through the column is not negligible, 
but the pressure drop is small, the temperature at any point is determined 
by the vapor composition (see the boiling-point curve such as shown in 
Fig. 166, page 525). If now, as in the preceding paragraph, one assumes a 
value of the temperature of the vapor at the point in question is imme- 
diately determined, but the value of is greater than the total latent heat 
content of the vapors leaving the top of the column by an amount sufficient 
to heat the overflow from its temperature at the top of the column to its 
temperature at the section in question. This temperature of the overflow 
is unfortunately not 4etermined’ until one knows the value of One 

can get an approximate value of Xn^i by neglecting this temperature correc- 
tion and using the method of the preceding paragraph; then determine the 
corresponding temperature by the' boiling-point curve and repeat the process 
until the correct value of Xn+i is obtained by successive approximation. 
Thus, one can. compute any required number of points on the enrichment 
curve and similarly below the feed plate. 

Where pressure drop through the column and heat losses through the 
sides are appreciable, it is necessary to correct for these by similar methods. 
This requires a knowledge of the number of plates above the section in 
question- It is usually sufficient to estimate these particular corrections 
by making a preliminary determination of the number of plates by assuming 
constant molal overflow and then applying these corrections to the tempera- 
ture of the vapor and the heat quantity Qn as determined by the boiling- 
point curve, uncorrected for pressure drop. 

It is entirely practicable to compute the concentration changes from plate 
to plate down the column, one plate at a time, by the use of these equations. 
Furthermore, where thp total number of plates is small, i.el, where the con- 
centration changes per plate are large, this stepwise method is the shortest 
way of solving the problem except for the case of constant molal overflow. 
Where the number of plates is large, however, the graphical method is 
shorter because one needs to determine only a relatively small number of 
points on the operating lines as contrasted with the large number of com- 
putations necessary by the algebraic stepwise method. Furthermore, the 
graphical method possesses the decided advantage of offering an easy visuali- 
zation of what is happening in the column, which it is difficult or impossible 
to obtain by the algebraic method alone. 

* It should be noted that the values of z/» and Xn chosen need not corre- 
spond quantitatively to conditions at any specific plate; nonetheless they 
determine coordinates of the enrichment curve. 
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The above eqiiations are derived on the assumption that the heat suppHed 
to the bottom of the column is indirect. Particularly in thc«f ca^ wlieiB 
water is the high-boiling component of the mixture, it is eommom practice 
to heat by blowing live steam into the still. It is obvious that in 8«eh c*»i 
the equations representing the material baJaiicm must be modllSeii 
accordingly. 


Multicomponent Mixtures 

The estimation of the number , of theoretical plates required 
for the separation of a complex mixture is mor« difficult than for 
a binary mixture. In a binary mixture, hxing the mol fritction 
of one component in either the liquid or the vapor and the total 
pressure definitely fixes the temperature and the compomtioa of 
the other phase. However, in the case of a muiticonciponeiit 
mixture of n components, (n— 1) concentrations as well as the 
pressure must he fixed before the system is completely defined. 
Thus, in a multicomponent mixture the y—x relationships 
of a given component are a function of both the physical chsrae- 
teristies of the other components and their relative amounts. 
In other words, no unique y vs. r equilibrium curve can be 
drawn, but instead at a given pressure there is an infinite number 
of such curves depending on the relative amounts of the other 
components present. This necessitates a large amount of equilib- 
rium data for each component in the presence of varying propor- 
tions of the others, and, except in the special cases in which some 
generalized rule (such as Raoult’s law) applies, these data are 
not usually available and it is very laborious to obtain them. 
However, the largest use of multicomponent rectification is in 
the petroleum industry, and, for a large number of the hydro- 
carbon mixtures usually encountered in these rectifications, 
generalized rules have been developed which give multicompo- 
nent vapor-liquid equilibria with precision sufficient for design 
calculations. Where the vapor-liquid equilibria are known, it 
is possible to start with the composition of the liquid in the still 
and predict the equilibrium vapor above it. Equation 6 applies 
to any §iven component regardless of the number of other com- 
ponents present. Thus, by applying this material balance to 
each component in the equilibrium vapor, it is possible to 
calculate the composition of the liquid on the plate above the 
still. From the vapor-liquid equilibria it is then possible to 
estimate the equilibrium vapor above the plate, but in general a 
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“trial-and-erxor calculation will be involved since the tempera- 
ture on this plate is not known. The temperature must be such 
that the liquid on the plate will exert a pressure equal to the 
prevailing pressure in the column. The calculated equilibrium- 
vapor composition under such conditions is then utilized for 
each component together with Eq. 6 to determine the composition 
of the liquid on the plate above, and these operations may be 
repeated in order to proceed up the column. At the feed plate 
it is necessary to ijaake heat and material balances to take account 
of the condition of the feed; thereafter Eq. 5 must be utilized 
instead of Eq. 6. The calculations are continued until a com- 
position similar to the overhead product is obtained — a composi- 
tion which, together with the composition of the residue, the mols 
of distillate and residue, must give an overall material balance for 
each component. While such a procedure is more laborious 
than for the corresponding calculations for a binary mixture, 
owing to the larger number of components and the ‘^trial-and- 
error ” estimations that are involved, it is fundamentally exactly 
the same. In the foregoing discussion it was assumed that the 
composition in the still was known as a starting point for the 
calculation. Often the determination of the complete composi- 
tion at some position in the column as a starting point is the most 
difficult part of the whole calculation. This difficulty arises 
since, for a given feed composition, reflux ratio and total pres- 
sure, it is possible to fix only two additional factors before the 
system is completely defined.* 

In general, the complete composition of neither the residue 
nor the distillate can be determined by fixing two - terminal 
conditions, in which case it is necessary to estimate the complete 
composition of either the product or the residue and then proceed 
with the calculations as before until the desired degree of separa- 
tion is obtained. If, then, the calculated product and residue 
compositions satisfy a material balance for each component, the 
estimated composition was correct. However, if a material 
balance is not satisfied, it is necessary to estimate a new composi- 
tion and repeat the calculation. This estimation is often 
simplified owing to the fact that the degree of separation is so 
high that the heavier components will appear in the product in 

* The discussion assumes constancy of O/F in each section, definite feed 
location, definite thermal condition of the feed and theoretical plates. 
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quantities so small as to l>e negligible, and the ssuxie will be true 
for the lightest components in the residue. For detailed design 
methods for multicomponent mixtures, the reader is relent to 
the following references: (4), (5), (7), (10), (11) and (16). 

Vapor Velocity. — In designing columns the rapor -velocities 
must he kept within reasonable limits to avoid undue friction 
and entrainment, vapor passages must be adequate. There 
must, of course, be sufficient pressure to overcome the liquid 
head on the slots and the friction through the vapor pai^ages into 
the liquid. This latter is largely due to the orifice action of the 
slots, and the equation for such flow is similar to the weir equa- 
tion (page 70), i,e., g^ = ^icb\/^x^, giving the average velocity 
-where q is flow in cubic feet per ^conci, 
h is width of slot, x is pressure drop across orifice in feet of vapor, 
q is Acceleration due to gravity and c is a constant having a 
value of approximately 0.6. This excess pressure below the 
plate backs the liquid on the plate below up, into the overflow 
pipe by a corresponding amount. The net distance between 
plates must be sufficient to provide for this pressure, as other- 
wise the bquid in the column -will back up into the condenser. 

There should be at least 6 in. between plates to allow for 
spattering and splashing, and even with this allowance entrain- 
ment of liquid into the plate above may be considerable. If the 
vapor velocity through the tower becomes too great, this splash- 
ing will reach a point where the liquid is carried almost bodily into 
the plate above and from the top plate into the condenser. This 
ejffect is what limits the capacity of a column. The inadequate 
data available indicate that this effect is determined by the 
superficial vapor velocity over the whole cross section of the 
column; the droplets of liquid thrown into the vapM)r space 
between the plates tend to be carried to the next plate by the 
drag due to superficial velocity of the vapor. The entrainment 
from one plate to another, -which partially destroys the counter- 
current action of the tower, is frequently the predominant factor 
in determining the tower capacity. For this reason the settling 
formula (page 300) has been applied to the allowable superficial 
velocity, as 


^aJlow&ble 



pa 
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wliere pl and pg are the densities of the liquid and vapor, respec- 
tively, and C is a factor that depends on the plate spacing and 
the physical properties of the system. In well-designed bubble 
cap columns, operating under atmospheric pressure, the allowable 
superficial vapor velocities without excessive entrainment are 
1 to 5 ft. per sec. Although the allowable linear velocity as 
given by the above formula increases with decreasing pressures, 
the allowable mass velocity increases approximately as the square 
root of the pressure, and the capacity of a column of given diam- 
eter may he increased hy operating under a pressure above 
atmospheric. As shown on pages 525 to 527, vapor composition 
does not change very rapidly with change in pressure. It follows 
that the operation of a rectifying column under pressure is 
advantageous because capacity is increased with little sacrifice 
of separation. This principle has for mar^y years been success- 
fully practiced in the separation of ammonia and water in absorp- 
tion refrigeration machines. 

It should be remembered that, if the amount of reflux for a 
given product is increased in order that the number of plates in 
the column may be decreased, as suggested on page 568, two 
disadvantages are at the same time introduced. First, the heat 
consumption of the operation is proportionally increased, and, 
second, the cross section of the column must . be enlarged to 
accommodate the greater volume of vapor which must rise 
through it. 

It is important to provide adequate overflow pipes for the 
reflux, especially in those cases where the vapor quantity is 
small compared with the overflow, as in alcohol columns below 
the feed plate and the like. The capacity of these pipes is 
limited by the amount of liquid that can enter them, since this 
flows in under low head. The upper edge of the pipe acts as a 
weir, and the flow can be calculated by the weir equation (page 
71). Since perimeter is the essential thing, rectangular or oval 
shapes are preferred, the width being approximately three times 
the height of the liquid above the upper edge. 

There is in practice a certain amount of variation in the depth 
of the liquid seal above the top of the slots in the bubble caps. 
A depth of several inches has been employed hut it seems better 
to restrict this depth to a f raction of 1 in. to 1 in. When a bubble 
rises through the liquid, the outside of the bubble soon comes to 
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equilibrium, but the interior is protected by this saturated vafK>r 
film on the surface, and further interaction is slow. The bubble 
should therefore be broken up and reformed in order to mix the 
vapors, i.e.j the bubble should pass to the next plate. 

Allowable Telocities of vapor and liquid in packed columns are 
given on p. 492. 

Free Energy- of Separation of Liquid Mixtures.— -The work 

required to separate 1 mol of a mixture into its two volmtite 
under reversible isothermal conditions is 

TT =f27^j^:cln«^4'(l — x) In, ~ J 

where R is the . gas constant, T is the absolute temperature, x is the mol 
fraction of the first component and 1 — x that of the second, p is the piutml 
pressure of the first component in the mixture and P is that of the same 
component in the pure state, while p' and P' apply similarly to the second 
component. This relation is not depiendent upon Baoult's law but iloes 
assume that the vapors obey the gas laws. For mixtures that follow Raoult’s 
law it simplifies to 


W = —RTlx In, x+ (1 —x) In* (1 — x)]. 

A 

At any definite temperature this expression is mdependemt of the piP€»tires 
of the pure components, i.e., the energy theoretically required to separate 
such a mixture into its components is independent of their boiling points. 
On the other hand, this reversible work is seen to be proportional to the 
absolute temperature at which the separation is carried out. The minimum 
work of separation at 70°F. of an equimolal mixture which follows Raoult’s 
law is 730 B.t.u. Since the heat of vaporization of one-half of a nqol of the 
low-boiling component alone is approximately 4000 B.t.u., it follows that 
distillation as ordinarily carried out is an extremely inefficient process. 
To secure high energy efficiency the heat employed should be (so far as 
possible) re-utilized, as is done, for example, in multiple-effect evaporation. 
Furthermore, since separation by distillation is more difficult as the boiling 
points approach each other, one concludes that methods other than direct* 

* Thus methyl alcohol and acetone not only have boiling points that 
differ by less than 9° hut form a constant-boiling mixture. Their separation 
may, however, be effected by addition of some material very soluble in one 
but not in the other. Such a material will obviously lower the vapor pres- 
sure of the first but not the second. Caustic soda or potassium carbonate 
may be employed but tends to polymerize the acetone. Sodium thio- 
sulfate is almost equally effective and does not have this disadvantage. If 
this substance is admitted into the top of a rectifying eoluoin, the methyl 
alcohol is effectively washed down the column while the acetone distills 
over. The thiosulfate is most conveniently added as a saturated aque- 
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distillation should, if possible, be employed for separating mixtures, the 
components of which boil close together, i.e., distillation is not a reversible 
process. 
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ous solution and the methyl alcohol is later freed from it hy distillation. 
In problems of distillation modifications of this sort may he employed 
advantageously. 



CHAPTER XYII 


HUMIDITY, AHB WET- AND DRY-BUOB 
THERMOMETRY 

The amount of water Tapor present in a gas is spoken of as 
the “humidit7’^ of that gas. The design of apparatus of indus- 
trial importance for processes such as air conditioning, the drying 
of solids by gases, the drying of gases by liquids, the cooing of 
liquids by their evaporation into gases (cooing towers, spray 
ponds, etc.) depends upon a clear conception of this quantity 
and convenient units in which to express it. 

DEFINITION'S 

William Grosvenor^i^ proposed a system of units which is 
admirable for the purpose of this work, and with some modifica- 
tions it will be ado|)ted. The basis of all calculations is one 
part by weight of dry air. While any unit may be employed, the 
pound will he used here. The following definitions will he 
adhered to in this book : 

. Humidity (H) is the number of pounds of water vapor carried 
by 1 lb. of dry air.’*" This is sometimes called absolute humidity. 

Per cent absolute humidity is the number of pounds of water 
vapor carried by 1 lb. of dry air at a definite temperature, 
divided by the number of pounds of vapor that 1 lb. of dry 
air would carry if it were saturated at the same temperature. In 
other words, it is the humidity of air at any temperature expressed 
as per cent of the humidity of saturated air at the same 
temperature. 

Per cent relative humidity is defined as l(H)p/F„ where p 
is the actual partial pressure of the winter vapor and P* is the 
vapor pressure of water at the same temperature, f 

* lu the discussion and calculations following, the total pressure is taken 
as normal barometric, unless otherwise stated. 

t Since the per cent relative humidity is defined as 100{p;Pj) and the per 
cent ahselnte humidity equals 10O[p/(76O— p) (7(i0— P,)], the factor by 
which the former must he multiplied to convert it to the latter is (760— Fa'i 
(760— p), where p and P, are expressed in millimeters of mercur}^. 
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Dew poiat,* or saturation temperature, is the temperature 
at which a given mixture of air and water vapor is saturated 
with water vapor. In other words, it is the temperature at 
which water exerts a vapor pressure equal to the partial pressure 
of the water in the air. 

Humid heat (s) is the number of B.t.u. necessary to raise 
the temperature of 1 lb. of dry air plus such water vapor as 
it contains Humid heat obviously increases with increasing 

vapor content of the air, and is therefore a function of humidity. 
Since over the range of conditions involved the specific heats 
of dry air and water vapor are substantially constant, being 0.24: 
and 0.45, respectively, the following equation is used to calculate 
the humid heat: s =0.24+0. 45ir. 

Humid volume is the volume in cubic feet of 1 lb. of dry air 
together with the water vapor it contains. It is influenced by 
temperature, pressure and humidity. 

Saturated volume is the volume in cubic feet of 1 lb. of dry 
air when it is saturated with water vapor; th 0 ,t is, it is the 
humid volume at saturation, and is determined by the tempera- 
ture and pressure. It should be noted that the humid volume 
of air equals the product of its saturated volume at its dew point 
and the ratio of the absolute temperature of the air to the absolute 
temperature of its dew point. 

CONSTHUCTIOK OF HUMIDITY CHART 

In Pig. 183 1 the following four iteilis are plotted as ordinates 
against temperature in degrees Fahrenheit as abscissas : 

1. Humidity H, as pounds of water per pound of dry air, for 
air of various relative humidities. 

2. Specific volume, as cubic feet of dry air per pound of dry air. 


Obviousl}^ this factor is never greater than unity. For example, air of 
50 per cent relative humidity at 100®F. has a per cent absolute humidity 
of 48.4. 

* Called "dew point” because, on. cooling, condensation begins at this 
temperature. 

t This is similar to the Grosvenor^^^ chart published by The Institute of 
Chemical Engineers, except that humid heat is plotted against humidity, 
instead of temperature, and curves for per cent relative humidity are shown. 
Figure 183 is based on more recent data for the physical properties of air 
and water. 
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3. Saturated volume, as cubic feet of saturated mixture per 
pound of dry air. 

4. Latent heat of vaporization, r, as B.t.u. per pound of water 
vaporized. 

In addition^ there are shown: 

5. Humid heat 8, plotted as abscissas against the humidity 
E as ordinates, and 

6. Adiabatic humidification curves, humidity m, temperature. 
The construction of each of these curves will now foe taken up 

in the order named. This chart represents mixtures of dry air 
and water vapor, the total pressure of the mixture being taken 
as normal barometric. 

Hurniol Heat<&.TU,per Deg. F. per lh.'Bone Dry Air) 
a74 025 01b 037 028 Q?9 Q30 031 
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Temperciture, De0. F. 

Fig. 183. — Humidity chart, ordinary range. (This chart is reproduced in larger 
scale on. the folding chart facing page 720.) 

1. Humidity, H , — Taking the actual pressure of water vapor 
in the mixture as p mm. of mercury, the pressure of the dry 
air is obvdously equal to 7b0~p. Since the molal ratio of water 
vapor to air is p/(760— p), the mass ratio is 

p( 18 . 02 ) 

^ "(760- p) (28.97) ^ ^ 

expressed as pounds of water vapor per pound of dry air. 

The curve in Fig. 183 marked ‘TOO percent” is calculated by 
substituting in the preceding equation the saturation pressures of 
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water vapor at various temperatures, data being taken from the 
latest steam tables/^^ For example, the saturation pressure 
of water vapor at 100 °F. is 49.1 mm. of mercury, and hence if 
at saturation at lOO^F. is 49.1(18-02)/(710.9)(28.97) or 0.0428. 
If a mixture of air and water vapor at 100°F. has a relative 
humidity of 40 per cent, the partial pressure of water vapor is 
0.4(49.1) or 19.64 mm. of mercury, and the absolute humidity 
is 19.64(18.02) /(740.4) (28.97) or 0.0165. 

2. Specific Volume (Dry Air). — ^This quantity M calculated 
from the gas laws (see pages 5 to 7). These state that 1 lb. 
mol of air (28.97 lb.) occupies 359 cu. ft. at standard conditions, 
namely, 492°F. abs, (32®F.) and normal barometer. Hence 

Specific volume = = = = 1 1 .57 -h 0 .0252^ (2) 

where t is in degrees Fahrenheit. It is clear that the specific 
volume increases linearly with t, as shown in Fig. 183. Thus at 
100®F. the specific volume equals 14.09 cu. ft. per lb. of dry air.^ 

3. Saturated Volume and Humid Volume. — ^As defined, the 
saturated volume is on a basis of 1 lb. of dry air, and equals the 
sum of the specific volume of the dry air plus the volume of 
the water vapor associated with the particular saturated mixture. 
The weight of the water vapor in saturated air at 100 °F. is seen 
from the lOO per cent humidity line to be 0.0428 lb., and the 
corresponding volume equals (0.0428) (359) (460 190) /(18.02) 
(460+32), or 0.97 cu. ft. The saturated volume at 100°F. 
is then 14.09+0.97=15.06. A curve of such values is shown 
in Fig. 183. 

Since humid volume is defined as the volume of any mixture, 
expressed as cubic feet of mixture per pound of dry air, and since 
both the specific and saturated values are on the basis of 1 lb. 
of dry air, the humid volume for any humidity may be obtained 
directly by interpolation between the curves for specific and 
saturated volumes. For example, air having a humidity of 
0.0165 at 100°F. has a humid volume of 14.09 plus (15.06— 14.09) 
(0.0165/0.0428), or 14.46. An interpolation of the chart will 
check this figure. 

4. Latent Heat of Vaporization. — ^This value, expressed as 
B.t.u. per pound of water evaporated, is taken from the steam 



MUMWITY, AWD WBT^ AKD DRY-BVLB TMEMMOMETMY 5S1 

taiblGs*- ^ and is found, to d6creaso as ’t©]i]Lj>eTatur^ rises as shown in 
Tig. 103. 

6. Htunid Heat s.— From the definition of humid heat, 

s=0.24+0.45H (3) 

and it is seen that it should he plotted the actual huimdity 
of the air; it is so shown in Fig. 183. For example, the value of 
s for air, having an absolute humidity of 0.0222, is 0.^ plus 
(0.4:5) (0-0222)* or 0.250, In Fig. 183 the scale for s is shown 
at the top of the plot, and it should he noted that « is the only 
variable not plotted against temperature. 

6. Adiabatic Humidification Curves. — A. process is isaici to he 
^‘adiabatic when there is no heat interchange with the sur- 
roundings. Since in many processes of drying and humidihcBtion 
substantially these conditions are found, equations for adiabatic 
evaporation are of value. 

Consider the case of steady flow of a gas through an ideally 
insulated enclosure in which the gas is brought into contact with 
water, enough feed water being added at the temperature T' 
to replace that evaporated. As an overall r^tilt, the air is cooled 
from the original temperature to and the humidity increa^ 
from Hi to H 2 . The overall heat balance, per pound of air, is 

T'-f r2) • (4)’*“ 

ISTow suppose that the surface of contact is infinite m that the 
air is cooled to saturation at the definite saturation temperature 
f,. The heat balance for the adiabatic saturator is 

= (5) 

If the temperature of the make-up water is fixed, since and 

Vfi are fixed by ts, and Si depends only on iTi, it is seen that 
JTi is a unique function of ti. Since decreases with decrease 
in Hi, it is clear that a plot of Hi as ordinates vs. h as abscissas 
would give a curve concave upward. Such adiabatic saturation 
curves,! based on T' equal to U, are showm on the humidity 

’"The exact relation is (Hz — Ei) (tVa— ixr') =st(^l— ^ 2 ), v^heve Uti is the 
enthalpy of the vapor at i ?2 and tz and is the enthalpy of the liquid 
at T'. However, unless the final mixture is considerably superheated. 
Eq. 4 is sufficiently accurate. 

t Sometimes called curves oj constant enthalpy. 
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chart and are based on the relation 


St 

rj 


(5a) 


The curves end at H, and is, and run downward to the right with a 
decreasing slope. For convenience, a number of curves are shown 
for a number of saturation temperatures arbitrarily chosen at 
6® intervals. 

With finite contact area, the air leaves the apparatus unsatu- 
rated, hut, when one writes the appropriate heat balances, one 
finds that these adiabatic saturation curves may also be used as 
'‘path curves/^ even when the final air is not saturated. The 
values read from these curves give the correct final temperatures 
and humidities of the air, provided the make-up water enters, as 
assumed, at the adiabatic saturation temperature. If the make- 
up water enters at a somewhat higher or lower temperature, 
owing to the fact that in Eq. 4 the term ts— is ordinarily small 
relative to the latent heat, the results shown on the curves are 
usually satisfactory approximations. For precise calculations, 
Eq. 4 should be used. 


BETERMIKATIOIT OF HUMIBirT 

Although the water content of air may be determined accu- 
rately hy chemical methods, or by measurement of its dew point, 
in much engineering work the humidity is calculated from obser- 
vations of the “wet^^ and “dry'^ bulb temperatures of the air. 
The mechanism of the process will be considered in detail, not 
only because of its intrinsic importance, but also on account 
of the light thrown on all the phenomena of evaporation of a 
liquid into a gas. 

Mechanism of Evaporation of a Liquid into a Gas. — If in 

uhsaturated air there is placed a drop of water at a temperature 
slightly above the dew point of the air, vaporization will occur. 
Inasmuch as the water vapor is carried away from the drop by 
diffusion, the rate of evaporation will be proportional to the area 
of the drop and to the difference between the vapor pressure of 
the drop and the partial pressure of water vapor in the surround- 
ing air. Calling the surface area of the drop A, its temperature 
T, the corresponding vapor pressure P, the partial pressure of the 
aqueous vapor in the surrounding air p, the air being at t, the 
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instantaneous rate of eTaporation W is given by the equstioa 
W=^kA(,P~p), where k is the diffusioa coefficient through the 
gas film on the drop. 

If the water is colder than the air heat will flow from the air 
to the drop in accordance with Newton’s law: T), 

where his the coefficient of heat transfer through the gas film on 
the surface of the drop and q is the instanianeaus rate of heat 
transfer. This will raise the temperature of the drop, increasing 
the rate of evaporation but decreasing the rate of heat flow. 
This process will continue until ultimately a condition of dynamic 
equilibrium is reached in which the heat transferred from the 
surroundings will exactly supply the heat of vaporijation r» 
of the water evaporating at the temperature 4. The correspond- 
ing heat balance is 

q == r^W = hAr-^(Pu, — ( 6 ) 

This dynamic equilibrium temperature is called the wet-hulb 
temperature. 

Although the above equation for evaporation of water into 
unsaturated air is based on the assumption that the water was 
initially colder than the air, . the same condition of dynamic 
equilibrium described above will be obtained regardless of the 
initial water temperature. Thus, if the initial water tempera- 
ture is higher than that of the air, the water will be cooled, not 
only by evaporation, but also by heat transfer from the drop to 
the air. If the air had been saturated, no evaporation would 
occur and the wet-bulb, dry-bulb and saturation temperatures 
would be the same. 

Wet- and Dry -bulb Theiaiioiiieters (Hygrometers). — If a drop 
of liquid is left in a gas, it rapidly assumes the equilibrium 
temperature represented by this equation, and use is made of 
this fact to determine the water content of the air. The tempera- 
ture of the air, t, is measured with an ordinary mercurial ther- 
mometer, while the surface of the bulb of a second thermometer 
is kept wet by being enclosed in a cloth or wick thoroughly 
moistened with winter. The unknown partial pressure of water 
vapor in the air is 


p =Pu- — 


h 

JcTu^ 




(6a) 
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Since t and tyi may be observed, and since the vapor pressure 
can be read from the steam tables to correspond to the temperature 
of the wet bulb, Uu, a knowledge of the term hlkr^, called J, 
enables one to determine the amount of water in the air for any 
condition of temperature and humidity. Allowing for these 
variations* in J, the above equation is the basis of all humidity 
tables and charts. It is found to be a function of both the total 
pressure and the temperature, but the change is sufficiently 
small to be negligible for many engineering calculations. Thus, 
if temperatures are given in degrees centigrade and pressures of 
water vapor in millimeters of mercury, J is practically 0.5 for 
water in air at normal barometric pressure. The difference of 
the '^dry-bulb” and “ wet-bulb’^ temperatures is sometimes 
called the .wet-bulb depressions^ or '‘psychrometric diEerenee.’^ 

Uffect of Radiaiion . — ^The heat transferred to the wet bulb 
by radiation from the surroundings is constant for definite 
temperature conditions, entirely independent of air velocity; 
by increasing the air velocity, the heat received by conduction 
and convection can be increased to such a degree as to render 
the radiation a quantity negligible in comparison. The coeffi- 
cient of heat transfer h in Eq. 6 equals the sum of the coefficient^ 
he for conduction and convection and hr for radiation. Designat- 
ing the dimensionless ratio h/K or (hc-j-hr') /he by the symbol a, 
Eq. 6 becomes 

- j. u f \ • 

. (65) 

The effect of air velocity upon the radiation correction factor a 
is shown in Fig. 184. t 

Since the surroundings are usually at the dry-bulb tempera- 
ture, radiation raises the temperature of the wet bulb. As motion 
of air over the wet bulb is' increased, a. decreases, as shown in 
Fig. 184, and J also decreases, asymptotically approaching a 
constant value. As would be expected, the value of / obtained 
upon calibrating hygrometers of the stationary type is always 

* The quantities affecting X will he discussed later. 

t The values of he are based on the data for flow at right angles to a single 
cylinder, shown in curve GH of Fig. 40, page 112, taking Pas 0.0229 ft. 
(7 mm). The value of hr is based on the radiation equation /i-r =4o-prT*av.) 
where Fav. is the arithmetic mean of the absolute temperatures of the sur- 
roundings and the wet bulb, the emissivity pr being taken as 0.95. 
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higher than when high gas velocities are used. Since it is 
difficult to keep the air perfectly still, and since when the motion 
is slight a small change in. the velocity produces a large variation 
in J , the velocity of air should be such as to produce a sul>- 
stantially constant value of J. 

The humidity of air at a given point in a drier, or other appUr* 
ratus in which the air velocity is high, may he obtained from 
the readings of stationary wet- and dry-bulb thermometers. 
The make-up water, necessary to compensate for that evaporated, 
should be at the wet-bulb temperature. !For measuring the 



G’=Lb. Air /(Sec. ) CScj. Fi) 

Fig. 184. — Effect of air velocity up-on radiation oorrectioii factor. 

humidity of stagnant air, the desired high velocity (15 to 25 ft. 
per sec.) is obtained with the sling psychrometer, which consists 
of thermometers mounted on a stick with a handle attached so 
that they may be swung by hand. In some cases, instead of 
swinging the thermometers, air is drawn past stationary ther- 
mometers by a fan (to avoid heating effect on the air passing 
through the fan). 

Techniq'ue oj Psychrometry , — ^The technique of the use of a 
sling psychrometer is important. Before the psychrometer is 
swung, the temperature of the wetted bulb should be adjusted 
to a point just above the true wet-bulb temperature of the air 
being tested. If the initial temperature of the water on the bulb 
is too high, it will take a long time to cool the bulb to the wet-bulb 
point and before this point is reached the water will have evapo- 
rated to such an extent that the thermometer never reaches the 
true wet-bulb temperature (see curve 1, Fig. 185). If the initial 
temperature of the wet bulb is but slightly above that cor- 
responding to the true wet-bulb reading, the thermometer will 
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cool quickly to the wet-bulb temperature long before the water 
has e^vaporated to any serious extent and a long fiat minimum 
in the temperature curve will be observed (see curve 2a, Fig. 185). 
If, however, the initial temperature is considerably below that 
of the true wet-bulb reading, the thermometer will rise in tem- 

perature throughout the 
period of slinging. It is true 
that there will be a fiat portion 
in the temperature curve as 
shown by curve 3 (Fig. 185), 
but the estimation of this 
point of inflection is inaccu- 
rate. For accurate work the 
instrument should be cali- 
brated under standardized 
conditions. 

Determmation of Humidity by Wet- Dry-bulb rhermom- 
eter Readings. — A quantitative relation between the wet- and 
dry-bulb temperatures and the actual partial pressure of water 
in air has been previously derived (Eq. 66). 

In order to be able to plot this relation on the humidity chart, 
the term will be converted into a term involving Hu,— P. 

In Chap. XIV, page 449, it is shown that the mass-transfer coeffi- 
cient fc is a function of the partial pressure of the noncondensing 
gas, f.e., k equals ki/pnf where Pn/ is the mean partial pressure of 
the inert gas in the effective gas film. For the usual case there is 
little fractional variation in the partial pressure pn of the inert 
gas through the film, and hence little error is introduced by 
replacing the term (P«,— p)/p 7 i/ by the term — H) {Mn/M^) , 
where Mn and are the molecular weights of the gas and vapor, 
respectively. Making these substitutions in Eq. 66 gives 


True wel bulb y 
bempeta-f-ure '' 


Ti'me 
Fig. 185. 



/'tr rr\ 


(6c) 


where ¥ represents the term kiMn/M^ 

Upon applying Eq. 6c to the recent data of Dropkin,^^^* 
the values of the radiation correction being obtained from Fig. 

* The experiments covered values nf ff ranging from 0.0043 to 0.0169, 
dH,/dt from 0.000276 to 0.00095 and hc/kHS from 0.933 to 0.975, buttke 
last term was independent of the air velocity. 
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184, the mean value of K/h's was found to be 0.045 for ma« 
velocities ranging from 0.04 to 2.5 lb. of air per toc. per aq, ft. 
of cross section, corresponding to linear velocities of 12.5 to 
33.3 ft. per sec. reduced to 70°F. and normal barometer. At 
an air velocity of 16.7 ft. per sec. (O' oi 1.25), Fig. 184 shows that 
« IS 1.058 and the psychrometer equation (6c) become 

(H^-H) a 
it-Ud rj 

"which is identical in form with that of the adiabatic saturation 
curve (Eq. 5a). Hence, if the air velocity over the wet-bulb 
is 1.25 lb. per sec. per sq. ft., the humidity of the air can fee 
read from, the adiabatic saturation curves on the humidity' chart, 
by locating the wet-biilb temperature on the saturation curve, 
drawing a line parallel to the nearest adiabatic curve and reading 
the ordinate corresponding to the dry-bulb temperature. In 
other words, at this stc/KidctTd air velocity the adiabatic saturation 
temperature and wet-bulb temperature are identical. At 
higher velocities, where the radiation correction factor is slightly 
less, the wet-bulb temperature is slightly less than the adiabatic 
saturation temperature, and at lower velociti^ the reverse is 
true. 

This procedure is based on the best available data, which are 
unfortunately small in amount: The available data were 
obtained at low humidities where the specific and humid heats 
were practically the same. The humid heat, rather than the 
specific heat, was brought into the correlation merely for con- 
venience, since it was desired to utilize the adiabatic cooling 
curves (which properly involve humid heat) in evaluating 
the humidity from the wet- and dry-bulb temperatures. For 
accurate work the humidity should be determined by chemical 
methods. 

Although for mixtures of air and water ordinarily encountered, 
owing to the fortuitous circumstance that kc/k's is approximately 
one, there is little difference between the wet-bulb temperatun' 
and the adiabatic saturation temperature; for other mixtures, 
such as air and toluene vapor, where hr/k's is approximately 1.8 
(see page 593), the wet-bulb temperature is much higher than 
the adiabatic saturation temperature, even when the radiation 
correction has been made. In other words, as shown in Fig. 
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186, the slope of the chord conneeting the points Hy,„ and Hi, 
<i is much greater than the slope of the chord connecting the 
points S„ t. and ffi, h- If dry air is partiaUy saturated by 



Fig. 186. — Humidity cliart for air and toluene vapor- 

exposiire to toluene in an adiaba,tic chamber fed with make-up 
liquid toluene at the resulting mixture will have the toluene 
humidity H 2 and temperature h, as read from the adiabatic 
evaporation curve based on Eq. 5a. The corresponding toluene 
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Fig. 187. — High range humidity chart. 


wet-bulb temperature is seen to be lower than and hence 
the wet-bulb temperature falls during the process, finally reaching 
ts where the air is saturated with toluene. For mixtures of air 
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and water -vapor, owing to the fact that the wet-hnlb inee and 
adiabatic curves are nearly identical^ there is almost no in 

as the air approaches saturation. 

Any change consisting only in a decrease of the temi^ratiire 
of the air must be represented by a horizontal line on Fig. 18S 
until the saturation point is reached. Furthermore, the inclined 
curves represent adiabatic evaporation, and also make pMO^abie 
the immediate estimation of the condition of the air from its 
wet- and dry-bulb readings. Also the absolute amount of 
moisture picked up or given up by a unit weight of air is deter- 
mined immediately by the difference between the ordinate 
corresponding to its initial and final states. 

Figure 187 is a humidity chart similar to the one previondy 
described, except that here the ranges of humidity and temperiir 
ture are far greater.; it is useful in tlxe solution of certain tyj^ of 
problem in drying (pages ^62 to 685). 

ILLirSTRA.TIONS SHOWING THE tlSE OF THE HTTMIDITY CHART 

rUiistratioii 1. — Assume a drier in which ^)0 lb. of -water is €ra|»>m1»d 
hourly from the material being dried; the available air has a humidity 
0.0100 and a temperature of 75®F„ and is heated to 155*1’. before esnteritig 
the drier. The air leaving the drier has a -wet-hulb temperature of iOO“F. 
and a dry-bulb temperature of 130®F. No other assumptioias are mad® as 
to the material being dried, nor as to the construction and operation of the 
drier. Calculate the air consumption. 

Solution . — ^The air enters this drier as stated with a humidity of 0.0100. 
Its humidity on leaving the drier is obtained by following the cooling line 
starting at 100°F., the wet-bulb temperature, down to the right to l^^F., 
indicating a final humidity of 0.0356. The rise in humidity of the air going 
through the drier is therefore the difference, or 0.0256. Hence this figure 
is lb. of water picked up/lb. of dry air. Since the water evaporated per hr. 
is 200 lb-, the air consumption per hr. is 200 divided by 0.0256 or 7810 lb. of 
bone-dry air. 

lUustratioii 2- — Referring to the data in the preceding illustration, what 
was the volume of air before and after preheating? 

Solution . — The air entering the preheater had a humidity of 0.0100 and 
a temperature of 75*F. Reference to Fig. 183 indicates that its per cent 
humidity* entering the preheater was 55; interpolation between the curves for 
saturated volume and specific volume at 7S°r- indicates that the humid 
volume (of the mixture of water vapor and dry air) was 13.70 cu. ft. /lb, of 
dry air at the entrance to the preheater. 

The air leaving the preheater at a humidity of 0.0100 and a temperature 
of 155°F. had a per cent humidity of about 4; a similar interpolation at 
155°F. indicates that the humid volume of the air leaving the preheater was 
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15.70 cu. ft. /lb, of dry air. Other things being equal, the fan fox forcing the 
air through the apparatus should be designed ou the basis of the humid 
volume of the air entering the preheater, inasmuch as the fan should be 
placed where the air has the maximum density, because, with a given volu- 
metrie capacity to the fan, the weight capacity is at a maximum when the 
air handled is coldest. Note that these calculations require no knowledge 
of the theory of the drying process itself, or of the mechanism of the drier 
under consideration. 

Illustration 3. — The water in the stock being dried in this apparatus 
entered the drier at 70°F. and the 'water vapor removed left the drier at 
130 ®F. Calculate the B.t.u./hr. (a) supplied to the drier other than in 
the air entering at 155 °F. and (5) that supplied by the preheater, neglecting* 
heat losses to the surroundings and that necessary to warm up the stock and 
the conveying mechanism. 

Salvlion . — Per pound of water evaporated the heat consumption is that 
necessary to warm the water from 70 to 130 “F., or 60 B.t.u., plus that neces- 
sary to evaporate it at 130°r., or, as read from the chart, 1020 B.t.u., a total 
of 1080 B.t.u. The heat utilized for evaporation, expressed per lb. of dry 
air, is therefore, 1080 X0.0256 or 27.7 B.t.u. The heat given up per lb. of 
dry air during its passage through the apparatus is equal to the drop in temp- 
erature (155-130®) times its humid heat 0.244, or 6.1 B.t.u. This quantity 
is less than the heat consumption, thus demonstrating that this drier is fur- 
nished with some sort of heat supply other than that of the drying air itself, 
and the difference between these two quantities, 21.6 B.t.u., is the heat 
furnished by the heating surface within the drier, expressed per lb. of dry 
air. Since 7S10 lb. of dry air was consumed, the B.t.u./hr. furnished by 
the heating surface within the drier was 169,000. 

Since the entering air was preheated from 75 to 155 °F., a rise in tempera- 
ture of 80°, the humid heat of this air being 0.245, the heat furnished by the 
preheater was the product of these two quantities, 19.6 B.tlu., expressed per 
Ih. of dry air ; or the total was this times the amount of dry air per hr. — 
153,000 B.t.u. 

Other Illtistrations. — Additional illustrations of the use of 
the chart will be found in the chapters on Air Conditioning and 
Drying. 


DISCTTSSIOrr of pstchrometer equations 

Based on a heat balance in terms of the equations for the rates of heat 
transfer and mass transfer, it was shown on page 586 that the psychrometer 
equation could be written » 

'h'{E-u)—E')rxv=oihc{t—t.tB)^ (6c) 

The derivation implicitly assumes that the cooling of the air is differential, 
so small that the actual changes in temperature and humidity of the air are 

* These quantities sometimes are considerable. 
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aegligible. ^ The values of iH^-H)/{t-^t^) or ar© beet deUwmm^ 

by calibration under carefully standardized conditions. Sinee th«© mtim 
are found to be eharacteriatic of the gas and liquid employed, it » dmirAU 
to inquire further into the factors influencing the rate eoeiicieate h, and 
for any liquid and gas. 

As shown in Chap. II, the gas in the imme- 
diate neighborhood of the surface is flowing in 
streamline motion, whereas beyond this film, 
of thickness Bf, the gas is mixed by the eddies 
in the turbulent stream (Fig, 188). * Exclusive 
of the effect of radiation, which is allowed for 
separately, the overall thermal resistance 1 /k^ 
by conduction and convection is the sum of 
the conduction resistance Bf/\ of the film and 
the convection or eddy resistance r«. 

A similar application of the resistance con- 
cept to the mass transfer of vapor from the 
wet bulb to the gas stream (page 448) gives 
l/k' = {BfJ D^Mn) -l-(r') where V' is the resist- 
ance to mass transfer through the turbulent 
portion of the gas stream, Dm. is the molaldiffu- 
sivity of the vapor through the true gas film and Mm is th© molecular 
weight of the vapor-free gas. 

Although the thermal conductivity X and vapor diffusivity Dm appear 
in the film-resistance terms, B//X and there is no reason to sup- 

pose that these properties affect the convection resistance?® r« and /. B/ 
definition Te and r' equal A(i— and AiH^—ff)/W, respectively.* Con- 
sider the transfer of given mass of gas w by the turbulent eddies from the 
region, where the conditions t' and H' exist, to the main body of the gm, 
identified by t and H; for such a convection transfer q is equal to 
and W equals if) and the substitution of these quantities in the 

definitions of Tc and r' gives 

Tc Ait-n/q ® 

where s' is the humid heat at the outer boundary of the gas film and the 
term r^/vcs' should be independent of velocity and other factors affecting 
turbulence. As shown in earlier chapters, the film thickness Bj w^ould he. 
reduced upon increasing the velocity. Upon writing the ratio of he to k\ 
eliminating rc by Eq. 7 and rearranging, one obtains 



* For exact shape of curves, see Fig. 137, p. 445. 

t Since rc equals 1/he and equals l/'k^, this relation may also be written 



i.e., the ratio of the heat-transfer and mass-transfer coefficients, and kl, 
for the eddy^fifusion zone equals the humid heat s". 
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1 ^ 

ri k’\ 

A_i ’ 

k'a' ■ 

This equation, together with experimentally determined wet- and dry-bulb 
temperatures, will allow the ealeulation of r^jBf. The considerations of 
Chap. XIV indicate that this ratio should be independent of the nature 
of the liquid on the wet hulb and only slightly affected hy gas velocity as 
long as turbulent flow exists. One experimental determination therefore 
makes it possible to predict the wet-bulb conditions for other liquids. For 
tliia Jatter calculation Eq. 8 can be arrsuiged 

_Jl_ 

fcV -^/s' ‘ 

x + B} 

Calculated values, of hc/k's are given 
in column 5 of Table I together with 
the experimental values; in these cal- 
culations the value of r^/B / for toluene 
was taken for the calculation of he/k'&. 

Figure 189 is a plot of the experi- 
mentally determined value of the 
psychrometrie ratio hc/k's vs. the 
dimensionless ratio a; = X/I>„ MnS. 
The dotted curve is based on, the 
theoretical relation (Tq.’ 8a), using 
the empirically- determined value of 
r^/B/ based on the toluene run. It is 
seen that the predicted curve agre^ 
satisfactorily with the experimental values - 

Another method of attack would be to substitute predicted or experi- 
mental values for the heat-transfer and mass-transfer coefficients, he and 
k', in ]^. 

Nomenclattire 

A =area of surface, sq. ft. 

Bf = thickness of true film of gas, ft.' 

D =*= diameter of wet bulb, ft. 

Z)»» = dilfusivity in molal units, lb.-mols/(hr.)(ft.). 

G' =mass velocity, lb./(sec.) (sq. ft.). 

if = absolute .humidity, lb. of vapor/lb. of noncondensable gas. 

* It is interesting to note that, if, as is approximately true for air and water, 
the physical properties happen to be such that the dimensionless term 
'X/B^MnS closely approaches 1, K/k's' will he substantially 
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Table I. — Experimental Values of Pstchromkteic 

Hatio 

hJkV * 

rwiHyg^JD/asit'-tyg) 

FOR Various Liquins afp Aim 


Reference: 

(5) 


(7) 


Oafaji- 






ImtMtts 






from 

Liquid on wet bulb 






Water Qx =0.962) 

... 1.16 

1.03 




Methanol (x = 1.51) * . . . 



1.22 


.22 

Propanol (a; =2.26) 



1.54 


.56 

Ethyl bromide (a; = 2.49) 




2.21 

.m 

Benzene (x =2.52) 

... 1.61 

1.66 


2.04 

.m 

Ethyl acetate (x = 2.66) 


1.69 



.'71 

Brombenzene (x =2.74) 




1.92 

.76 

^.Toluene (x = 2.78) 

... 2.00 

1.79 

1.77 

1.92 


Chlorbenzene (x =2.88) 


1.76 

1.83 

2. 12 

.81 

Carbon tetrachloride (x = 2.92) . . 

... 2.00 

1.76 


2.m 

.83 

n-Propyl acetate (x =2.97) 

... 2.07 




1.86 

Ethyl propionate (x =2.97) 



1.77 


1.86 

Xylene (a: =3.06) 



1.91 


1.99 

Bthylfne tetrachloride (x =3.12) 


2.00 



1.91 

* These valuea are not coi*reeted for radiation, and are not pAotti&d 

an 1%. 


Tables II. — Expebimenttal Values oe !») for Wat 

IN Vabiotjs Dby Gases (Apjohn)(^^> 


Gas 


CO 2 , with 10.8 % air. 
H 2 O, with 16% air. . 
H 2 , with 4.3 % air - . . 


0.205 0.195 
0.206 0.203 
2.12 3.24 


0.96 

0.99 

1.53 


Hs, at saturation and wet-bulb temporatures, respesctiwely; 

Hg corresponds to Hv to 

hey hr — coefficients of heat transfer by conduction and convcetion 
and by radiation, respectiTcly, B.t.u./ (hx.)(sqL. ft.) 
(deg- F.); h = K-bhr] h^^q/CA){t—t'). 

J = Si ratio, equal to {Fu>—p)/{t—tyg) -cJie/kry,. 
h, fci, ¥, = coefficients of mass transfer of vapor, defined by the equa- 

tions: dW JdA =k{Py> — p')=ki(^Pyg—p)/pnf=^k'iHyg — II) 

Mny jWr = molecular weights of noncondensable gas and pare vapor, 
respectively. 

Pa, Pw= vapor pressures of liquid, at saturation and wet-bulb tem- 
peratures, respectively. 
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V* pn= partial pressure of Tapor and noncondensable gas, respee^ 
lively. 

pnf = logarithmic-mean partial pressure of noneondensable gas. 

Pr * emissivity for radiant heat, dimensionless. 
q =rate of transfer of sensible heat, B.t.u./hr. 
r, r*, - latent heat of vaporization, B.lu./lb., at i, U and t„, respec- 

tively. 

Tc, = thermal and mass-transfer resistances in turbulent portion 
of gas phase lying outside the true film, respectively, 
defined by the equations : = 0 — i') M and 

s“ humid heat, heat capacity of mixture, expressed in B.t.n./ 
(deg. F.) (lb. of dry air). 

T, T' == temperature of water and of feed water, respectively, deg. F. 
U t,y iw “ temperatures of dry bulb, at saturation temperature and of 
wet bulb, respectively, deg. F. 

W -rate of evaporation, lb. /hr. 
a? = dimensionless ratio, \JDmMnS. 

a (alpha) —radiation correction factor, equal to (hc-f /ir)/Ac, dimension- 
less. 

e(theta) — time, hr. 

\ (lambda) —thermal conductivity of mixture of gas and vapor, B.t.u,/ 
(hr.)(sq. ft.)(deg. F./ft.). 

A*(mu) ^viscosity of mixture of gas and vapor, lb./ (hr.) (ft.). 

<r (sigma) =Stefan-Boltzmann constant. 

a> (omega) =mass of gas-vapor mixture transferred by convection. 
Subscripts 1 and 2 refer to specific conditions. § 
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CHAPTER XYIII 


AIR CONDITIONING 

The equilibrium relationship in a system complied of water, 
water Yapor and air, and the temperatures reigmng in such a 
system, form the basis of certain types of apparatus mmh 
employed in industrial work. The more important arc mcludcd 
under the descriptive terms humidijktB, dehumMifi^n and 
water coolers. 


GEN’ERAX CONSIDERATIOnS 

When it is desired to increase the humidity of mr or other 
gas, live steam may be blown into it. However, thm incresMs 
the temperature and introduces any impuriti^ pr^nt in the 
steam. Where considerable heat is being developed in a room 
owing to the operation of machinery, the humidity may be 
increased and the temperature decreased by spraying in finely 
divided water, but this does not provide for ventilation. It is 
generally more satisfactory to bring the air into direct contact 
with liquid water in an apparatus designed to give the desired 
humidity and temperature, distributing this conditioned air 
through ducts to the desired points, or to provide a portable 
‘^unit conditioner’^ which is installed directly in the room. 

Visualize an enclosure such as a packed tower, spray chamber 
or other device in which imsaturated air is brought into direct 
contact with water. The surface of the liquid is separated from 
the main body of the gas by w^hat amounts to a stagnant film of 
gas (page 591). All available data indicate that, at the interface 
between the liquid surface and gas film, equilibrium is closcdy 
approached; consequently the gas at the interface has the 
absolute humidity Hi read from the saturation curve of Fig. 183 
at the interfacial temperature U 

If at a given cross section of the device ti is sucli that Hi 
exceeds the humidity H of the main body of the air (he., if i^ 
exceeds the dew point or condensation temperature of the water 
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vapor in the air), water will evaporate and the hnimdity of the 
gas will increase, regardless of the air temperature, and hence 
humidijication is occurring at this cross section of the apparatus. 

The direction of flow of heat depends on the temperature 
diflerence easting between the air and water. Thus, if the sur- 
face of the water is warmer than the main body of the air 
heat will flow from water to air, increasing the temperature of the 
air, whereas, if the surface of the water is colder than the air, 
heat will flow in the reverse direction, cooling the air. 

The direction of change of water temperature depends on the 
heat balance. Thus, if the surface of the water is warmer than 
the wet-bulb temperature of the air, the water is cooled, while, 
if it is colder, the reverse is true. If U is at the wet-bulb tempera- 
ture, where the heat transferred from air to water is exactly 
balanced by that consumed in evaporation, the water tempera- 
ture remains unchanged. 

Humidifiers. — In a humidifier where surface is provided either 
by the use of a water spray or by allowing water to flow by gravity 
over suitable packing, a relatively large amount of water must be 
circulated in order to maintain the wet surface. A.t ordinary 
temperatures the rate of evaporation from such a surface is, small 
and hence only a small percentage of the water circulated is 
evaporated. Consequently, the unevaporated water is recircu- 
lated by means of a pump, and make-up water is added to 
compensate for that evaporated. 

In the winter, the recirculated water may be pumped through 
a steam-heated water heater. However, in the summer, when 
it is desired to cool the air, the recirculated water is not heated; 
hence the water attains the wet-bulb temperature of the air, 
and the air may be cooled to within a fraction of 1° of the wet- 
bulb temperature. Where the water temperature remains con- 
stant, the mean temperature difference between air and water 
is the same for parallel flow, cross flow and counterflow. Vith 
parallel flow the kinetic energy of the spray assists in causing 
the air to flow through the apparatus. Packed or plate towers 
(pages 548 and 551) may also he used, but, because of the expense 
of their construction and operation, plate towers are seldom 
employed, although three plates will give nearly saturated air. 
For pressure operation towers containing open packings are 
used. 
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Figure 190 shows a typical spray chamber as used for 
catioa. The air enters through the inlet dampers and pa^»s 
through the preheating coils into the spray chamber. In 
order to eliminate droplets of liquid from, the gaSj the air leaving 
the spray chamber passes through the eliminators or baffle, 
which may be kept wet by flooding no 2 Z!les. The air then p&^s 
into subsequent apparatus, sometimes through reheating coils 
as shown, "ysually such apparatus is automatic in action, the 
control depending on the readings of wet- and dry-bulb thermom- 
eters, or upon the ‘"dew point of the exit air (see page 637 ). 



Humidifiers are used widely in air conditionings especially to 
humidify air for "‘conditioning rooms in which certain mateii«^, 
such as textiles, foods or tobaccos, are allowed to regain moisture 
removed at some previous step in the process, or where the mois- 
ture in the stock must be kept at a predetermined figure. 

Hehumidifiers. — It is sometimes necessary to remove moisture 
from air. Where complete removal is not required, it is usually 
most satisfactory to dehumidify by cooling and condensation 
rather than by adsorption or chemical absorption (page 4S6). 
When air is brought into contact with water (or a cooled surface) 
having a temperature helcw the dew point of the air. Hi is less 
than H and consequently water vapor dififuses froni the main body 
of the gas through the gas film to liquefy at the interface, thus 
dehumidiJyiTig the air. Since the interface is colder than the 
air, heat is transferred from the main body of the air to the 
interface, and both the sensible and the latent heat are trans- 
ferred through the condensate film and absorbed by the main 
body of the water or by the refrigerant. Since the tempera- 
tures of both air and water are changing, couiiterfiow is desirable. 



598 


PRINCIPLJSS OF CHEMICAL ENGIN'EMRING 


an arra^ement obtainable in a packed tower and approached 
with a number of spray chambers in series.* The cooling 
can be brought about by ordinary pipe coolers, but in such a case 
the heat- transfer coefficient is small, thus requiring a large amount 
of an expensive type of cooling surface. Instead of using a pipe 
cooler directly, sometimes the result can be accomplished more 
cheaply by the use of two pieces of apparatus: a spray 

chamber, or packed tower, in which cold water is brought into 
direct contact with the air; second^ a tubular cooler in which the 
water is cooled by refrigerated brine or a suitable liquid evaporat- 
ing at low temperature. The first of these is very cheap, and the 
second, while of an expensive type, need not be large, because of 
the relatively high coefficient of heat transfer from water to 
refrigerant in the pipe cooler. 

In other cases the water is sprayed directly on the refrigerated 
surfaces located in the spray chamber. The water nozzles for 
dehumidifying spray chambers are designed to furnish a large 
volume of water to absorb the sensible and latent heat from the 
air, while in humidifying chambers a large evaporating surface 
is required and a more finely divided spray is used. The super- 
ficial air velocities employed in spray-type dehumidifiers are of the 
order of 400 to 550 ft. per min., compared with 500 to 700 ft, 
per min. in spray humidifiers. 

Dehumidifiers are widely used in air conditioning of buildings 
and railway cars. They are also used in connection with driers 
in which air is dehumidified before recirculation. Dehumidifiers 
may also be used to salvage waste heat; thus hot moist air in a 
paper mill may be dehumidified to furnish warm water for 
process purposes. 

Water Coolers. — When air comes in contact with water 
warmer than the w^et-bulb temperature of the air, the water is 
cooled by evaporation. If this unsaturated air is cooler than 
the w^ater, the latter is cooled not only by evaporation but also 
by the transfer of sensible heat to the air. 

Water coolers are employed in engineering practice where 
cooling water is scarce. The forms ordinarily used are cooling 
towers and spray ponds. Figure 191 shows one type of water 
cooler. 

* Wliere the refrigeration is obtained by a liquid evaporating at constant 
temperature, there is no advantage in employing counterflow. 
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5m 


To recapitulate^ the kumidity increases in a bumidifier, 
decreases in a dehumidifier and increases in a water ooelcr; the 
water temperature is practically constant in an adiabatic hnimidi- 
fier, rises in a dehumidifier and falls in a water cooler; the air 



Fig. 191. — Wheeler cooling tower. 


temperature falls in the first and second and usually rises^ but 
may fall, in the third. 

METHOD OF CALCULATION 

The humidity chart discussed in the preceding chapter is used 
for determining the relation between the initial and final tem- 
peratures and humidities of the air. Knowing these termiiuil 
conditions, by means of material and energy balances one 
can readily determine the stoichiometric relations between the 
amount of air handled, the change in humidity and the water 
evaporated or condensed. 
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The size of an apparatus for a given capacity and operating 
conditions may be calculated by applying judiciously three rate 
equations: one for the rate of transfer of sensible heat between 
the air and the water surface, another for the rate of diffusion 
of water vapor between the air and this same water surface, 
and the third for the rate of heat transfer between the interface 
and the main body of the water. 

The heat effect due to evaporation or condensation is disre- 
garded in the first equation, except as it influences the interfacial 
temperature and hence the average temperature difference 
between water and air. Both of these processes, heat transfer 
and diffusion, take place simultaneously and the coefficients of 
the first two equations are tied together by a very simple relation. 
The necessary coefiScients for these equations are determined 
experimentally for each type of apparatus. 

K omenclature 

A - wetted transfer surface, sq. ft. 

a = wetted transfer surface per unit volume of apparatus, sq. 
ft./cu. ft. 

Dm =iaolal diffusivity, lb. mols/(hr.)(ft.). 

Dt = tower diameter, ft. 

€ =l)ase of natural logarithms, 2.718. 

G =inass velocity of air, lb./(]ir.)(sq. ft. of cross section). 

E = absolute humidity of air, lb. of water vapor/lb. of dry air. 

Hi, Ht, H'to = humidity of saturated air; Hi corresponds to k, Ht to T, 
and iTtfl to 

haa = individual coefficient of sensible heat transfer through, gas 
film, B,t.u./(hr.) (cu. ft.) (deg. F. temp. diff. across 
gas film) . 

Ai:,a = individual coefficient of total heat transfer through liquid 
film, B.t.u./(hr.) (cu. ft.) (deg. F. temp. difi. across 
liquid film). 

= individual coefficients of vapor diffusion, lb. /(hr.) (cu. ft.) 
(unit humidity difference between main body of gas 
and interface). 

= overall coefficient of vapor diffusion, lb./(hr.)(cu, ft.) (unit 
overall humidity difference, H —Hr). 

ilfm=mean molecular w^eight of gas-vapor mixture 
r = latent heat of vaporization, B.t.u./lb. 

= cross-sectional area of apparatus, sq. ft. 
s = humid heat =0.24 -f 0.45^, B.t.u./(deg. F.)(lb. of dry air). 

T =bulk temperature of main body of water, deg. F. (not 
absolute). 
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i — bulk temperature of main body of air, dry-bulb temperature, 
deg. r. 

irf== temperature of dew point, deg. F. 

fi = temperature at interface between water and air Elma, dag. F. 

fto— wet-bulb temperature of the air. deg. F. 

^overall coefficient of sensible heat transfer from air to water, 
B.t.u./(hr.)(cu, ft.)(deg. F. overall temp, diff.). 

V — tower 'volume, cu. ft., equals SZ. 

?o=mass rate of flow of dry air through apparatus, lb. /hr. 

a; =lb. of water sp rayed/ (hr.) (sq. ft. of cross section of chaml^t). 

Z — length of spmy chamber or height of tower, ft. 
absolute viscosity, lb./ (hr.) (ft.). 

Subscript 1 refers to conditions of both liquid and gas at the fas inlet, and 
subscript 2 refers to conditions at the outlet. 

Basic Equations for Steady Flaw. — Consider a tower in wkicli 
the air to be treated enters at the bottom and leaves at the top, 
while the water eaters at the top and leaves at the bottom. 
At any given cross section tbe main body of the air has a dry-bialb 
temperature t and absolute humidity if, and the mass rate of 
flow of air is w lb. per hr. At this same section the mass rate of 
flow of liquid water is L Ih. per hr. ; the main body of the water 
is at T and the interface between air and water is at the tempera- 
ture ti. Designate the conditions at the air entrance end by 
the subscript 1, and those at the other end by the subscript 2. 

The overall water balance is 

L^-L2=-uCHl-H^) (1) 

Neglecting heat exchange with the surroundings, the overall heat 
balance may be written in several alternate forms:’* 


LzC^i - J'2) = uMii- ^1) -Ht)rr,-im(h-Ti) { 2 a) 

LiITi-T.) ='iasi{ti-~ n)A~iv(,Hi~H2)rT,-us2{ti-T2). ( 25 ) 

Li(ri-h)-L2<iTz-tt) ='ivs2{ti-h)+w{Hx-H2)rt, {2c) 

-=-mi{ti-iz)-\-w{Ei-E2)Ttv (2d) 

Now focus attention on what happens in a differential height 
dZ^ corresponding to the differential volume d] , having cross 
section dY equals S dZ. The corresponding water and heat 

* These four alternate forms are ol;)tamed by using Ti, 7'-, tx i\i\d (■: as 
datum temperatures, respectively. In all ca.ses the speoifie heat of liiiuiti 
water is taken as 1 . 
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balances are : 

~~dL — --'U)dH (la) 

—LdT = — wsdt—wrdH. (2a') 

The differential interfacial area dA is equal to the product of the 
wetted surface a per unit volume of tower and the volume dY 
of the differential section, i.e,, dA equals a dV. The rate of 
transfer of sensible heat between the main hodjr of the air at t 
and the water surface at U is then 

— wsdt = (ha) (a dV)(t-~ ti) . H (3) 

The rate of diffusion of water vapor between the main bod^ of the 
gas (having the absolute humidity H) and the interface (having 
the absolute humidity Hi) is then given by the mass-transfer 
equation (page 447) 

dH = (k'c)(dV)(E-Hi). (4) 

The rate of heat transfer from the interface (at h) to the main 
body of the water (at T) is then 

-L dT = (hr.) (a dV) (ti- T), (5) 

These five differential equations, and data regarding the neces- 
sary coefficients in the rate equations, are the general solution 
to the problem of direct contact between air and water in a 
steadily operated apparatus. Upon dividing Eq. 4 by Eq, 3, 
one obtains the significant relation 



Since it was shown on pages 590 to 593 that for air and water the 
physical properties were such that the dimensionless ratio 
ha/k's VIB.S substantially 1, Eq. 6 may be written as 


dH_ {H-Hi) 

dt (t — ti) 


(6o) 


Adiabatic Humidifiers.— In an adiabatic humidifier the heat 
transferred from air to water tends to heat the water but the 
evaporation tends to cool it. Where the unevaporated water is 
recirculated, it attains the wet-bulb temperature where these two 
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effects balance and the water temperature remaans umchseged, 
le., dT is zero. The heat balance then takes the form 




Ta) 


which is the same as that given on page 581. If the teinperatiire 
Ta of the make-up water is substantially the same as the adiabatic 
saturation temperature 4, one may employ the curv^^ for 
adiabatic evaporation plotted in Fig. 18^, page 579. 

Since no' heat is transferred to the main body of the water, 
it is unnecessary to use Eq. 5, and, since the rate coefficients of 
Eqs. 3 and 4 are tied together, one may choose either equation. 
Selecting Eq. 3 and recalling that ti is substantially wmstant at 
iu,j integration gives 


{ti-U _h^V 

A similar integration of Eq. 4 gives 


m 


(4a) 


The rate coefficients are discussed on page 606. 

It is interesting to note that the fractional humidification 
(actual humidification — divided by that obtainable with 
an infinite apparatus, Hw—Hi) takes the form* 




k'aV 

— l — € ^ 


(4b) 


which is analogous to the Murphree rectification efficiency (page 
566) for a babble plate, where gas-phase resistance is controlling. 
Equation 3a takes a similar form 


(ti-e2) 

(h-u) 


1 — e ’ 


i3b) 


* Equations 46 and 36 are obtained from Eqs. 4a and 3a, respectively, by 
assuining that the water remains at the wet-bulb temperature throughout 
rhe process. 
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The fractional cooling or humidification given by a bubble plate, 
is of the order of O.8.* 

Adiabatic Bebumidification. — Consider a given cross section 
where the main body of the air is unsaturated, such, as the point 
having coordinates Hi and ti in Fig. 192. If the surface tempera- 
ture of the water is less than that of the main body of the air, 
the conditions at the air-water interface will be represented by a 
point Hiy ti on the saturation curve. Since Hi is less than Hi, 
water vapor will flow from the main body of the gas through the 
gas film, and will liquefy at the interface, thus dehumidifying 



t, Deg.F. 


Fig. 192. — Dehumidification diagram. 

the air. Since U is less than t, the air will be cooled and the 
sensible heat so transferred will flow through the same gas film. 
Since both the sensible and latent heats are transferred to the 
water, the temperature of the latter will rise. 

In consequence, as the water ftows through the apparatus the 
temperature U of the interface will rise, moving to higher positions 
on the saturation curve, or as the air flows through the apparatus 
it encounters w^ater at lower temperatures. At each cross section 
Eq. 6a applies, z.e., dH which means that 
the instantaneous slope of the path is dependent on the prevailing 
ratio of the vertical distance, H—Hi, to the horisiontal distance, 

* Occasionally the performance of a humidifier is rated in terms of the 
“height of a transfer uiiit^’ (H.t.u.), where Z is the eflfectiTe length or height 
of the apparatus, and the number {ii) of “transfer units’’ is arbitrarUy 
defined as the ratio of the decrease in air temperature to the logarithmic- 
mean temperature difference from air to water; H.t.u. =Z/n. Inspection, 
of Eq, 3a shows that H.t.u. also equals wsIhadS or G^/hca, where G is the 
mass velocity of the air based on the total cross section S. 
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t-U The situation is indicated diagrammatically in Fig. 192, 
and it is seen that the path cur^e will be conve:x upward. Given 
data for the rate coeflicients ha and hz, since for air and water 
Jc' may be taken equal to ho/s^ the necessary size of apparatus 
fox given operating conditions can be calculated by graphical 
integration of the equations, kn approximate solution may be 
obtained by substituting finite increments for the differential 
terms in the basic equations, thus making stepwise calculations, 
with intermediate calculations of U, assuming that dH/dt is 
constant oyer short finite intervals at a value equal to the value 
of (see Fig. 192). 

If the gas temperatures are above that of the surroundings, the 
apparatus should not be insulated, unless it is being operated to 
preheat the water. However, for air conditioning in the summer, 
where the air is being cooled below outdoor temperatures, the 
apparatus should be insulated. 

If the air entering is saturated, it tends to remain saturated 
as it cools, but with substantial temperature differences there is a 
marked tendency toward formation of fog in the gas film. Com- 
putations for the dehumidification of saturated air are often 
made by the approximate method given on page 696 for water 
coolers. 

Water Coolers. — If at a given cross section the temperature 
of the water surface is above the wet-bulb temperature of the 
main body of the air, the water will be cooled even if the air is 
hotter. However, it is desirable to have the air colder than 
the water so that the water will be cooled both by its own 
evaporation and by transfer of heat to the colder air. Packed 
towers are often used for two reasons : first, because counterfiow 
is desirable to give high average values of the driving forces 
iT—ti, ti—t and Hi—H), and, second, because high coefficients 
khd for the liquid film are obtainable since the liquid film is 
being continually deformed as the water flows over the packing. 
The general problem is solved by applying the basic relations 
given on pages 601 to 602. However, for packed towers one 
sometimes employs an approximate method based on the 
assumption that hhd is so high that U equals T , thus eliminating 
the use of Eq. 5. In such cases the individual coefficient 
multiplied by {Ei—E) is replaced by an overall coefficient K 
multiplied by the overall driving force’’ Et—E, and Eq. 4 
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becomes 

wdH^Ka dVCHr-H). (7) 

Similarly Eq. 3 is -written 

ws dt^U^a dVCT—t) (8) 

where Ua is the overall coeflScieiit of sensible heat transfer based 
on the ^'overall temperature difference/' T —t. There is no 
reason why U a/ Ka should equal tests show that this ratio may 
substantially exceed the humid heat. The approximate equa- 
tions (7 and 8) are then used over finite increments employing 
arithmetic-mean values of the driving forces. It should be noted 
that the water temperature, and hence Hr, varies throughout 
the apparatus. In designing a water cooler, the initial and final 
water temperatures Tg and Ti and the rate of input Lz of the water 
are known, as is the initial temperature h and humidity Hi of 
the entering air. Furthermore, data for the coefficients Uau and 
K^a are available for towers of certain types. Hence, with 
Eqs. 2, 7 and 8 and the humidity chart, it is possible to calculate 
the amount of air required, the volume of the apparatus and 
the temperature and humidity of the air leaving the water cooler. 
As a first approximation, the temperature of the air leaving the 
apparatus may be taken as 5 to 10°F. below that of the entering 
hot water. This trial value must later be checked against values 
required by the equations used. 

Discussion of Capacity Coefficients. — The following points 
should be kept clearly in mind; 

1. The coefficient had is obtained experimentally and is 
expressed as B.t.u. {as sensible heat only) per hour per °F- average 
individual temperature difference per cubic foot. Although 
had can be determined by experiment, it consists of two factors, 
neither of which can conveniently be determined separately. 
The exact values of hoa and Uoa cannot, in general, be pre- 
dicted for apparatus for humidification, dehumidification and 
the like, but the qualitative effect of changing certain variables, 
such as velocity of gas or liquid, may be predicted in certain 
cases. 

2. Since the term a represents the square feet of wetted surface 
per cubic foot of apparatus, it will vary widely with the type 
or design of the apparatus. Even in a definite type of apparatus, 
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gas velocity or rate of liquor circulation or both nearly always 
afiect the active surface per unit of volume. 

3. In addition to this, as brought out repeatedly in. tfee chapter 
on Mow of Heat, changes in velocity and visooaty have marked 
effects on certain film coefficients of heat transfer. 

Ail these facts make the prediction of values of the coefficients 
extremely difficult, and hence for accurate design it is nec^sary 
to determine the coefficients for the particular conditions under 
consideration. However, by having a clear insight into the 
nature of the variables involved, the amount of experimental 
work required may be reduced to a minimum. While the 
designing of apparatus of these types in the absence of pi«Eminary 
experimental work is undesirable, yet the problem sometiin^ 
arises, and here one must interpret the results of experiments in 
similar apparatus with care and employ suitable factors of 
safety. ■ 

RATE COEFFICIEIJTS 

Horizontal Spray Chambers. — ^Tests on a number of spray-type 
humidifiers show that the heat-transfer coefficient hac, varies 
but slightly with gas velocity oyer the usual range of from 1200 
to 3000 lb. per hr. per sq. ft. of cross section, but increases 
rapidly with increase in the rate at which water is recirculated 
through the nozzles. Tests^^^ on a chamber 4 ft, long and 56 sq. 
ft. in cross section, with parallel fiow of air and water, are 
correlated by the equation 

/lea = 0.0078(^)1*5 

where x represents the pounds of water sprayed per hour per 
square foot of cross section. The number of nozzles per square 
foot of cross section ranged from 0.8 to 1.6, the water rate per 
nozzle from 180 to 510 lb. per hr., the water pressure on the 
nozzles from 3 to 15 lb. per sq. in., the air velocity G from 1200 
to 2400 lb. per hr. per sq. ft. of cross section and had from 20 to 
160. 

Tests on a humidifying chamber 10 ft. long, with four nozzles 
per square foot and with water sprayed from both ends, gave 
hoa of 170 at G of 3000. 

Packed Towers. — Tests^^^ on a slat-packed cooling tower, 
interpreted by the approximate method, gave 
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Ka=0,052BG and UgC = 0.0173G^ 

■where G varied from 1020 to 2280 lb. of air per hr. per sq. ft. 
of cross section, and the water rate was 3180 lb. per hr. per 
sq. ft. of cross section* 

Wotted-wall Towers. — ^Data on the evaporation of water and 
a number of pure organic liquids, flowing by gravity down the 
inside wall of a vertical 1-in. pipe, into a turbulent air stream at 
the same temperature, are correlated^^^ by the dimensionless 
equation 


Talues of the diffusivity Dm are shown on page 460. For water 
this reduces to 


K' = (0.025+0.0000550^'^*^^ 

where f is the temperature of the air, expressed in degrees 
Fahrenheit. 

Aniilogy between Absorption and Mass Transfer. — ^By means 
of this analogy, data on the evaporation of pure liquids into 
air and data on the dehumidification of air by contact with 
sulfuric acid were brought into fair agreement with heat-transfer 
data from gas to solid. By this procedure the ordinates of Fig. 
40, page 112, are taken as (Jc' M ^/ instead of 


ILLUSTRATIVE PROBLEKS 

Illustration 1. Humidifier. — It is desired to cool 22,000 cu. ft. of air /min. 
from 95 to 75°F., using a horizontal sprajr chamber which sprays the recircu- 
lated -water against the air flow. The temperatute of the make-up water 
is 80®F., the dew point of the initial air is 58°F, and the barometer is normal. 
Calculate (a) number of spray nozzles required, and dimeusions of chamber 
to house the sprays; (5) gal. of water recirculated/min., and theoretical 
horsepower for spray nozzles; (c) gal. of make-up water /min. 

Data and Notes . — For a humidifier, had may he taken as 90 provided 
there are 12 lb. of water per min. per spray, two sprays per sq. ft. of cross 
section and the banks about 8 ft. apart (in the direction of flow of air). 
The water pressure on nozzles may he taken as 20 lb. gauge for new sprays 
when the rate of flow is 12 lb. per min. per spray. 

Solution . — From Fig. 183, page 579, it is seen that the humidity of air 
saturated at 58°F. is 0.0100, the wet-bulb temperature is 70°F., and the 
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humidity attaiaed during adiabatic cooling to 75“F. ia contact with water 
is 0.0147. 

The humid volume at 95°P . is seen (by interpolation betwewa the value 
of 14.82 cu. ft. for saturated air and 13.96 cu. ft. for dry air) to be 14.20 cu. 
ft. mixture/lb. of dry air. Thea w equals 22,000/14.20 « 1660 lb, of diy 
air /min. The sensible heat removed by cooling the air, having in*^-**l 
humid heat of 0.2445, from 95 to 75 is (1550) (95 --75) (0.2446) or 7600 
B.t.u. per mill. Since the recirculated water attains the wet-bnlh tempersir 
ture (70®F.), the temperature difference between air and water is 96—70 
or 25®F. at the entrance and 75 - 70 or 5“F, at the exit. From Eq. Sa it fe 
seen, that 

hoaV 

ws {t-tdt 

or 

r = [ln (25/5)1 (1550)(0.2445) (50) /<90) -400 en. ft. 


Since the value of h^a used was determined for one nomzle per 4 cu. ft. imd 
for two nozzles per square foot of cross section, the theoretical number of 
nozzles equals 102, the square feet of cross section is about 51 and the 
length of spray chamber is about 8 ft. For 102 of these noMles in one tmnk, 
the water rate is (102)(12)/8.33 or 147 TJ. S. gal. /min. 

According to Eq. 1 the make-up water equals (1550) (0.0147 — 0.0100) or 
7.3 lb. /min. It is obvious that the mixing of 7 lb. of water at 80®F. with 
1224 lb. at 70°F. would not appreciably raise the temperature above 70*F. 

The theoretical horsepower dissipated in the nozzles equals 


(1224) (20) (144) 
(62,3) (33,000) 


or 1.72 hp. 


It can easily be shown that the dissipation of this power will not cause 
appreciable rise in water temperature.* The calculated values are: 

a. 102 nozzles in one bank housed by a spray chamber 8 ft. long andt about 
7 by 7.5 ft. in section. 

h. Water recirculated at rate of 147 gal. /min., the pump theoretically 
requiring 1.72 hp. for the resistance caused hy the nozzles alone. 

c. About 1 gal, of make-up water required per min. 

A safety factor should be included on the size of the spray chamber and 
number of nozzles to allow for decrease in effectiveness of sprays with time. 
The volume given above (409 cu. ft.) is that of the spray chamber alone; 
obviously, the actual apparatus must include air dampers at the entrance 
and wmter eliminators at the exit. Suitable strainers should be provided 
on the water line leading to the sprays. For use in winter heating, coils 
should be provided. 

niustration 2. Dehumidifiler. — It is desired to design a coke-packed 
tower to dehumidify continuously 2000 cu. ft. /minute of air saturated at 

In calculating the actual horsepower of the motor for the pump, one 
must allow for the friction losses and lift in the piping system as well as for 
the nozzle friction and the combined efficiency of motor and pump. 
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80®jF. and 1 atmosphere to produce saturated air at 55°F- Cooling water 
is available at 50”F. What shall be the height and diameter of the tower? 

Data and Notes. — A tower packed with S-in. coke^®^ has been found to 
give lT(}a of 250 when L/S is 1150 and G is 1200 lb7(hr.) (sq. ft.). 

S(dution . — Since Uoa depends on both G and Lj it is safe to employ the 
given Uoa if G and LjB are equal to, or exceed, the values given. The 
humid volume of the entering air is 14,08 eu. ft. /lb. ; hence w will be 2000 X 
^/14.08 =8530 lb. dry air /hr. The cross section & will then be %2 oo = 
7.11 sq. ft., which calls for a tower diameter Dt of -v/?. 11/0.785 or 3.01 ft. 

The inlet water rate Lz will be 1150(7.11) or 8180 lb. /hr. The overall 
heat balance (Eq. 2a) is 8180(ri-50) =8530(0.25)(80-Ti) -8530(0.244) 
(55 — Ti) -1-8530(0.01305) (1051 .5), whence the outlet water temperature 
is found to be 70.8°F-* The overall temperature differences (t — T) from 
air to water are (80 — 66.5) or 13.5®F. at the bottom and (55—50) or 5°F. 
at the top. The arithmetic-mean temperature difference, 9.25°F., will be 
employed as an approximation. The equation for the transfer of sensible 
heat from air to water is (8530) (0.247) (80 —55) =250(7.11.Z)(9.25), whence 
the height is found to be 3.2 ft. 

JVo^e, — If the entering air had been unsaturated, it would have been 
necessary to solve for the outlet humidity that would be obtained when 
cooling the air to 55 This would require the use of Eq. 7, together with 
the numerical value of K'a, which for this case is known to be 1200. 

lUustration 3. Water Cooler. — A slat-packed cooling tower is to be 
designed to cool 3000 gal. /min. of condenser water from 110 to 86 ®F. by 
means of air flowing up through the tower. With forced draft, it is esti- 
mated that the velocity of the entering air will be 500 cu. ft. /(min.) (sq. ft.). 
Under the worst conditions the available air will be saturated at 80®P. 

Using the data given below, and neglecting heat losses to the surroundings, 
calculate: (a) cu. ft. of air/min, entering the tower; (6) height and ground 
area of tower; (c) temperature and humidity of exit air. 

Doia. — For similar towers handling 3180 lb. of .water /(hr.) (sq. ft. of 
ground area), it is found that K'n =0.0525(7, and U^jK' =0.33. 

Solution. — Since the coefficieiits were determined for 3180 lb. water/ 
(sq. ft. of total cross section), the ground area of the tower equals (60) 
(3000)(8.33)/3180 = 472 sq. ft. The volumetric capacity of the fan equals 
(472) (500) =236,000 cu. ft. /min. at 80®F. Since the humid volume of the 
entering air is 14.1 cu. ft. /lb. of dry air, G equals 

(472)(500)(60)/(14.1) = 1,000,000 lb. dry air per hr. 

(It will be noted this corresponds to about lb. of dry air /lb. of water fed.) 

On the basis of 1 lb. of water, an approximate heat balance is 

(0.667) (sav.)(t2 -80) -h (0.667) (Ha -0.0220) (1046) =(1) (110-85). (A) 

* If the use of the given air and water velocities had called for an outlet 
Abater temperature above that of the entering air, it would have been 
necessary to increase the water rate. 
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Tlie equation for the transfer of sensible heat to the air (Bq. S) ia 

(1,000,000) (w)a2- 80) = 


Since the mass Telocity O of dry air is (60) 16,700/472 - 2120 Ib. dry air/ 
(hr.) (sq. ft. of total cross section), K'a equals (0.0525) (2120) - 111.6, and 
Voa = (0.33) (111.6) =36.8. 

Hence the preceding equation becomes 

(1,000,000) (Sav.) («2— 80) = (36.8) (K)(l 15-fa)/2. (B) 

The equation fo?r the diffusion, of water vapor into the air (Eq. 7) m 

(1,000,000) Cifj -0.0220) = (112)(y) 

(1 ,000,000) (Hi - 0.0220) = U12)(y)(a(y24-g,) 

ji 

Since 

s„. = 0.24 4-0.45(5^~±^*) t 

there are three equations (A, and C) and three unknowns: F, Bt and t®. 
If Eq. B is divided by Eq. (7, V is eliminated, and hence values of I® and fit 
must satisfy (^) and {B/C). A.s a first trial, tt is usually taken ms 6®F. 
than the temperature of the entering water. The values of it and Ht which 
satisfy the above conditions are 

«2-107°F. 

iTa =0.0512 or 95 per cent saturated* 

Substituting these values in Eq. C, and later in Eq. B as a check of the arith- 
metic, Y =47,000 cu. ft. Hence the height of the tower equals 

(47,000)/ (472) =99.5 ft. 

Note, — This cooling tower was designed for the “worst conditions” of 
the air, namely, saturated at 80°E. When the air is not saturated, or cooler 
than 80°E. or both, the water will be cooled to a temperature low'er than 
85°F. Since the calculated height of 99.5 ft, is excessive, the designer would 
probably compromise by using a shorter to w’er, thereby sacrificing somewhat 
the cooling of the water. 
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CHAPTER XrX 


. DRYING 

PART L METHODS OF BItYmO 

Introductioii. — Although the term ^^dr3diig^^ niBy have & 
peculiar significance in a few specialized industri^y in general 
engineering practice it may be taken to mean the removaJ of 
water from a system or structure, when the amount ef water 
present is comparatively small. For purposes of study the sub- 
ject matter may be classified from a number of different points 
of view. 

The material to be dried may be either a gas, a liquid or a 
solid. If a gas, the water may be carried simply as vapor, or in 
addition it may be present in the form of a spray or fog. If a 
liquid, water is removed by drying only when present in smsli 
amounts; otherwise the process is described as evaporation or 
distillation. Thus fusel oil, alcohol or acetone may be dried 
by removing the water therefrom. In solids the amount of water 
may vary from a mere trace to the large amount present in fresh 
fruit or in a glue jelly. 

As the moisture leaves a wet solid there is often a tendency 
for the structure to diminish in volume or shrink. If great care 
is not taken, this shrinkage will not be uniform, and cracking 
or warping results, which deteriorates the product- Examples of 
this action are found in timber and unburned pottery. Or, if a 
material is dried under tension and lateral shrinkage is prevented, 
the structure loses its strength. Such is the case when paper is 
dried on certain machines as compared to that slowly dried in a 
loft. Many materials such as eggs, fruit or milk must he dried 
rapidly at as low a temperature as is practical, in order to pre- 
serve their characteristic flavor and the other valuable proper- 
ties they possess. Some substances deteriorate when allowed to 
remain for a considerable length of time in a wet condition. 
Material such as glue, starch and sugar cannot be heated while 
wet owing to the solvent action of the water upon them. Many 
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substances containing water of crystallization cannot be dried 
under ordinary conditions because of a loss of all or a portion 
of this water. These widely varying conditions may be cared for 
in drier design by considering the rate of drying, condition of the 
drying medium and the nature of the exposed surface. Each 
of these factors is complex and will be discussed in detail later. 

Methods of Drying. — The available methods of drying are: 

1. Deposition of the moisture as either water or ice. 

2. Decomposition of the water. 

3. Chemical precipitation. 

^ 4. Absorption. 

5. Adsorption. 

6. Mechanical separation. 

7. yaporization. 

The completeness with which dryness can be effected by any 
process depends upon the factors controlling the equilibrium 
conditions then obtaining. These will be considered as each 
method is discussed. 

1. Deposition of the Moisture as Water or Ice. — When con- 
densation takes place in a gas, it is obviously the reverse of vapori- 
zation and depends upon the same fundamental considerations. 
The clumsy term dehumidification has come into general use 
for operations of this character and the subject has been treated 
together with humidification processes. The Gayley dry blast 
for smelting iron is an example of the large-scale application 
of this idea. 

Water may be removed from liquids by converting it into ice 
and in this form separating it from the portion having a lower 
freezing point. The alcoholic content of a liquid possessing a 
delicate flavor can in this way be readily increased. Fruit juices 
are concentrated by cooling with agitation and subsequently sepa- 
rating the ice crystals by passing through a centrifugal machine. 

The amount of moisture remaining in air dried by cooling 
depends upon the temperature to which it is cooled. Also in the 
case of a liquid it depends upon the temperature reached, but is 
limited when a eutectic mixture is formed. 

2. Decomposition of the Water. — When a small amount of 
water is held in either a gas or a liquid, it may be removed by 
decomposing it and separating the products formed. Thus 
ether is dried by placing it in contact with metallic sodium. 
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The caustic soda formed clings to the surface of the metal and, if 
separated, will eventually settle out. Certain circumstan^s 
allow of using other water-decomposing agents such m the car- 
bides and nitrides. Here the completene® of the process is 
largely a function of mechanical agitation of the liquid and the 
reacting substance. The vapor pressure of water with which 
the substances formed are in equilibrium is so smali as to 
negligible. 

3. Chendcal Precipitation. — Somewhat larger amounts of 

water may be advantageously withdrawn in the form of a chemi- 
cally combined precipitate. Thus lime forms calcium bydroxide ; 
anhydrous sulfate of copper or sodium takes on water of crystal- 
lization and separates from the liquid. The amount of water 
remaining in the liquid is controlled by the vapor pressure of the 
hydroxide or the crystalline substance formed. Phosphorus 
pentoxide and calcium chloride may be used for drying and 

for drying liquids in which they are insoluble; again the com- 
pleteness of drying is limited by the vapor pressure of the result- 
ing hydrated substance. 

4. Absorption, — In some technical processes water is removed 
from a material by the capillary action of porous bodies. Thus 
the cream of clay and water used for casting pottery is deprived 
of the greater part of its water by placing it in molds of plaster 
of Paris. The capillary character of this mold withdraws the 
water from the liquid clay mixture and deposits upon itself a 
layer of solid clay, the thickness of which is controlled by the time 
of standing. Certain types of candies, such as gumdrops, are 
dried mainly by contact with the starch molds in which they 
are cast. The drying effect of sponges, tow^els and materials of 
this kind is due to this same action. 

6- Adsorption. — The wonderful ability of certain substances 
to adsorb moisture makes possible the application of this process 
to drying gases, and to some extent also liquids (see pages 424 
to 513). 

6. Mechanical Separation. — Some materials are of a spongy 
nature and hold by capillarity large quantities of moisture which 
may he expelled by pressure alone. When such is the ease, it is 
evidently desirable to get rid of as large a percentage as possible 
by such means before passing to other more expensive methods. 
This may be readily accomplished in many cases (textiles, wool, 
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grain and the like) by centrifugal force (see page 336). Or a 
positive pressure may be exerted by a screw as is shown in Fig. 
193, or by passing the material between a pair of rolls. 

7- Vaporization. — By far the most important processes for 
drying liquids and solids depend upon first vaporizing the water 
and in this form separating it from the structure of which it 
formed a part. If air or some inert gas is used to carry away the 
water vapor formed, the process is called air drying- If the 



Fig. 19S. — Screw press. 


vapor is passed to a condenser, a pump being employed to with- 
draw the air from the apparatus, the process is spoken of as 
vacuum drying. By far the greater proportion of this chapter 
is devoted to drying by means of vaporization. 

PART n. GENERAL PRINCIPLES OF BRYirTG BY VAPORIZATIOH 

INTO A GAS 

G-eneral Considerations. — Every solid and liquid substance 
exerts at any definite temperature a perfectly definite vapor 
pressure. If the substance is a mixture, each component exerts 
its own particular and definite vapor pressure. These separate 
or partial pressures are additive and together make up the total 
vapor pressure of the substance. If the component parts of a 
mixture are mutually soluble, the partial pressure of each com- 
ponent will be thereby somewhat decreased- The vapor pressure 
of liquids increases as the temperature rises and obviously there 
will be some definite temperature at which this vapor pressure 
equals the pressure of the atmosphere. At this point the vapor 
of the liquid will continue to form, and not only diffuse but actu- 
ally push back the atmosphere into space, maintaining as total 
pressure the atmospheric pressure then existing. The liquid is 
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then, said to hoil and this teraperature is called its boiling point* 
A.S the pressure of the atmosphere varies, dearly the boiling point 
of a liquid will vary also. 

These elementary conceptions are so ei^ntial to a ready 
understanding of the discussion which fallows that the reader is 
referred to pages 365 to 372 for further exposition of them. 

As the science of drying developed, there were adopted a 
number of expressions which at times vary in their meaning from 
that which normally attaches to them. A full disciission of th^ 
definitions is given in the chapter entitled Humidity and Wet- and 
Dry-bulb Thermometry (see pages 577 to 594). 

Mechan'ism oe Aie Dbyii^g op Solid M^TEBiAns 

The discussion of the mechanism of vaporimtion of liquids 
suspended in air (pages 582 to 585) has shown the influence of the 
temperattxre, humidity and air velocity upon the rate of vaporim- 
tion. It will now be shown that, when water is admixed with 
other materials, the composition and form of the mheture pro- 
foundly modify the evaporative rate. In order to determine the 
effect of these new variables, they will first be studied under 
constant drying conditions. 

Most solid materials to he dried exist in either sheet or lump 
form with the water* from which they are to be freed dis- 
seminated throughout the mass. The mechanism of removal of 
this water is somewhat complicated, but must be thoroughly 
understood in order to appreciate the factors controlling the 
drying of such materials. 

Tor the sake of definiteness, consider the drying of a sheet 
material freely and equally exposed to the drying air on both sides 
of the sheet. The sheet will be assumed so large in comparison 
with its thickness that the drying from the edge of the sheet 
may be neglected, as compared with the drying from the faces of 
the sheet. It will be assumed that, initially, the water is uni- 
formly distributed throughout the thickness of the sheet. As 
soon as the sheet connes into contact with the drying air, evapora- 
tion will start at the surface, and the concentration of water on 
the surface will therefore diminish. This will cause a difference 
in concentration between the interior of the sheet, which is still 

* Although water is the liquid used in this discussion, it should be remem- 
bered that a similar treatment applies to other liquids. 
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wet, and the surface, which has been partially dried by evapora- 
tion. In consequence of this concentration difference, there will 
be a flow of liquid water by diffusion from the interior of the sheet 
to the surface.* These two processes, i.e., evaporation from the 
surface and diffusion through the sheet from the interior to 
the surface, will go on simultaneously until the drying operation 
is suspended or the sheet has come into equilibrium with the dry- 
ing air. In some cases, resistance to surface evaporation is 
the controlling f actor in drying, while in others the resistance to 
diffusion of the water from the interior to the surface limits the 
rate of drying. In any case, it is essential to Ifieep in mind the 
part played by each of these processes in order intelligently to 
control the drying operation. 

Diffusion of Liquid Limiting Factor. — ^The importance of these 
two processes will be appreciated from the following illustra- 
tions, Wet, green wood must be dried prior to use. During the 
dr;^ng it shrinks. If the surface evaporation is excessively 
rapid, the surface becomes rery dry while the interior is still 
impregnated with, moisture, i.e.j there is set up a large gradient 
in moisture concentration from the interior toward the surface. 
The surface shrinks owing to the evaporation of its moisture, and 
is put under high tension because of the incompressible character 
of the wet interior. If the surface shrinkage is excessive, this 
results in rupture of the surface with the production of cracks 
or checks which ruin the lumber for finer uses. In drying such 
lumber it is therefore essential to avoid setting up too large a 
concentration gradient between the surface and the interior, and 
this is done by raising the humidity of the air to make the rate 
of surface evaporation commensurate with the rate of diffusion of 
water. Exactly the same applies to the drying of articles molded 
from wet clay in the ceramic industry. 

Surface Evaporation as Limiting Factor. — In the drying of 
paper, chrome leather and similar materials, the sheets possess 
a finely fibrous structure which distributes the moisture through 
them by capillary action, thus securing very rapid diffusion of 
moisture from one point of the sheet to another. This means 
that it is almost impossible to remove moisture from the surface 

* With porous materials evaporation may occur within the solid. In a 
porous material containing grains of diverse sizes, the movement of water 
may be controlled by capillarity and not by concentration gradients. 
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of the sheet without haring it immediately replaced by capillary 
diffusion from the center. The drying of such sheets iSy there- 
fore, essentially a phenomenon of surface evapK>ration. 

Mechanism of Surface Evaporation.. — In any case, the phe- 
nomenon of surface evaporation is a diffusion of water vapor from 
the surface of the sheet through the air film to the surrounding 
air, into which further dissemination is affected by convection. 
This film (page 34) is relatively thick when the motion of the 
gas is slight, but with high velocity of the gas {mst the solid 
surface the thickness of this film rapidly decreases, the film 
never, however, disappearing. In the case of the evaporation of 
water from a wetted solid surface into air, the inner layer of the 
air film in contact with the solid is maintained saturated with 
moisture as. long as the moisture concentration of the surface of 
the sheet is sufficient. According to the law of diffusion, the rate 
of vapor diffusion (weight per unit of time) varies directly as the 
cross-sectional area of path taken at right angles to the direc- 
tion in which the gas is diffusing, directly as the difference of the 
partial pressure of the vapor at the two points in question, and 
inversely as the length of path. The thickness of the air film 
is not known; it is, however, a function of velocity, decreasing 
with increasing velocity; the diffusion therefore increases as 
the velocity goes up. The evaporation of water is accompanied 
by a definite and large absorption of heat. This heat supply 
must, in general, come from the surrounding air by conduction 
through, the air film, and is proportional to the temperature 
difference. As pointed out elsewhere, so long as the sheet remains 
sufficiently wet, it assumes the wet-bulb temperature* of the air, 
so that, for given conditions of the drying air, the driving force 
causing diffusion remains constant. As the water content of 
the sheet decreases, the concentration of water on the surface 
eventually becomes so small that the rate of evaporation 
decreases, and hence the temperature on the surface of the sheet 
starts to rise. 

Effect of VapoT-pressure Lcwering. — Since the rate of drying 
is proportional to the difference between the vapor pressure of 
the liquid and its partial pressure in the surrounding space, it 

• This is aot the case where radiant heat is employed, or where the stock 
is in direct contact with the heating surface. However, the above discussion 
deals 'v\nth air drying. 
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follows that material which is appreciably soluble in the liquid 
with a consequent vapor-pressure lowering in the liquid will 
dry more slowly than one which is insoluble. Thus sand carry- 
ing a definite weight of water will dry more rapidly than common 
salt of the same water content, other things being equal. 

Effect of Adsorption. — It is well known that certain materials 
contain definite, and sometimes appreciable, percentages of mois- 
ture when exposed indefinitely to air of a given temperature 
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Fia. 194. — Humidity-moisture equilibrium curves for textiles. 

and humidity. This water is probably adsorbed ; in any event 
it represents a true d3mamic equilibrium. Figure 194* shows the 
per cent equilibrium moisture of textiles plotted against the per 
cent relative humidity of air at various temperatures. For all 
hydroscopic materials investigated the shapes of the curves are 
similar to those shown in Fig. 194 and *the per cent equilibrium 
moisture for a given per cent relative humidity always decreases 
as the temperature rises. At the per cent relative humidities 
ordinarily encountered the percentage of adsorbed water is 
appreciable in the case of certain amorphous organic substances, 
such as textiles, wood, leather, paper, flour and the like. Only 
the moisture in excess of that adsorbed, namely, the total minus 
the equilibrium moisture, is subject to removal. For more 
complete drying, high temperature or very dry air is necessary. 

* Fata from Mt. T. Schloesing, Jr., BulL soc. encour. ind. nat. (1893). 
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PART III. DRYING APPARATUS AND AUXELIARY EQUIPICENT 

The two fundamental factors controlling the rate and com- 
pleteness of drying, namely, the supply of heat and the removal 
of the vapor formed, have been presented* as a baas for diier 
design and operation, but without regard to the mechanical 
means for making these factors effective. Unle^ the'mnrm of 
heat is the sun and the removal agency is the natural air cur- 
rents, it is clear that an enclosing structure must be provided 
and that the material to be dried must he moved into and out of 
this structure. A discussion of the driers now commercially 
available will therefore be presented from the point of view, first, 
of the method of moving the material and air in the drying 
enclosure, and, second,! of the method of supplying heit for the 
drying operation. 

Intermittent vs. Contiimous Driers. — In most forms of 
driers, the operation can be either intermittent or csontinuons; 
that is, the charge may be placed in the enclosure and allowed 
to remain there until dried, then removed and replaced by £ 
fresh charge; or the charge may pass through * the enclosure, 
entering one end wet and coming out the other end dry. 

The advantages attaching to an intermittent drier axe economy 
in construction, simplicity in operation and opportunity for varia- 
tion of the drying conditions. It is easy to build and inexpensive 
to maintain, and for experimental work or small installations it 
has these points to recommend it. On the other hand, in alm(»t 
every industry, continuity of operation ofiers marked advantages 
in routing material in process through the plant, and in lower 
labor costs in transporting and working the same. But in air 
drying, continuous operation has two additional advantages 
so great that intermittent drying is justified only when the 
amount to be handled is small or when the most exact control of 
the drying conditions is required. 

In the first place, the heat economy of an intermittent drier 
is very poor. While the thermal efficiency at the beginning of 
the operation is high, the hot dry gases quickly taking up a large 
amount of water from the wet stock, the rate of evaporation 
rapidly decreases as the water content of the stock falls. The 

* See pp. 371 to 372. 

t See pp. 640 to 641. 
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result is that the heat content of the circulating air is utilized to a 
sirtall ajid decreasing extent as the drying proceeds. Second, an 
intermittent drier is irregular in its action, producing as a rule 
nonuniform product. The material in immediate contact with 
the hot dry air as it enters loses its moisture more rapidly than 
that in contact with the cooler and more humid air leaving the 
apparatus This results in either removing the product while 
a portion is but partly dry or in reducing the capacity of the drier 
by retaining a part of the material after it is completely dry. In 
any case continual attention on the part of the man in charge is 
demanded, necessitating an operator of the grade and with the 
wage scale of an inspector. Even then a continual error of judg- 
ment is introduced, which, with continuous operation and auto- 
matic control, is eliminated. 

It is nonetheless possible hy the use of an intermittent drier 
to secure more exact control of the dr 3 dng conditions throughout 
the drying schedule than in any other way. On this account 
such a drier is recommended for those cases in which the drying 
rate must be continuously varied throughout the drying period, 
as in drying lumber, to prevent casehardening and the result- 
ing evils of cracking, warping and the like (see pages 618 and 
624). 


Descriptive Classification of Driers 

For the purpose of discussing the method of moving the 
material to be dried and the air for drying, the following classi- 
fication of driers is made: 


A. Intermittent driers 


B. Continuous driers 


jLoft 

/ Compartment, Chamber, Cabinet 
(Parallel current 
) Countercurrent 

Drum j Atmospheric pressure 

( Vacuum 

{ Parallel current 
Countercurrent 
Reversed current* 

Vacuum 

(Hot air 

( Atmosphere press. 4 Superheated 


Tunnel . 


\ Rotary . 


VSpray driers^ 

( Vacuum 

““A combination of parallel and counterflow. 




steam 
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A. IritermitterU Driers 

Since the rate of drying is proportional to the area exposed 
per unit of weight, it is ad\rantageons so to dispK>» the material 
that all sides will be effective in eTaporation. TMs is usually 
accomplished by hanging sheet material from hooks or bars 
and by supporting lump or granular material upon perforated 
trays or shelves. These trays may be either placed on supports 
in the drying chamber or held in a framework on a truck which 
can be run into the chamber. The latter method hss the 
advantage of being easier to load and unload, the entire track 
being mechanically turned on its side for the latter operation, 
frequently transportation through the plant may be effected 
while the material is loaded for the dr5dng operation. 

Loft Driers. — ^The simplest form of drying chamber is m room 
or ‘Toft ” containing steam coils arranged in various ways within 
it. Such have been used in the past for drying writing paper, 
leather, fiber board and products of this type. These driers are 
bad from many standpoints. First, it is impossible to secure 
uniform distribution of heated air. There will always be air 
pockets and channels where the velocity will be either negligible 
or excessive. This makes uniformity of product impossible 
unless all the material is allowed to remain until the slowest 
drying is finished, greatly reducing the capacity of the drier. 
If that which is dry is removed and a fresh charge introduced, 
the drying of that nearly complete will be interfered with by 
the excessive moisture content of the air passing over the wet 
stock. The labor cost of constant inspection and the floor 
space required are factors not to be overlooked. 

Cabinet, Compartment and Chamber Driers. — However, 
where a material must be dried very slowly to produce the best 
results, as in fine writing paper and heavy sole leather, a drier 
of this type produces a high grade of product. The above dis- 
advantages may be overcome at a low cost by building the 
drier in small compartments or chambers arranged around 
a central exhaust, and causing the air to be circulated in 
accordance with the principle of the ring furnace (see page 
209). This will secure practical continuity of operation, excel- 
lent distribution of the beat and drying air, and a lower 
labor cost. 
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When the inaterial is lumpy or granular, or if it cannot be 
supported by hooks or bars, trays or racks are employed, and 
these are placed as a rule in a smaller space usually spoken of as a 
cabinet or compartment. Por small self-contained installations, 
chamber driers as shown in Eig. 195 are very satisfactory and can 
be readily installed and operated. However, their overall 
ejficiency is poor compared with that of a continuous drier. 

Lumber must be dried in accordance with a definite time 
schedule, the temperature being the maximum and the humidity 



Fig. 195. — Gordoa tray drier. 


the minimum that the stock will bear without injury, to secure 
rapid diffusion with a limited concentration gradient through the 
stock. The drying conditions vary with the species and with the 
thickness of the stock, a characteristic schedule being given in 
Fig. 196. * The air temperature is marked T, the dew point D, 
and the per cent relative humidity H. 

The maintenance of this schedule is most easily effected by 
intermittent operation of the chamber or kiln employed. One 
type of kiln is shown in Fig. 197. The kiln is enclosed and the 
drying air recirculated by natural convection, the lumber 
being slanted to utilize the increase in density of the air with 
eAnporation to facilitate the movement. The air leaving the 
pile is partially dehumidified by the water spray F and then 
reheated by the steam pipes H, The drying conditions are con- 

* H. D. Tiemann", '‘The Kiln Drying of X/umber/' J. B. Lippincott Com- 
pany, Philadelphia, 1917. 
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trailed by two themiOBaeters inserted below and above the steam 
coils, the former showing the dew point and the latter the dry- 
bulb temperature of the drying air. 

The two dotted curves in Fig. 196 show the moisture content 
of the wood at the points where the air enters the pile and leaves 
it. The horizontal distance between theae two curves is the 
in drying caused by the increase in the moisture content 



2 L 6 8 10 12 14 1 18 

Days in Kiln. 

Drying Conditions Sxiitable for One Inch. Red Gum, Black Gum and Black .Walnut 
Fiq. 196. — Drying schedule for wood {Tiermann). 

of the air as it passes through the pile. This emphasizes the 
inadequacy of natural circulation in such a ease. Higher air 
velocity, or periodical reversal of its direction of flow, would dry 
the whole pile at the fastest rate allowable. 

Attention is called to the care exercised in the design of this 
kiln to prevent air circulation other than through the pile and 
to secure uniform distribution of the air through the stoek. 

Drying in Vactitim. — In the driers so far described, air is used 
to carry away the water vapor from the drying niaterial. When 
the nature of the product is such that it cannot be maintained 
hot ill contact with air, or when drying at a low temperature is 
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imperative, or when it is desired to condense and recover the 
liquid volatilized, vacuum driers are employed. These are either 
shelf or drum driers enclosed in an airtight vessel strong enough 
to sustain an external pressure of 15 lb. per sq. in., or a rotary 
drier in which may be maintained a diminished pressure. The 
vapor formed is led to a suitable condenser, and the air and any 



Fia. 197. — Diagram of the Tiemann water-spray humidity-regulated dry kiln, 
(cross-sectional elevation). 

fixed gases entering with the material to be dried are exhausted 
by a pump. Direct-heated shelf driers are of simple construc- 
tion, the heat being introduced by means of steam coils and 
plates on which the trays are supported. They cannot easily 
be made continuous. 


B. Continuous Briers 

Tunnel Driers. — It is evident that, if the hooks, bars or 
trays on which the material is supported are moved through 
the drying space, the operation becomes continuous. The 
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spac© "will 1)11611 1>G mad© long in relation, to its cross section and 
the apparatus is spoken of as a tunnel drier (Fig. 198). Instead 
of moving the stock by supports placed on trucks, it may be pro- 
pelled on an endless belt or moving platform, or othei* type of 
traveling conveyor (Fig. 199). 


— ggaaM 
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Fiq. 198- — Tunnel drier. 


In the case frequently encountered where the drying rate 
increases with increase in air velocity it is desirable to inere£» 
the air velocity without changing the ratio of the rates of supply 
of air and stock. This can be done in an apparatus of the type 
shown in Fig. 200, in wMcb the air may be recirculated across 
the trucks and over the air reheaters by means of the fans within 
the drier. Such an apparatus can be operated as a constant- 
temperature drier if desired. 

The heated drying air may be made to pass in the same 
direction as the stock, 'parallel flow, or it may pass in a direction 



opposite to that of the stock, counterciirremt flow. It is obvious 
that for efficient use of the heat and moisture-carrying capacity 
of the air the countercurrent method is in every way superior 
and should he used. When, however, it becomtvs necessary to 
have the stock leave the drier with a definite amount of moisture, 
or when so-called “casehardening’' of the material is liable to 
occur, parallel flow gives a more satisfactory control of the tern- 
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perature and .humidity obtaining throughout the operation. 
Whenever allowable, heating elements (usually steam pipes) 
should he distributed through the space so as to keep the air at 
such a temperature that a satisfactory rate of evaporation may 
be obtained without overheating the product or causing undue 
loss of heat in the discharged material. Tunnel driers are 
increasing in popularity as they are not expensive to construct 
and are satisfactory in operation and product. 



. Tto. 200. — Tunnel drier with internal recirculation and reheating of air. 


Drum Driers for Solids. — When the material to he dried is in 
the form of a continuous web, as, for example, paper or cloth, it is 
generally dried by passing it over steam-heated cylinders or 
drums — either by itself or held to the drum by an endless felt. 
The temperature of the sheet may be maintained near the boiling 
point of_ water and, since in passing over successive drums it is 
heated on alternate sides, very rapid evaporation is effected. In 
‘Order to increase the capacity of such a system, sometimes a 
blast of warm air is directed on the stock. In a series of drums 
of the same diameter running at uniform speed, the linear 
velocity at a point near the wet end is the same as that at the 
dry end. If the material tends to shrink in drying, it must 
e\ddently suffer mechanical elongation of the sheet equal to the 
natural contraction of the material. Thus paper dried on a 
rapidly driven continuous machine has less tensile strength than 
the same stock dried slowly in a loft where it is free to shrink as 
the water leaves it. Apparently the difficulty could be met by 
rotating succeeding drums at a decreased rate of speed, or by 
making the drums with a successively smaller diameter. 
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Drum Driers for Liduids— Many finely divided materials are 
of such character that, 'when, supplied in the form of a thick cream 
or mush, they cling to the surface of a heated drum (Fig. W)l) and 
are dried "while the drum makes one revolution. Since the surface 
of the' drum is the only source of heat, it is clear that it should he 
maintained at as high a temperature as the material being dried 
■will tolerate. The thickness of the layer of material is regulated 
by a scraping knife or “doctor” on the feed side, and the dry 



Fig. 201. — Atmospheric drum drier for liquids. 


product is removed from the surface of the drum by a similar 
mechanism. 

For a very large output of material the surface may be hori- 
zontal and the drier takes the form of a rotating dis?k: or plate on 
which the material is fed through a slit from above. The dis- 
charge is effected hy scraping the surface toward either the 
center or the periphery of the disk, or by a ‘Moetor’’ which lifts 
the layer to a platform from which it is renroved by a screw con- 
veyor. These driers may be enclosed to prevent dusting or eoii- 
tamination of the air with poisonous materials. 

When a low temperature is necessary, and yet rapid drying 
must be effected, drum driers are placed within heavy walls and a 
vacuum maintained. 
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Since tlie rate of evaporation is dependent upon the rate of 
heat flow through the drying layer, it is evident that, if a low tem- 
perature is to exist on the heating surface, the vapor pressure of 
the evaix)rated liquid in the surrounding space must be kept low. 
By maintaining a very low air pressure in the drier, an efficient 
condenser and a thin film of material on the drum, material such 
as whole milk may be dried at a very low temperature and yet 
with considerable rapidity. If the material will tolerate a high 
temperature, it is clear that exceedingly rapid drying can be 
effected by using high-pressure steam and maintaining a high 
vacuum. 

The construction of a continuous drum or rotary vacuum 
drier is a complicated matter, as provision must he made for 
supplying the feed material and taking away the dry product 
without breaking the vacuum. 

Rotary Driers, — ^The method of transporting material through 
a cylindrical reaction chamber by rotating the chamber on its 
horizontal axis with the discharge end slightly lower than the 
feed end is admirably adapted to the design of driers for handling 
all granular, crystalline or luinpy material which does not under 
this motion run together or roll itself into larger unit pieces. If 
the material is not injured by heing in direct contact with the 
products of combustion of fuel, fiue gases may be led directly 
through the cylinder and very rapid evaporation realized. 

Lifting plates or shelves may be fastened to the inside of the 
cylinder, or shell, running through its entire length parallel to the 
axis and extending radially toward the center. The rotation 
of the cylinder continually elevates the material and throws it 
through the current of hot gas or air, the inclination of the shell 
moving the charge forward. 

A simple form of such a rotary drier consists of a single shell 
made of heavy steel plate supported on steel tires riveted to it, 
which rest on rollers held in suitable bearings, very much as a 
cement kiln or a tube mill. It is driven by a gear fastened 
to the shell which engages a pinion keyed to a driving shaft. 
The discharge end of the drier is placed in direct contact with 
t\ furnace, and the flue gases are drawn through the drier either hy 
tx stack or by a fan. A fan is preferable to a stack because in the 
latter the gases must be so hot in order to maintain the draft 
that much heat is carried out of the apparatus, and, so far as dry- 
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ing is concerned, is unused. An exhaust fan permits excellent 
control of the supply of heated gases and therefore produces a 
more uniform product. The installation should be so arranged 
that, in case the drier for any reason stops, the flue gases may 1m? 
by-passed to a stack and excessive heating avoided. If It is 
desired to calcine the product as well as dry it, the shell may |p€ 
lined with fire brick and both operations may he carried on % 
the same apparatus. 

Counterjlcv), — In an arrangement of this kind the hot dry 
gases from the furnace meet the charge as it leav^ the drier, 
rapidly taking up any moisture that still remains in it, Thme 
gases leave the drier when in contact with the cold and wet charge, 
thus 'fully utilizing their heat and moisture-carrying capacity. 
This is as it should be. But there may be two disadvantage to 
this countercurrent arrangement. Firsts the charge may be 
heated excessively, and possibly ignited or otherwise injured 
(as, for example, coal) ; and, even if it does not suffer from the high 
temperature, heat is carried away with the hot charge and lost. 
Second^ there is a minimum of heat at the feed end w^here the 
greatest amount is needed for preheating the entering cold chargt^ 
and effecting prompt evaporation. Thus a material originally 
lumpy may carry so much moisture that a very slight increase 
in water content through condensation from the air will reduce 
it to a paste or make it ball together. In countercurrent flow 
the air can become so saturated with moisture in the middle or 
evaporating zone that it will deposit water when it strikes the cold 
incoming charge. It is in this case necessary to sacrifice the heat 
economy of the apparatus to make it operative, if at the same 
time it is to remain ^Toolproof.” The difficulty may be met by 
feeding the drier at the furnace end, t.e., by the use of parallel 
flow. The fresh charge now comes in contact with the hot dry 
gas and later condensation upon it through a fall in temperature 
is avoided. If in countercurrent flow the above conditioii is 
met, it may be remedied either hy increasing the flow of air 
through the drier or by cutting down the rate of feed. 

Pai'ctllel Flow . — It is sometimes desirable to reduce the mois- 
ture content of a material from a high to a low but definite con- 
tent, and not to dry below this value. In this case parallel flow 
offers marked advantages, in that it is possible so to n‘gulate tlit* 
amount of entering flue gas that, on account el tht‘ resulting 



532 


J^RINCIFLES OF CHEMICAL ENGINEERING 


humidity and temperature of the esdt gases, the moisture content 
of the charge cannot fall below the predetermined, amount. 

Reversed Curreni . — A combination of the good points of both 
systems of flow is obtained by passing the flue gases along the 
outside of the shell parallel to the charge, bringing them back 
ip the inside countercurrent to and in contact with the charge. 
Although the coeflflcient of heat transfer from the gas to the 
shell and through this to the charge is sipaller than that directly 
from gas to the charge, nevertheless, owing to the great tempera- 
ture difference at the feed end of the shell, the gas is here materi- 
ally cooled and the charge heated. The gases meeting the 



G. 202. — Buggles-Coles reverse d~current drier. 


£mshed charge at the discharge end are still dr^, hut so reduced 
in temperature that no ill efects are suffered. It should be noted 
that even in this type of drier the loss in heat through the -dis- 
charge of product at a high temperature is frequently very large 
and should not be overlooked. 

When the drier is placed in the flue from the furnace, the flue- 
gas velocities are, in ordinary practice, low, resulting in a low 
coefficient of heat transfer to the shell. This objection may be 
met by constructing the flue so as to be concentric with the shell, 
at such a distance from it that the velocity of the furnace gases 
along its surface is relatively high (see page 112). This will 
reduce the resistance to heat flow as far as possible, and further- 
more reduce the area and hence the heat loss from the outside of 
the flue. Or, two concentric cylinders may be employed, feeding 
the charge into the space between the shells and passing the flue 
gases down through the center of the drier parallel to the charge, 
and back between the shells countercurrent to it (Fig. 202). 
Heat loss is reduced by placing the hottest gases on the inside, 
but obviously a greater heat transfer would be obtained from 
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gases outside a single sliell, owing to the much greater area 
exposed, provided the gas velocity be kept high by proper fine 
construction as above indicated. This also results in cheaper 
and more substantial shell construction. 

Motes on Rotary Driers . — Rotary direct-fired driers, both 
single and double pass as above described, are suitable for drying 
all materials occurring in aggregates which are not injured by- 
contact with flue gas or by the relatively high temperature of 
these gases coming direct from the furnace. Such materials are 
ores, coal, cement rock, phosphate pebbles and many products 
of this kind. Where contamination with dust must be avoided, 
hot air may he used instead of fine gases. 

The capacity of such driers is limited by that velocity of the 
gas in contact with the charge which is allowable without blowing 
the stock from the drier. This allowable velocity must be deter- 
mined for each specifiic material to be dried. Great adyantage 
results from using entering gas at high temperature, ance this 
enables each pound o’f gas to pick up a much larger amount of 
water vapor, thereby reducing the necessary gas consumption, 
and therefore greatly increasing the capacity without e^cceeding 
the allowable gas velocity. For materials uninjured by heat the 
temperature of the gas is limited hy the danger of warping and 
corroding the shell. Entering gas at 14O0°F. can be employed 
without danger in this regard, especially if the temperature of the 
shell at the point of gas entrance is kept dowm by contact 
with the wet charge as in parallel-current and reverse-current 
operation. 

Such driers cannot be operated with sticky materials. IVIate- 
rials sticky while wet, but nonsticky and reasonably absorbent 
when dry, can be successfully handled in such rotary diiers by 
shunting a portion of the dry discharged material back to the 
feed end of the drier and mixing it there -with the wet material 
in such proportion as to absorb its moisture sufficiently to render 
it nonsticky. The mixture then passes through the drier with- 
out ^'balling up’’ or sticking to the sides. The amount of dry 
discharge that must be returned for admixture with the wet 
stock is determined experimentally for each individual ease. 

In drying certain other materials such as luller s earth for 
decolorizatioii purposes, kaolin, ocher and products used for pig- 
ments, it is not permissible to use direct firing. In this case a 
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single-pass indirect-fired drier is employed. But such a drier 
may l)e fitted with flues or ducts on the outside shell through 
which the flue gases return, and thus become a double-pass 
drier. These ducts function as the shelves or lifting plates to 
distribute the charge through the drying space. When a rela- 
tively low and well-regulated temperature must be maintained 
as in drying brewers’ grains, cottonseed, cattle foods and other 
organic material, a bank of steann coils may replace the furnace, 
the drying taking place solely at the expense of the heat in the air. 
Or, steam pipes may be set in a header at the lower end of the 
drier and may he carried its entire length parallel to the axis of 
rotation. The condensed water is drained into the header and by 
hollow trunnions is periodically expelled. For drying sand and 
materials used in glass and pottery, or other products which 
would be injured by the presence of rust, steam-heated rotary 
driers may be lined with wood. 

Spray Driers. — It is sometimes desirable to evaporate a large 
amount of water and yet quickly produce a dry product. This 
requires very rapid vaporization, necessitating the exposure of 
the largest possible surface at the highest allowable temperature. 
When the material is not injured thereby, the liquid, preferably 
superheated, is sprayed under high pressure directly into a rotary 
drier together with the flame itself from an oil burner or the other 
source of beat employed in the drier. In place of radial shelves 
the drier should be fitted with loose chains hanging horizontally. 
These keep the surface of the drier clear of adhering material. 
The product may be so fine as to necessitate an air separator for 
its total recovery (see page 314). Strong solutions of inorganic 
salts may be dried in this manner. 

If the material is partly organic, as, for example, the concen- 
trated liquor from the soda or sulfate process for making cellu- 
lose pulp, the rotary drier may also function as a furnace, and the 
material may not only be evaporated and dried but also calcined 
ill the one operation. 

Triers have been proposed in which the material (solution or 
emulsion) is sprayed into a chamber through which superheated 
steam is recirculated, as in Fig. 203. The heat transfer does not 
here take place under favorable conditions and therefore the use 
of such an apparatus is limited to the drying of liquids sensitive 
to air when hoti 
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Superheated Vapor.— Superheated vapor as a means Pf 
carrying heat adapts itself admirably to the drying of materia! 
which cannot come into contact with air and which is itself a 
poor heat conductor. Thus, where wool or leather has been 
degreased by treatment with naphtha, it is bard to dry because 



of the difficulty in getting the heat necessary for the vaporization 
of the solvent into the material by direct contact with steam 
pipes or other heating surface. By circulating a current of 
superheated naphtha vapor through the mass, the liquid naphtha 
is volatilized and carried out of the drier. An amount of vapor 
equal to the liquid vaporized is continuously drawn off to a 
condenser, and the material is left practically free from all 
naphtha vapor. This method of drydng seems capable of wide 
application when the material is not so difficult to handle as tlie 
above, but where the liquid is to be recovered. 
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* Auxiliary Operations and Equipment 

Most driers utilize air drawn from the room, whdeli is usually 
warmer than the outdoor temperature. However, the drier in 
reality utilizes outdoor air, because artificial heat must be 
employed to bring the outdoor air up to room temperature, and 
any air taken from the room by the drier must be replaced from 
outside. In cold weather this means an excessively large heat 
coosumption to bring the outdoor air up to the drier temperature. 
While the air thus secured is very dry, the advantage due thereto 
is not sufi5.cient to compensate for the large heat consumption 
necessary to warm it. 

Recuperatioii of Heat. — In order to avoid this difficulty, three 
remedies are available. The least satisfactory is the utilization 
of the waste heat in the exhaust air by a recuperator^^ for pre- 
heating the incoming air. This method has the advantage of 
conserving the low humidity of the outside air without sacrificing 
heat efficiency, but, owing, to the very low coefficient of heat 
transfer from gas through metal to air (page 112), the size of the 
‘‘recuperator^’ is excessive, furthermore, the water condensed 
from the moist waste air may cause rapid corrosion of the 
cooling surface. 

Recirculation of Air. — 'the second device involves the use of a 
closed air circuit in the drier, the wet exhaust air being dehumidi- 
fied by cooling, either by means of cooling pipes or by water 
sprays, this cooled air then being reheated and recirculated to 
the drier. Whea the waste air from the drier is nearly saturated, 
this system is highly satisfactory ; when, however, the air traveling 
throdgh the drier picks up but little moisture — a condition 
encountered toward the end of intermittent drying operations — 
the quantity of air which must be cooled and reheated is so large 
that the heat efficiency is very low. Under such conditions 
resort is best made to a third method, namely, the removal 
from the waste air of a portion which is thoroughly cooled and 
dehumidified. This dry fraction is then mixed with the 
remainder of the wet air, reducing its humidity to the desired 
point by dilution. By this device it is possible to realize good 
heat economy. 

Automatic Control of Air Temperature. — The maintenance of 
automatic control of temperature and humidity is of great impor- 
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tance ia drying operations. This is done by the utilization of 
thermostatic regulators, devices which consist of a sensitive ele- 
ment exposed to the temperature it is desired to control, and 
which produce some sort of physical effect that can be utili»d to 
regulate the heat supply. Some regulators employ as the sensi- 
tive element a metal, the expansion of which operates the 
mechanism; others the expansion of a liquid; others use the 
change in resistivity of an electrical conductor, and so on. Some 
operate through direct mechanical devices while others function 
electrically. Hegulators can be obtained on the market which are 
simple in construction and maintenance and which will eaaiy 
control the temperature within 5®F. Indeed, control within 
1° is realized in commercial practice, though generally the clever 
the control, the more complicated the mechanism and the 
more attention it will require. To avoid localized variations in 
the conditions of the air, it is important to insure perfect mixing 
of the air before it reaches the sensitive element of the reg:ulator- 

Atttomatic Control of Humidity. — Thermostatic regulators 
operate solely to maintain a definite temperature. They caii,^ 
however, be employed to maintain any desired humidity by 
utilizing them as wet- and dry-bulb thermometers. If the 
sensitive element of a regulator is covered with a wick, kept moist, 
and exposed to air at a sufficiently high velocity, the element 
assumes the wet-bulb temperature. Any variation in the wet- 
bulh temperature will cause the regulating mechanism to 
function. 

If, for example, it is desired to supply a drier with air of 3D 
per cent humidity at 100°T., it can be automatically done as 
follows: The outdoor air employed is passed through a bank of 
steam coils, and in addition a steam jet blowing live steam into 
the air, preferably just as it enters the heating coils, is provided. 
The valve controlling the steam supply to the heating coils is 
operated by a thermostatic regulator, the element of which is 
placed at the entrance to the drier and set to function at 100® F. 
The live-steam supply to the jet is controlled by a second valve 
operated by a second sensitive element placed beside the first, 
but this second element is surrounded by a wick kept wet and 
its regulator is set to function at If the air entering the 

drier is too cold, the first thermostatic regulator will increase 
the steam supply in the heating coils, thereby raising the tempera- 



638 


PRINCIPLES OF CHEMICAL ENGINEERING 


tixre of the air. If the wet-bulb temperature of the air entering 
the drier is too high, the second thermal regulator will reduce the 
steam supply to the jet, thereby reducing the moisture content 
of the air and, in consequence, its wet-bulb temperature. 

A still more satisfactory method of controlling the humidity 
of the air entering this drier is to mix the relatively dry outdoor 
air with the humid waste air from the drier itself. In such a case, 
the wet-hulb regulator controls the damper in the duct leading the 
recirculated air to the air entrance of the drier; the dry-hulb 
regulator controls, as before, the steam coils in the air-feed duct. 
If the diy-bulb temperature of the air entering the drier is too 
low, the regulator turns on more steam. If the wet-bulb tem- 
perature is too high, the regulator closes the damper in the wet- 
air return pipe, thus giving a larger proportion of dry outside air. 

A device frequently employed for humidity control in driers 
operating with a closed air circuit is to control the temperature 
to which the recirculated air is cooled. Where the recirculated 
air is at its dew point after passing through the dehumidifying 
apparatus, the temperature of the air determines its moisture 
content. Thus, in the Tiemarm drier (see page 624, humidity 
control is obtained by two regulators: the first controlling the 
dry-bulb temperature (dew point, in this case) of the recirculated 
air as it leaves the spray coolers; and the second the dry-bulb 
temperature of this same air after being heated by its passage 
through the steam pipes just previous to coming in contact with 
the wood. While giving excellent humidity control, it must be 
borne in mind, as shown above, that this method involves low 
heat efficiency unless the air discarded from the drier is nearly 
saturated. 

Air Circulation. — One of the most important points in the 
design of drying apparatus and the control of drying operations 
is the prorisioii for adequate and uniform air velocity past the 
material. Especially in the drying of thin sheets and fine grains 
or lumps, a reasonably high velocity is desirable to secure most 
rapid evaporation. In the ease of thicker sheets and larger 
lumps, high velocity does not help so much because, as will be 
shown on page 653, the major resistance to evaporation in such 
cases is in the diffusion of the moisture from the interior of the 
material to the surface. Even in these cases, however, uniformity 
of air distribution past the surface is essential to secure uniform 
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drying. This requires the avoidance in design of sharp tends, 
especially at those points where the air enters the drying appa- 
ratus, of inequalities in cross section and the like. 

Where the total amount of air required for drying is small, 
but the velocity past the naaterial must be relatively large, it is 
highly desirable to use transverse circulation of the air over the 
material, so that the air flows through the apparatus in a spiral 
path, as illustrated on page 677. Such circulation involves 
additional fans, but secures both rapidity and uniformity of 
evaporation. 

In the drying of sheet materials the air must of necessity flow 
parallel to the sheets. The air impinging against the edges of the 
sheets dries those edges far more rapidly than the middle, result- 
ing in warping of the sheets due to unequal shrinkage. This can 
be avoided by protecting these edges from the air. For example, 
the sheets may be supported on wire gauze fastened to a frame 
made of wood or angle iron, the sides of which serve as protection 
for the edges of the sheet. 

For the circulation of air through a drier, the pressure drop is 
usually substantial while the volume of air required is small. 
It is consequently advisable to utilize centrifugal fans designed 
for these conditions. For the transverse circulation of air within 
the drier itself, in order to secure high air velocity past the mate- 
rial being dried, a very large volumetric capacity is desirable. In 
order to limit the power consumption and the initial cost of the 
fan, the recirculation should be carried out in such a way as 
to introduce a negligible resistance to the air flow', thus making it 
possible to employ the so-called ‘Smlumetric type of fan, f.e., a 
fan with propeller blades w^hich drive the air in a direction 
parallel to the axis of the fan. Such fans can be used only 
against very small pressure heads hut under these conditions 
handle large volumes at good efficiency and with low initial cost. 

PA.RT lY. DESIGN OP DRIERS 

Steps to Be Taken in the Design of Air Driers. — The steps 
taken in the design of apparatus in which a solid is dried by 
means of air are eight in number and may be taken in the follow- 
ing order: 

1. Choose the type of drying apparatus and the drying con- 
ditions to be employed, using the highest safe temperature. 
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2. Sketch diagrammatically the apparatus chosen, indicating 
amounts, moisture contents and temperatures of the material 
entering and leaving the apparatus, and the temperatures and 
humidities of the air entering and leaving and, where possible, at 
other points in the drier. 

3. From a knowledge of the capacity desired, calculate 
the air required to carry away the water vapor. Complete 
details of this step are given on pages 589 to 500. 

4. Calculate the necessary heat supply, making suitable 
allowance for heat necessary to vaporize the water, heat carried 
out in stock and conveyors and heat losses to the surroundings 
(pages 589 to 590). 

5. Choose suitable methods and devices for controlling the 
temperatures and humidities of the air at the various points in 
the equipment (pages 636 to 638), and indicate these in the 
sketch. 

6. Calculate the time necessary for the escape of the mois- 
ture, and the cross section and length of the drier. 

7. Calculate the necessary heating surface, and arrange it so 
as to maintain the desired drying conditions. 

8. Calculate the pressure drop and fan horsepower necessary 
to maintain the circulation of air. 

Characteristics of Drying Apparatus. — The following classifi- 
cation of driers is based upon the methods used in supplying 
the heat to the charge, these methods depending mainly upon the 
sensitiveness to heat of the material being dried. This classifi- 
cation is useful in choosing the type of apparatus and the drying 
conditions to be employed (Step 1) and will be used later as a 
basis for the design of various types of driers. 

1- Steam Heated Drum and Tray Driers. — The charge is in 
direct contact with the surface of a solid heating element ^ and all 
heal is received directly therefrom; the temperature of the heating sur- 
face is insufficient to injure the charge. This type is suitable for 
thick liquids or pastes which become dusty when dry (pigments), 
or for similar material requiring very rapid evaporation (milk). 
Low temperature can be secured by the use of vacuum. 

2. Direct-fired Rotary^ Driers. — The drier is heated directly by 
hot furnace flue gases. This is suitable for granular, lumpy, 
noiidusting materials insensitive to heat. 

* Tunnel driers could be employed. 
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A. Direct contact oj flue gas mith charge. 

a. Flow countercurreat, 

b. Flow parallel current. 

c. Flow reverse current. 

B. Indirect contact of flue gas with charge, 
a. Flow countercurrent. 

h. Flow reverse current. 

3. Air Driers for Sensitive Materials. 

A. Adiabatic driers giving maximum aliotmble 
temqperature — suitable for materials sensitive to hemt 
when wet but not when dry (glue, sugar, etc.). 

B. Constant-'temperat'ure driers ^ operated at maximum 

able air temperature — suitable for materials sensitive to 
heat when dry but not when wet (te:xtiles, nihtery 
etc.). 

C. Controlled humidity driers — suitable for materials sensi- 
tive to humidity confitions. 

a. Decomposition results if humidity falls outside 
definite upper and lower limits: hydrated crystals 
and materials from which adsorbed water must not be 
completely removed, e.g., soda lime. Controlled 
humidity drier with highest evaporation rate con- 
sistent with the humidity limits. 
h. Material injured by excessive rate of drying «.e., 
by excessive humidity difference: lumber, heavy 
leather, fine paper, ceramics, plastic films, etc. 
Controlled humidity drier operated to limit properly 
■ the evaporation rate. Intermittent driers sometimes 
are preferable because of more exact control and 
because the temperature and humidity conditions 
necessary for maximum safe drying capacity are 
incompatible with continuous operation. 

Definitions. — Referring to the list of steps to be taken in 
designing driers, it will be seen that some of the steps cannot be 
taken intelligently without a thorough knowledge of the mech- 
anism of drying, and hence the x')roblem of detcriniiiing the proper 
drying time (Step 6) will be discussed first. 

Before taking this up, it is advisable to define the units in 
which percentage moisture is to be expn'ssed in order to facilitate 
calculations in drier design, and to define “ dr>ing conditions.'’ 
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Dry vs. Wet Basis. — The analytical laboratory usually reports 
percentage total moisture on the wet basis, i.e., material contain- 
ing 10 per cent moisture contains 90 units of weight of bone-dry 
stock and 10 units of weight of moisture. However, in the calcu- 
lations which follow, it is preferable to calculate percentage water 
on the dry basis. Thus the material referred to above would 
contain 11.1 per cent of water on the dry basis, namely, 1 1. 1 lb. of 
moisture per 100 lb. of bone-dry stock. The latter method 
reduces all moisture data to a common basis and hence has an 
advantage over the former method. Tor example, the water to 
be evaporated per ton of product to reduce the moisture content 
from 60 to 20 per cent of water (wet basis) is 2000 (0.80) 

or 2000 lb. Throughout the following pages it zoill be assumed 
that all moisture data are expressed on the dry basis; the pounds of 
toted water per pound of bone-dry stock will be designated by the 
symbol T. 

Equilibrium Water or ‘‘Regaiii5Mi — As shown on page 620, cer- 
tain materials hold definite and appreciable percentages of mois- 
ture when kept exposed to air of a given relative humidity. 
This adsorbed water is called the equilibrium^’ moisture, and 
in industry, the regain.” The pounds of equilibrium moisture 
per pound of bone-dry stock will be called the equilibrium mois-- 
ture and designated by the symbol E. 

Tree Moisture. — The total moisture T less the equilibrium 
moisture E is defined as the free moisture or free water W, and 
it will be seen that this difference, T—E, is one of the important 
factors controlling the rate of drying. 

Drying Conditions, — The rate of evaporation of moisture 
from a material is determined hy the temperature and humidity 
of the air with which it is in contact, by the character of its 
exposure to that air, by the velocity of the air passing it and by 
any radiant heat it may receive, i.e., by the condition of its sur-^ 
roundings. These external conditions are called the drying 
conditions to w^hich the material is exposed. 

Hate of Aie Drying of Solids Under Constai^t 
Drying Conditions 

First, differential equations Avill be derived for the air drying 
of solids under constant drying conditions. In some cases the 
equations so derived may be used for commercial driers without 
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introducing serious error. la other cases, it will be shown how 
these eq^nations must be modified for vanohle drying coiiditwns^ 
Assume that initial moisture concentration is uniform and 
sufficiently high so that the surface of the slab is thoroughly 
wet at the start. As soon as the sheet is brought into contact 
with the warmer air, the water on the surface begins to evaporate 
and the vapor flows through the air film into the surrounding air 
and is carried out of the drier by the air stream. This decree 
in water concentration at the surface causes liquid water to flow 
from the interior of the sheet toward the surface, depleting the 



total water content of the sheet. So long as the surface remains 
sufficiently wet, evaporation proceeds at constant rate, since 
during this period the surface behaves as a wet-bulb psychrometer 
and the heat transferred from the warmer air and surroundings 
to the surface is quantitatively consumed in evaporating water 
at the temperature of the surface of the sheet. This period 
corresponds to the curve oj Fig. 204. 

If the drying operation is continued, the surface concentration 
of liquid eventually becomes so low that the surface no longer 
behaves as thoroughly wet, and hence the evaporative rate 
decreases and the so-called 'Tailing-rate” period has begun. 
Since the rate of evaporation is now less than before, the rate of 
heat consumption likewise decreases, but the rate of heat input 
is momentarily unchanged. The surplus heat must therefore be 
absorbed by the sheet, raising the temperature of the surface. 
Although this increase in temperature increase.s the difference 
in partial pressure of water vapor across the air film, the surface 
concentration of water is still decreasing, and the rate of drying 
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continues to decrease. The moisture content at which the rate 
of drying starts to decrease is called the critical water content To, 
and is usually expressed as weight of total water per unit weight 
of bone-dry stock. 

During the falling-rate period water may continue to evaporate 
only at the surface, or may evaporate in the interior of a suffi- 
ciently poraus material. Depending upon the thickness of the 
slab, and upon other factors such as the rate of evaporation during 
the constant-rate period and the ease with which liquid water 
hows through the interior, the rate curve in the falling-rate period 
may have various shapes. Thus plotting the instantaneous 
rate of evaporation per unit surface dw/A dd vs. T, the weight 
ratio of total water to dry stock, the curve may be convex upward, 
linear or concave upward. In any event, as the drying proceeds, 
the rate curve eventually approaches a zero ordinate at the point 
E, which corresponds to the water content E in equilibrium with 
the air. 

If in the falling-rate period the ^‘rate^’ —dTfdd is linear^^^ in 
T—EJ, as indicated in Fig. 204, i.e., —dT/dB — K{T'—E')^ calcula- 
tion of the total drying time for fixed drying conditions is simple. 
Integration between limits of T=^Tc and 0 — 0 to T and djp gives 



To-E__ 1 Wc 
T-E K W 


( 1 ) 


where W is the free water and is equal to T—E. This equation 
shows that the time in the falling-rate period is proportional to 
the fractional reduction in freewater, f.e., a given time is required 
to halve the existing value of W, regardless of its magnitude. 

For example, upon drying a certain material under constant 
drying conditions, it is found that ? hr. arc required to reduce the 
free-moisture concentration from 20 to 10 per cent, no constant- 
rate period being encountered. How much longer would he 
required to reduce the free water to 4 per cent? Upon applying 
Eq. 1 to each portion of the run, K is eliminated by dividing 
one equation by the other, giving 0/2= log (10/4)/log (20/10) == 
1.32, an additional time B of 2.64 hr. is required. 

Since the rate at the beginning of the falling-rate period equals 
that in the constant-rate period, one may write KWc~ {Wq—Wc)/ 
9c, or 
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^ KWc ' 

Hence the total time to dry from T© to J* is 




( 2 ) 

( 3 ) 


Also, the ratio of the drying time in the two periods is inde- 
pendent of K: 



Wo-Wc 

W. 


(4) 


and depends only on the numerical values of the PF-terms. For 
example, if Wo is 2, is 1 and TT is 0.1, 

e^_2.Z log (1/0.1) 

Be' ( 2 - 1 ) 7 ( 1 ) 


Thus, although the falling-rate period removed only 0.9 times as 
much water as the constant-rate period, it was 2.3 tim^ as long. 
If the final water content had been 0.01, would have l^n 

4.6. 

The Constant-rate Period. — ^The rate of evaporation in this 
period is fixed by the drying conditions chosen. Thus in terms 
of the nomenclature of page €82 the magnitude of the air velocity 
and the angle of incidence of the air stream upon the surface fix 
both the coefficient of heat transfer'/ic by conduction and convec- 
tion from the air to the surface of the sheet, and the rate 
cient ¥ for the transfer of the water vapor from the surface of tlie 
sheet to the main body of the air. The humidity of the air is also 
fixed arbitrarily. Assuming that the sheet initially has the 
uniform temperature ^s? these terms are related by the heat 
balance 

iAfA„')[K{t-Q+hr{t'-t.)VX=y{H,-H) =a (5) 

where a is the constant rate of evaporation per unit wetted 
surface . 

Assuming equilibrium at the interface, H, is the hunridity of 
saturated air at the temperature U of the surface of the sheet. 
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Where all the surface is wetted, A equals and, if the tempera- 
tures t of the air and t' of the surroundings are the same, is 
the wet-bulb temperature; if the air velocity is high, he is large 
compared with K, and U approaches the true wet-bulb tempera- 
ture tw of the air. In any event the heat balance requires that 
U be constant during the constant-rate period. 

When small samples are dried in the laboratory, it is sometimes 
the practice to waterproof the edges- If the dry surfaced 
^ is a substantial fraction of 

the total surface, a heat bal- 
ance shows that the sheet 
will attain a temperature 
above that of the wet-bulb 
of the air, and, as shown in 
Fig. 205,^^^ a higher rate of 
evaporation will be obtained 
than when dr57ing large thin 
sheets of the same material. 
When material supported in 
trays is dried, beat conduc- 
tion through the bottom and 
sides of the tray will increase 
tbe heat supply and raise the temperature of the wetted surface, 
thus increasing the rate of drying. 

The following table shows the evaporative rates in the 
constant-rate period when drying various materials in a pan over 
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Fig, 205. — Effect of waterproofi.ng edges 
of blocks on. rate of drying during constant- 
rate period. 



Table I. — Rates op Evaporation' from Various Materials^®^ 

Gin./(Hr.)(Sq. Cm. 


Material "W'et Face) 

Water 0.27 

Wliiting pigment 0.21 

Brass filings 0.24 

Brass turnings 0.24 

Sand (five sizes) 0 . 20-0 . 24 

Clays 0.23-0.27 


which air at 130°F. and of low humidity was blown at a velocity 
of approximately 1 1 ft. per sec. Since the ratio of dry to wetted 
surfaces was 1.65, the rates were higher than would have been 
obtained with Aw equal to A, but the various materials, including 
vater, gave nearly the same evaporation rates, a. 
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In a laboratory drier containing only one sample, the effect 
of radiation may be much more marlced than in a cominercial 
drier where only a few samples are exposed to the radiation from 
the surroundings. ^ c r— r— r— 


Clearly the rate of drying 
per unit surface in the constant- 
rate period may be increased 
(1) by using warmer and less 
humid air, thus increasing 
(Mg. 206)/^^^ (2) byusingradia- 
tion and metallic conduction in. 
addition to heat transfer from 
the air itself, and (3) by increas- 
ing the air velocity, thus 
increasing he and ¥ (Fig. 207). 



Wet Bulb I>p>ressfan, I 

Fig-. '^ 06 . — Effect of inrr©a«a,* wet- 
bulb depression in inermsing rat© of 
diring in constant-rate period. 


For fixed drying conditions it is seen that the rate of drying 
per unit surface is independent of the thickness of the sheet and 
is not affected by shrinkage. Let Q be the weight of bone-dry 
stock in the sheet. Assuming the stock initially has the uniform 

temperature the constant- 
rate time de may be cal- 
culated from heat-transfer 
considerations: 
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The Falling-rate Period. — 

Visualize a run under fixed 


drying 


conditions with a 
having but little 


1.0 2.0 3.0 4.0 5.0 feO 

Air Velocity, Meters per Second 

Fig. 207. — Effect of iacreasing air j^afprio] 

■velocity upon rate of drying per unit 
humidity difference, in constant-rate porOsity. If the drying COIl- 

period. The scMid line IS based ditions are SUCh that ill the 

for drymg slabs of clay 3 cm. thick, 

A^/J.=0.6, with air at 40°C. having a constant-rate period the rate 
relative huuiidit^y of 60 per cent. The ^ evaporation per unit SUr- 
dutted line is based on. evaporation of . ^ n i ^ 

■water in a ■wetted— wall to^wer (see refer- face is snia.ll, W heil tllC surface 

eace 3, p. 612). Concentration falls below the 

critical value, the falling-rate period begins but the liquid 
will be able to flow from the interior to the surface (or to 
a plane near the surface) and will evaporate at that plane 
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throughout the falling-rate period- If the rate in the con- 
stant-rate period is made sujQSciently high by using more 
drastic drying conditions, when the falling-rate period ensues, 
the liquid will no longer be able to flow to the surface at the high 
rate demanded by the drying conditions. In this event evapora- 
tion will occur beneath the surface at a plane which retreats 
farther and farther into the solid as the run proceeds. The 
liquid from the central part of the slab flows to the plane of 
vaporization, and the resulting vapor diffuses out through 
the pores in the solid and through the gas film into the surround- 
ing air, 
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surface during the falling-rate period; right-hand carve of TJ vs. T indicates 
retreat of the plaae of vaporization during thfe falling-rate period. 


It is instructive to measure the temperature at the mid-plane 
of the slab as the run progresses. If the overall coefficient of 
heat transfer IJ from air to mid-plane decreases substantially 
as the run progresses, it is clear that the thermal resistance of 
the interior is increasing owing to the retreat of the plane of 
vaporization. * Figure 208 shows data for the drying of a brick 
clay^^^ under conditions where the coefficient of heat transfer 
showed no substantial decrease in the falling-rate period, while 
the data for the sulfite-pulp block^^^ show subsurface evaporation. 

Figure 209 shows data^^^ for the drying of slabs of paper pulp 
with air of the same temperature, humidity and velocity. In 
the falling-rate period subsurface evaporation occurred in the 
more porous sample, which was similar to blotting paper, but 
evaporation occurred at the surface of the less porous pulp, which 
was similar to writing paper. 

* Ordinarily one may neglect the sensible heat picked up hy the slab 
compared with the heat consumed in vaporizing w-ater. 
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With quite porous solids capillarity plays an impK>rtaiit 
and with a nonhygroscopic naaterial containing grains of non- 
uniform size the movement of water is controlled by capillarity 
and not by concentration gradients. With porous materials 
where, drastic drying conditions are used, subsurface evaporation 



Fig. 209. — In the falling-rate periods, tlie curves of C7 vs. T indicmt® retrmt 
the plane of vaporization for the porous sample and vaporisation at nr aear the 
surface for the less poxons sample. 


will be encountered and it is durable to ventDate the solids.^^^ 
In some cases it is practical to blow the air through a of the 
solid, or rotary driers (page 6^0) may be used. 

Evaporation at the Surf ace during Falling-rate Period. — When 
the drying conditions are such that the water diffuses to the sur- 
face before evaporating, drying equations may he developed 
from the diffusion laws and certain assumptions. 


If the falling-rate period has been preceded by a constant-rate period 
such that the moistiire-distribiitioii curve 
will have approached the parabolic form, 

Cm C {x L 

wherein c is the coucentration at the 
distance x from oae face, Cm is the con- 
ceatration at the mid-plane and L is 
the half-thickness of the sheet (see Pig. 

210). Differentiation of this equation 
and substitutions of x equal to zero and 

2X, respectively, give the concentration gradients at the surfaces: 



idx/. 

The average concentration Cav. at any time equals (l 


ila) 

Eliminating 
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c by means of Eq. 7, this integration gives Cav. = — 


(Cm—C,) 


hence 


may write 


Ca'T. — <5* 


2 (Cm — Cs) 

3 


(7b) 


The diffusion law, 


co^biaed with. (7a) and (7S), gives 


the rate of diffusion of liquid from the interior of the surface: 


^ dT T.^dc\ 2D, ^ ^2 S, . 

“ XT -Dggfev.-c.) . 


. Pay. ~ 


(X/3i>) ■ 


» ^av. C* 


( 8 ) 


where ri is the resistance to liquid dijffnsion in the interior of the solid and 
equals L/3D. 

At the critical water content, the rate of drying (c^v. —Ca)/ri equals the 
rate a in the constant-rate period. Noting that c equals Tp and that rt 
equals L/2Dt this gives 


(rc-Tsc)pD _l 
ceL 3 


(8a) 


It should be remembered that Eqs. 8 and 8a for the falling-rate period 
depend on the assumptions that the constant-rate period was long enough 
for the parabolic concentration gradient to be established in the slab, 
and that the concentration gradient remains parabolic during the falling- 
rate period- However, they may be used as approximations even where 
there is no constant-rate period and the error will not be serious in the usual 
case where a large fraction of the original water is removed. 

Assume that in the falling-rate period the instantaneous rate of evapora- 
tion per unit surface is proportional to the difference between the surface 
concentration c« and the concentration Ce corresponding to equilibrium with 
the main body of the air flowing past the surface: 


- dT Ca—Ct 


W 


where is the resistance to surface evaporation. 
Comparison of (8) and (9) gives the relation 

T — T, n 
Ta-E~ra 


(9a) 


Hence, with any given value of the resistance ratio the difference 

between T and Ts bears a constant relation to the difference between T, 
and E] both these potential differences decrease as the run proceeds, their 
ratio remaining constaiit. 

Since the rate of evaporation at the beginning of the falling-rate period 
equals that in the constant-rate period, one may write (Tsc — E)p/r^ = 
ct — k'CRac — H), which gives 


{Taa-E)p 

a k'QHac-H)' 


(9h) 
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Solving Eqs. 8 and 9 for the driving forces and adding to 
eliminate give 


dT __ de 
T—B L(ri-+r,) 


KdB 


( 10 ) 


where K is called the drying coefficient and represents the term 
1/(1/) (rt+r»). Equation 10 shows that a plot of — 
vs. T — E should be linear, as illustrated by- curve DF of Fig. 204. 



Fia. 21 1 . — Semilogarithmic plot of data for drying of slabs of clayO> during th« 

falling-rate period. 


Upon neglecting shrinkage and assuming r* and r, constant, 
integration between limits of ^ =0 and T = and d and T, gives 


In 


Tx-E_ e 

T-B Z/CriH-r,) 


( 11 ) 


It is to be noted that K is the slope of the line obtained when 
plotting T—B on a logarithmic scale vs, the falling-rate time 
plotted to a uniform scale, as in Fig. 211. The values of K are 
based on 9 expressed in hours. 

Case 1. Both Resistances Important . — Equation 11 applies, 
but it is instructive to eliminate r* and r*, giving 


In 


T-E 


L 

3D 


P(T..-E) 


K 


a 


(lla) 
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Where runs have been made with various constant drying condi- 
tions, a, L and E are the only variables. As can be seen from 
Eq. 11a, a plot of IfKL^ vs. (Tse—‘E)/aL should give a straight 
line having a slope of p and at zero abscissa the intercept on the 
l/iTL^-scale should equal 1/SD. 

Figure 212 shows falling-rate data for slabs of whiting^^; 
with air at constant velocity. The half-thickness varied from 
0.315 to 1.91 cm., and the wet-bulb depression t—tu, ranged from 

10 to 16°C. Since <x equals 
and since for this 
material E is negligible, 
{Tsc—E)/aL is proportional to 
(1/L)(^ — Q. Since U, closely 
approaches the wet-bulb tem- 
perature ty, of the air, these 
data are plotted in Fig. 212 as 
IjKL^ vs. (l/X)(^-4). It is 
seen that a good straight line 
is obtained, as called for by 
Eq. 11a; the intercept 1/3D 
equals 0.44:, whence £)==0.76 
cm.^ per hr. 

If the air velocity were 
varied, a would be propor- 
tional to the ^th power of 
the mass velocity G of the 
air, and Fig. 212 could be 
modified by plotting l/iLL^vs. {Tsc—E)p/L{t-~tsc)G'^. 

Alternatively one can calculate a from existing data on h' 
(page 608), estimate T^c hy extrapolating the equilibrium curve 
of E to 100 per cent relative humidity and calculate D from 
Eq. 11a.* 

Case 2. Resistance to Surjace-eimporation Controlling . — In this 
case Eq. 11 reduces to 



L(t - 

Tig. 212. — G-raphical determination 
of D for slabs of whiting; values of K 
were determined from slopes of tke lines 
obtained upon plotting the data<2) for 
the falling-rate periods as In W rs. 9. 


In 


Ti-E 


9 


T-E r,L ' 


* Values of D may also be obtained from constant-rate data by the use of 
Pig. 216, as explained on p. 656. 
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Eliminating r, by means of (96), one obtains 


In 


Ti-E 

T-M 


L{pKT.c-E) 
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wrliere K is the drying coefficient. For a giv'en fractional deerearo 
in T—B, it is seen that the time increasess directly with the^r^ 
power of the thickness and is inversely proportional to ¥ and 
Hgc Hence the dr57ingtime would be reduced by increaiattg 

the air velocity or by increasing the wet-bulb depre«icui, i.e., 
by increasing the air temperature or by lowering the abeolute 
humidity. When the internal resistance to diffusion of liquid 
is negligible, Eq. 116 applies even where there is no f^onsfcanfc- 
rate period. 

Case 3. ^ Resistance to Idquid-^ij^usion ContrcMing. — If the 
resistance r* to surface evaporation is negligible compared with 
the resistance to liquid diffusion, wbere ri=L/3i>, Eq. 11 
reduces to 


In 


Ti-B 

T-E 


^De 


= K6>. 


(11c) 


In this ease factors affecting the surface resistance, such as air 
velocity and humidity difference, should have no effect on the 
drying coefficient except insofar as affecting the tempierature 
of the stock and the corresponding diffusivity D. In general, 
D increases with increase in temperature, because of deereaiw 
in viscosity of the liquid. One encounters this case in drying 
very thick materials, or materials having low diffusivities. t 
It is seen that the time required for a given fractional decrease* 
in T—B is proportional to the square of the thickness. This 
equation gives a fairly satisfactory correlation of data on the 
drying of clay,^^®^ soap^®^*<^^^^ and wood.^®^*^^^^ 

In deriving Eq. 11c it was assumed that the parabolic moisture 
gradient had been established in the constant-rate period. For 
the case where the constant-rate period is negligible, an equation 
has been from the diffusion equation: 


* By definition, the coefficieat of surface evaporation ^ equals k' 


t See also p. 618 . 
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Lp dT 
dB 


D dH 


The boundary conditions are c equals Ce 

Assumittg D con- 


atboth x = a and ata; = 2X;at 0=0, o equals Co. 
stant and neglecting shrinkage, a solution is 


W 

Wo' 


‘8 


-^ju±-'—ju± — r- 
^9 ^25 




where X equals DB/L^. A plot of In {W /Wo) as ordinates vs. X 
shows a curve concave upward until W /Wo falls to 0.6, and is 
linear below this point. The corresponding rate curve —dW/dX 
plotted against W is concave upward until W falls to 0.61fo 

and thereafter is linear. So long 
as the inal W lies between 0.4 
and 0.01, the time calculated from 
Eq. 11c differs less than 10 per 
cent from that calculated from 
Eq. IIX. 

Other Cases . — For some mater- 
ials, particularly .when dried at 
high rates, the plane of vapor- 
ization gradually retreats within 
the solid during the falling-rate 
period, - and the rate curves are 
not necessarily linear in W; hence K (in Eq. 10) varies with W. 
The problem can be handled by fitting straight lines to 
approximate the several sections of the rate curve (Fig. 213), 
giving *—dTr/<i0 = a/pX for the constant-rate period (if any), 
—dW JdB = Ci’]r-KiW for the first section of the falling-rate period, 
—dW JdB — C^-^K^W for the second section, etc. The effect of 
humidity and air velocity, upon the factors K and C may be 
determined, and the resulting relations may then be integrated 
to allow for changes in the humidity of the air as it flows 
through the continuous drier. It is generally found that air 
velocity affects Ki and Ci more than and C 2 . 

The Critical Moisture Tc . — As previously indicated, the falling- 
rate period begins as soon as the surface concentration Cs falls 
below a critical value c^c- It has been suggested that c^c 
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I'lG. 213.(2) 


* It is interesting to note that this is the same equation derived on page 
165 for the cooling of a slab when the thermal resistance, at the surface is 
negligible. 
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may be estiiaated by extrapolating the plot of equilibiium water 
E to 100 per cent relative humidity and multiplying the 
value of Esc so obtained by p, the weight of dry stock per unit 
total volume: Csc=Ecp. ’Since the value of E at bigb humidity 
varies ■widely with the material, this procedure would predict 
considerable variation in c„ from one material to another. 
While directly measured values of 4c are meager, the indications 
are that they are greater for the 
more hygroscopic materials. 

The critical moisture content is 
not, as is generally supposed, merely 
a property of the material being 
dried. Consider what happens dur- 
ing the constant-rate period of the 
drying of a slab of homogeneous 
material having initially a uniform 
moisture concentration co. If the 
drying conditions require a small 
value of a, and if the liquid will 
flow to the surface owing to a small 
concentration gradient, Tc will 
be hut little greater than Csc/p, 
making Tc relatively small. How- 
ever, if the air velocity and wet-hulb 
depression are increased sufficiently, a very high value of m 
will be obtained, and now such a steep gradient at the sur- 
face is required that virtually no water will have been removed 
from the surface before Csc is reached; hence Tc will be but little 
less than the original water To] the constant-rate period will l>f' 
over before the second weighing is taken. While neither of 
these extremes is usually encountered, both can be approaelied — 
the first by slowly drying a thin sheet and the second by ra pidly 
drying a thick sheet. An intermediate ease is illustrated in Fig. 
214. It can. be seen that the value of Tc is proportional to the 
average ordinate of the curve of c vs. x at the end of the constant- 
rate period where c® equals c^c. Since in the constant-rate perkd 
the concentration gradient at the surface is proportional to 
it is clear that Tc will increase with increavse in thickness. If the 
initial concentration is less than c^c, no constant-rate period will 
be obtained. 



Fio. 214- 
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For those materials in which, the movenieat of liquid follows the diffusion 
law dcldd—D d^c/dx^y and for which e\^apo ration occurs at the surface, one 
may derive a quantitative relation between T and the factors that control 
it.dfi) Consider a large slab of total thickiiess^2Z/ dried from both sides at a 
constant rate ce, expressed as weight of water evaporated per unit time per 
unit surface. The sheet originally has a uniform moisture concentration 
and is at the temperature tse at the start. Take the origin of x at one face. 
At the mid-plane, across which no water diffuses, dc/dx is zero. At the 
surface a;— 0, dcjdx equals clJD) similarly, at the other surface, x~2L and 

^ Assuming D to he constant and neglecting shrinkage, a solution 

is given by the dimensionless converging series 

which is presented graphically in Fig. 215, where^ F* is equal to (,To—Tx)Zy 
z equals Dpf<xL and X equals {To — T)z—Dd/L^ = (To — T)fiD/odj. For 
certain purposes it is convenient to replot curve 1 of Fig. 215 as X/F« vs. F,, 
giving the curve shown in Fig. 216, which applies only at the surface. 

For example, consider the drying of clay slabs having a diffusivity JD of 
0.4 cm.Vhr., a density p of 1,55 gm. of bone-dry stock/c.c. of total volume 
and an initial uniform water concentration corresponding to Fo of 0.27 gm. 
of water /gm. of bone-dry stock. The drying conditions are such that a is 
0.2 gm. water evaporated /(hr.) (sq. em.). In order to predict Tc,*one 
should employ the surface moisture T^c prevailing at the end of the constant- 
rate period. The surface concentration, cdrrespondirLg to equilibrium with 
substantially saturated air at the wet-bulb temperature, is 0.05. Let the 
original half-thickness L be 0.4 cm. The abscissa in Fig. 216, {To—Tsc) 
il))(p)ML)y equals (0.27-0.05)(0.4) (1.55)/ (0.2) (0.4) or 1.71, and the 
corresponding ordinate (To — Fc)/(Fo — T®c) = (To “-7^c)/(0.22) equals 0.8, 
whence To— Pc equals 0.176 and Tc is 0.094. The drying time in the con- 
stant-rate period would be (0.176) (0.4) (1.55) /(0. 2) or 0.545 hr. 

If the sheet had been five times as thick, the critical moisture would have 
been 0.215 and the corresponding constant-rate drying time would have 
been 0.86 hr. 

A study of Fig. 216 shows that in the straight section ABC the following 
equation applies : 



Hence for given values of To, p and D the critical water will be only a 
.small fraction of the original value when <xL is small, corresponding to either 
a slow drying rate or a thin sheet, whereas with rapid drying or thick sheets 
Tc will be nearly as large as To. 
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Dbting of Solids by Aib undee Variable Drying- 
Conditions 

In tlie preceding paragraphs differential equations have been 
derived for the drying of solids by air. These have been 
integrated for any definite set of constant drying conditions, i.e., 
by assuming the drying coejScients to be constant for the constant 
drying conditions. 

The coefl&cient of diffusion D of liquid water through the stock 
increases as the temperature of the stock is raised. However, 
where the resistance to liquid diJffusion is controlling, Eq. 11c 
may be applied directly to the design of a continuous drier, using 
an average value of K determined for the temperature range to 
be encountered in the continuous drier. The coefficient of sur- 
face evaporation varies directly as the humidity difference 
Hs — and directly as some function of the mass velocity of the 
air. In a continuous drier the humidity of the air varies as the air 
flows through the drier, and in consequence /3 varies. The prob- 
lem is readily solved by combining the differential equation with 
a water balance, giving new integrals for variable drying 
conditions- 

Design of Driers. — Referring to the list of steps to be taken 
in the designing of a drier (see page 639), it is seen that the only 
one presenting any major difficulties is the sixth one, that of 
determining the drying time. 

Having considered the factors upon which drying depends, 
and the mechanical methods in use for handling material to be 
dried, it is now desirable to indicate how the fundamental con- 
cepts of drying may be applied to the design of suitable apparatus 
for any given purpose. 

Although a knowledge of the physical constants and other 
properties of a material is essential to an intelligent attack of the 
subject, it is seldom that these alone are sufficient to enable one 
to determine the dimensions and conditions for the most efficient 
operation. It is necessary, therefore, for an intelligent design, to 
obtain by experimentation upon the material in question the 
characteristic data on the rates of drying and critical moisture 
contents for various sets of constant drying conditions. It 
is entirely possible to obtain these data by experimentation on a 
. * It will be recalled that /3 represents the term k' {H^c — Py {p)(P^c —E). 
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laboratory scale,^althoiigh the larger the scale on wMct the wwk 
is done, the less liable the result will be to error from ihe 
of factors, present in commercial operation but not in 
tory. In these experiments, it is necessary to have 'Operating 
conditions duplicated as nearly as po^ibie* For example, if 
the exposure is to he in a rotary drier, the expoiimeatal apfmimt'iw 
should be of this type. The siz^e of lump material, tMetoa^s 
of sheet and its physical condition as to percentage of water and 
temperature should be the same as that which will form the 
of the drier to be designed. 

The equations given in the following discna^on are to bo 
therefore, for but two purposes: either the design of coimmcindWI 
apparatus for the drying of a specific material on the of 
coefficients determined from experiments upon the matarial ilarff,, 
or to enable one to predict quantitatively the rmnlte oi ehai^^ 
in either operation or construction of a given dryi®^ 
handling a definite material. The coefficients i» the latter caae 
are determined by studying the actual performance of the appara- 
tus, or the problem is solved by a ratio calculation, in which 
case the coejfficients cancel. 

The subsequent treatment of dher design follows the 
classification based on the method of 8 uppl 3 ring the heat (aee 
pages 640 to 641). 

1. Design of Steam-heated Drum and Tray DrierB 

The design of driers of this type may be considered conveni- 
ently as a problem in heat transfer. As emphasized in the 
chapter on Flow of Heat, one must consider the various resist- 
ances met by the heat in flowing from one medium to another. 
In this case there are three resistances: from condensing vapor to 
metal wall, that of the wall itself, and from the metal wall to the 
air in the room. This last resistance really includes three resist- 
ances: contact resistance from metal to stock, resistance of stock 
itself and resistance from stock to air. Where it is desired to 
measure the individual resistances, skin temperatures must be 
taken. 

The surface temperature of a material may be obtained by 
placing a thermocouple upon the surface, the element having 
previously been heated to approximately the temperature of the 
material. By noting whether the element rises or falls in teni- 
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perature, it is po^ble to determine whether the materiai is 
hotter or colder thaa the couple; a few trials will enable one 
to have the couple at substantially the same temperature as the 
sheet.^^®^ To prevent radiation the element should he mounted 
insh with the inner surface of an insulating pad, and the whole 
pr^eed upon the surface to be measured. It must not be kept in 
contact with this surface for any great length of time because 

the pad will prevent evaporation 
and will therefore cause a local 
rise in the surface temperature of 
the sheet. 

a. Drum Driers for Solids. — 
Textiles -are frequently dried by 
passing them over a series of,, 
hollow metal drums provided with 
means for supplying steam and 
removing condensate and air. 

The first resistance (from steam 
to metal) depends on the per- 
centage of noncondeni^able gas in 
the steam (this should be small in 
good practice) , the velocity of the 
steam, the fraction of the total 
internal heat-transfer surface that 


1.5 


1,0 


0.5 


V 











— 





K 













Fia. 


0.5 1.0 1.5 

Time in Mrnu+es 
17 jii ) — Drying of twine on 
steam-heated dmm. 


The second resistance (that of 
the wall itself) depends on the 
thickness and thermal conduc- 
tivity of the metal used. Where very thick cast-iron rolls are 
employed, this resistance may be an appreciable percentage of 
the total resistance. 

The third resistance (from drum to the stock, through the 
stock, and into the air) is usually the greatest of the three resist- 
ances. Hence it is clear that design should be based on results 
of experiments for the type of drier and material in question, 
conditions in the experiments being as similar as possible to those 
to be used in production. In a certain drier of this type hand- 
ling wood pulp, the third resistance was about 76 per cent of the 
total resistance to .heat flow. The overall coefficient was about 
24 B.t.u./(hr.) (deg. F.) (sq, ft. of outer surface). 
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As the tliickriBss of th€ stock is doubledi, th© water to 1>6 ©Tapo- 
rated is doubled and the heat has to travel twice as far. It would 
therefor© b© anticipated that the drying time would vary with 
the square of the thickness4>f the stool!* The dryiug time would 
also increase with increase in the fraction of water removed. 
Figures 217 and 218 show data^^^ for the drying of twine in contact 
with a steam-heated drum, correlated by use of Eq. lie, 

5 ^ 53 . 



O 20 40 60 SO too 

(Diometer o-P Twrne)"^ 

Pia. 218. (I’*')- -Drying of twine; effect of tMckness (see ! llcr, p. 653). 

b. Drum Driers for Liquids. — When solutions or suspensions 
are concentrated or reduced to a solid on a steam-heated drum, 
the film of material in immediate contact with the drum becomes 
dry in a very short time, and this dry inner layer serves as 
an insulation to separate the more moist layers from the heating 
surface. The process then reduces to a conduction of heat 
through the dry layer into that portion which still remains wet. 
When the rate of heat flow is great, the temperature of the sheet 
will approach the boiling temperature of the liquid at the pressure 
used- Hence it follows that the use of vacuum in the chamber 
housing the drum will lower the surface temperature and thus 
increase the rate of heat flow and consequently the evaporative 
rate. 

c. Tray Driers. — Where the material to be dried is placed 
on trays, the heat may be supplied solely from the air, and in 
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this case special drying equations are available (see Rate of Air 
Drying, pp. 642 to 657). Where the trays are supplied with heat 
other than as described above/ as when the trays are placed on 
hollow shelves or pipes supplied vvitb steam, the problem is con- 
veniently treated from the heat-transfer point of view. The 
r^istances here met are similar to those discussed under Drum 
Driers for Solids. It should be noted that a very important 
factor is the thickness of the material on the trays. 

2. Design of Direct-fired Rotary Driere 

The temperature of the charge in a drier of this type changes 
with the time of exposure to the drying air, as indicated quali- 
tatively by the full-line curve FA BO in Fig. 219. During the 



Fig- 219. 

preliminary period, FA, the charge is heating up but evaporation 
is negligible. Evaporation then takes place in the zone AB, 
accompanied by a slight temperature rise. Finally the charge 
is superheated and the last trace of moisture expelled in the 
period BC. If a completely dried product is not desired, the 
operation is stopped before the point C is reached. 

The exact determination of this curve would be difficult, but 
it is a satisfactory approximation to assume constancy of tempera- 
ture during the CA^aporative period, i,e.y to assume that the tem- 
perature of the charge follows the dotted straight lines FDEC 
rather than the full curve in the plot. The important point is, 
therefore, the estimation of the temperature of evaporation, DE. 

Direct-fired driers always employ high-temperature gases 
and in consequence develop a high rate of evaporation. The tem- 
perature of the charge therefore approaches the boiling point. 
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and clianges but slightly during the period of evaporatiom (see 
humidity chart, page 588). From inspection of the chart it is 
obvious that, for material so wet that the surface is saturated, the 
temperature of the charge during the evaporative period when 
exposed to gases SOO^F. and above will be from 1 10 to 160'"F. For 
lower moisture content, however, the charge temperature increases 
asymptotically to the boiling point, i.e., to approximately 180 to 
210°F, The difference in temperature between the charge 
and hot gases is so great that any reasonable error in estimat- 
ing the temperature of evaporation will not invalidate the 
calculations- 

The design of such driers resolves itself therefore into a simple 
calculation of heat transfer, the process being assumed to take 
place in three separate stages: the preheating, the drying and the 
superheating of the charge. In the equation for heat transfer, 
q = hA it is not convenient to determine the surface exposure 

A, and hence the term hA is treated as a single coefficient. The 
value of hA is proportional to the volume F of the drier for 
apparatus of the same type. Obviously the coefficient hA must 
be determined for each material and t 5 rpe of apparatus, from the 
performance of actual driers, preferably on the full scale. 

lUttstration 1. — A lotary drier is constructed of a steel shell 4 ft. 6 m. 
inside diameter and 20 ft, long, and rotat(^ at 4 r.p.m. It is drying 12, OCX) lb. 
hourly of a wet ore carrying 16 per cent moisture. The dry ore has a specific 
heat of 0.18 and is discharged at 24D°F. The ore occupies roughly ^ per 
cent of the Yolume of the drier. The flue gas flows countercurrent to the ore, 
eaters at 1065®F- and leaves at 160°F. Its Orsat analysis is 3,2 per cent CX>a, 
17.3 per cent O 2 and negligihle CO. Its dew point at entrance to the drier is 
76 ‘’F. (ph 20==22.S mm.). The temperature of the surroundings may be 
assumed 70°F. as a base, and the barometer is normal. Assume the drier to 
be thoroughly lagged. 

Calculate the dry gas in lb, mols passing/hr., the linear gas velocity 
at the eold end, the heat consumed in evaporation and the heat lost in the 
dry ore. Design an ore cooler of a type similar to the drier to recover 35 per 
cent of the heat now lost in the product by preheating the air for the furnace. 

Solution , — The heat utilized by the drier is that involved in heating the 
ore from 70 to 240°F. and in converting water at 70°F. into water vapor at 
160°F. The first is obviously (12,000) (0.84) (0.18) (240 -70) or 300,000 

B. t.u./hr. and the second 1092 B.t.u.Ab. of water; for 1920 Ih. of water, 
it is 2,098,000 B.t.u./hr., making 2,407,CKD0 B.t.u./hr. in all. This heat is 
furnished by the cooling of the flue gases from 1065 to lOO'T. 

Basis : lOO niols of dry flue gas : 

This contains [22.8/(760 - 22.8)1100 = 3.09 mols of water vapor. 
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(jas 

Mols 

(1065-60) (JlifCp).v. 

(160-60) 

Diff- 

erence 

B.t.u. 

OOs 

3.2 

11,050 

910 

10,140 

32,500 

Ot 

17.3 

7,620 

704 

6,916 

120,000 

Nt 

79.5 1 

7,240 

696 

6,544 

520,000 

HaO 

3.09 

8,640 

811 

7,829 

24,200 

Total . . 

103.09 




696,700 


Neglecting radiation loss, this therefore requires 2,407,000 (100)/697,000 = 
346 lb - mols of dry flue gas /hr, or 357 lb. mols of wet flue gas. The evapora- 
tion is 106.6 mols of water/hr., making a total of 464 mols of gas/hr. 
leaving the drier at 160°F., or 210,000 cu. ft. /hr. giving a velocity^ of 3.66 
ft. /sec. 

In order to use these data in the design of similar apparatus, the heat 
transfer must be estimated. Base this figure on the unknown hut relatively 
constant surface area A of charge exposed in the present drier. Evaporation 
may be assumed to take place at 200°B. On this assumption, the heat 
transfer takes place in three stages. First, (130) (1) (1920) + (130) (0.13) 
(10,080) =486,000 B.t.u. is needed to raise the 12,000 Ih. of wet ore from 
70 to 200°; second (1920) (974) = 1,870,000 B.t.u. disappear in the evapora- 
tion of 1920 lb. of water at 200®F.; finally (10,080) (40) (0.18) =72,600 B.t.u. 
is used to superheat the ore from 200 to 240 ®F. Neglecting the changes of 
specific heats of the components of the flue gases with temperature, the gases 
used (346 lb. mols gas) lose (3.46) (697,000)/905 =2660 B.t.u./deg. fall in 
temperature. In the last stage therefore, they drop only 72,600/2660 = 
27.3® to 1038°F. The drop in the second stage is not so directly estimated 
because the gases are cooled not only by the evaporation of the water, but 
also by the dilution with the water vapor produced. Call the gas tempera- 
ture at the end of the second stage i°F. Then from a heat balance in the 
evaporating zone, 2660 (1,038 ~-^) =1,870,000-1-1920 (0.48) (i— 200), whence 



Hot 

end 

End of 
evaporation 

Start of 
evaporation 

Cold 

end 

Temperature of gases .... 

1065 

1038 

300 

160 

Temperature of charge . . 

240 

200 

200 

70 

Temperature difference. . 

825 

838 

100 

90 


Average for each stage 
of process 


832 347* 95 


* This log mean, though, not strictly applicable to this case on. account of the dilution 
efiect, is used as an approximatiou. 
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T’or each section, of the drier corresponding to mch of the tliree stages of 
the process one may write q ^hA(Ai)^.r.j where the subscripts I, 2 and 3 
correspond to the first, second and third stag^ of the drying operation. 
Obviously, the total exposed area in the drier, 

^ = A i-f-.da’h-A*- 

For each section q and are given; hence, 

For superheating zone, y - =^^^ = 87 (de*. F.) 

For evaporating zone, AA, =~^ = - 5390. 

For preheating zone, hA » = 7 - -^ ^ *51». 

The main resistance to the flow of heat in all three zones m that of the gas 
film. This coefficient (h) varies as the mass velocity of the gas«, whwh 
velocity is approximately constant for this problem. Adding, 

hA i+hAj-bAA* = 10,600. 

The mols of air to be used in the cooler are found by using the nitri^ii 
content of the fluegas, since this came from the air, i.e., 

mols of air *=354(79.5/79,1) *355. 

The heat to be recovered in the cooler is 85 per cent of M)9,(K)0 B.t.u, or 
738 B.t.u./mol of air heated. Since 1 mol of air at 70®F. has a heat content 
(above 32®F.) of 243 B.t.u., at its point of exit from the cooler it will have 7^ 
more, or a total of 981 B.t.u., corresponding to 176®F. as read from Fig, 1 , 
page 10 . 


Temperature of air entering cooler 

Temperature of ore leaving cooler* 

Temperature of ore entering cooler 

Temperature of air leaving cooler 

Hence logarithmic-mean temperature difference, 

* Ore cooled 85 per cent of (240 — 70). 

The value of hA for the cooler is therefore determined by the equation 
(^UvJ (41.8) 

Since the original drier gave a total value of hA of 10,600, and since the value 
of this quantity is obviously proportional to the volume of the drier, the 
cooler should be 6290/10,600 the size of the drier, or 60 per cent. To keep 


Deg. F. 


70 

95.5 

240 

176 


Difference 


25.5 

64 

41 .8 
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the air velocity practically the same, the diameter should be the same, b\it 
the cylinder six-tenths the length. 

This drier gives trouble in operation, in that the temperature of the dis- 
charging materiai fluctuates widely. When the rate of feed decreases 
slightly, the discharge is exceedingly hot; with an increased rate of feed, the 
material is incompletely dried. The difficulty lies in the fact that the 
superheating zone, after evaporation is completed, is too short, and the gas 
temperature at that point too high. To secure a larger factor of safety in 
operation, the superheating zone should be longer and the gas temperature 
lower. This can he accomplished by resort to the double-pass’^ principle 
(see page 6S2), 

3. Dedgn of Air Driers for Sensitive Materials 

Introduction. — It should be recalled that under constant 
drying conditions the drying operation in general occurs in two 
stages: a constant-rate period, wherein 

( 13 ) 

and a falling-rate period, wherein 

-dWfdd^^KW). (14) 

At the critical point where W equals Wc, both equations apply, 
and hence B{Es — Ii)=^f{W^, In the constant-rate period the 
rate is independent of TF, while in the falling-rate period the 
rate is a function of the free-water content. . In any continuous 
drier, drying conditions may vary from point to point in the 
apparatus, but, since they remain constant at any given point, 
these differential equations apply at each such point. They 
must therefore he applied differentially and integrated for the 
drier as a whole. 

Wherever there is a constant-rate period, Eq. 13 is combined 
with the water balance and integrated from the original water 
content IFo to the critical value TTc Let m be the weight ratio 
of bone-dry air to bone-dry stock employed in the continuous 
drier. The water balance is then given by the simple relation 

-dW— ±m dH, (15) 

the sign depending on the direction of flow of air and stock. 

If the desired final water content is equal to or greater than 
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Wc, the problem is solved hj usiag the relation 

__ f dH 


( 16 ) 


In general, it is necessary to dry to a final -valne of W below 
The falling-rate period must therefore be treated separately. 

For the general case, t.e., where both surface evaporation and 
interior diffusion should be taken into account, integration of 
Eq. 14: is complicated. Usually satisfactory approxiinmte 
equations may he developed. 

Where the resistance to interior diffusion is controlling, it is 
usually allowable to neglect variation in K in a given drier, and 
Eq. (11c) may be employed directly to calculate the falling-rate 
time. 

Where the resistance to surface evaporation is the eontrollng 
factor, the important variable is the humidity, and Eq. (10) 
can be integrated as shown below. Discussion is therefore 
limited to modifications of Eq. (10). For continuous apparatus 
where the resistance to surface evaporation is controlMiig, the 
general differential equations applicable to driers of adiabatic, 
constant temperature orcontrolled-humidity type will be derived. 
Two such equations will be established, one for countercurrent 
flow of air and the other for parallel flow. These equations will 
then be integrated for the special cases given. Finally, a 
discussion of intermittent driers will be added. 

In any drier in which the stock is dried by means of air, and 
where surface evaporation is the controlling resistance, the 
differential equation, as shown on page 653, is 


dW_ m 

de ^ L L 


where, at any time 0 in the falling-rate period, W is the free 
water on the dry basis, L is half the thickness of the stock, 3 
is the experimentally determined coefficient of surface evapora- 
tion for the definite drying conditions and particular material. 
As indicated by the equation, i3 equals where G is 

the mass velocity of the air past the stock and is the 

humidity difference, also called AH. It will be recalled that 
H, is the humidity of saturated air at the temperature of the 
surface of the sheet aud H is the humidity of the drying air. 
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Coimterfiow- — Since driers are usually designed to give con- 
stant mass velocity of the gases, the term /(G) remains constant 
thronghotit the drier. In order to allow for the variation in 
the humidity H of the air passing through the drier, one may 
make a moisture balance between the water lost by the stock 
and that picked up by the air. The subscript 0 will be used to 
designate the condition of both air and stock at the end where 
the stock enters, and the pounds of free water per pound of bone- 
dry stock and the humidity of. the air will be called W and H, 
respectively, at any section y ft. distant from the feed end and 
IT 2 and ^ 2 , respectively, at the discharge end. The moisture 
balance between the feed end and any section y ft. distant 
gives W(i--W = — or 




(Wo-W) 


(18) 


where m represents the pounds of bone-dry air per pound of bone- 
dry stock. It should be noted that this moisture balance is 
based on the assumption of constant equilibrium moisture of 
the stock passing through the drier, a restriction removed later. 
Elimination of E from the water balance and Eq. 17 gives 

(19) 

Parallel Flow.— Calling the pounds of free water per pound of 
dry stock at the feed end TFo and the humidity of the air entering 
at the same end Ho, a moisture balance* gives {Wo~W') = 
m{E —Ho), which, when combined with (17), gives 

( 20 ) 

The general equations (19 and 20) just derived apply to all 
countercurrent and parallel-flow driers, respectively, which 
operate at temperatures so low that the resistance to surface 
evaporation is the controlling factor, however the heat may be 
applied to the driers. T.o integrate them, however, the exact 
method of heat supply must be taken into account. 

A-diabatic Counterfiow Driers. — The salient characteristic 
of adiabatic driers is constancy of wet-bulb temperature, i.e., 

* This equation also assumes to he constant. 
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= and consequently These driera are ttier^rfore 

used fox materials sensitive to heat while still wet, the stock 
temperature is automatically controlled glue, sugar, fciwtTy 
leather, vegetables, etc.) 

Since in any given drier of this type E^ and IT® are con- 
stant, Eq. 19 may be written as 


(m 


(210) 

If the total weight of dry stock exposed in the drier is called Cy 
and the weight of dry stock fed per unit time is called F, it is 
obvious that 

Q/F=d^ (iffi) 

where 62 is the total drying time. 

This type of drier, simple in construction and operation, can 
be used to control the 'humidity and temperature of the air with 
which the dried stock is in contact, and hence to control the 
moisture content of the product (e.g., water of crystallisation, 
textile products, etc.) and yet simultaneously secure rapid 
evaporation due to the high initial temi>erature of the drying air. 

Adiabatic Parallel Plow.-^Since in any given drier of this type 
m, Htt7, Ho and Wo are constant, Eq. 20 may be written as 

dW _f(G)de 
(T^)(Ar-fTF) Lm 

in which 

N^m{H^,-Eo)-Wo^ (2S) 


dW JCO) de 

in which 

M=m(H^ — EQ)-\-WQ. 
Integrating from Wc to W 2 gives 

/ (Wc)(M -W^)\ SCG) M(h - #.) 


Integration from Wc to W27 and from 6c to 62 gives 

, f{WcXd^+W2)\_f(G)E{e2--9c) 


(24) 


Constant-temperature Driers. — Materials injured by heat 
after they have become dry are usually dried in constant-tem- 
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pexature driers. This is necessary in the case of materials exist- 
ing in large lumps or thick sheets (for example, raw rubber), 
because, when the drying operation is even partially complete, 
the surface of the sheet or lump is relatively dry, the remaining 
moisture existing only in the interior. While the interior is 
therefore cold, the surface is practically at the temperature of 
the drying air and therefore is liable to injury. In present 
commercial practice, these driers are also frequently used for 
materials such as salts with water of crystallization, textiles 
and the like, which, as will be shown later, are more advanta- 
geously handled in other apparatus. 

The drying capacity of any drier, in which the air temperature 
is kept at a constant level by supplying beat in the necessary 
quantity in the drying compartment itself, is found by the use of 
the integral of Eq. 17 : 



dW 

\ Ir^ r. 


(25) 


Thds integral involves, however, not one but two variables, W 
and AH, and, unlike the case of adiabatic driers, it is impracticable 
to express AH algebraically in terms of TT. Nonetheless AH can 
be foutid as follows: For various values of W, between Wc and 
Ws, calculate H from the water balance (Eq. 15). Knowing the 
operating temperature t and the humidity H, just calculated, Hu? 
can be read directly from the humidity chart. AH is Hw minus 
H. Knowing AE for various values of TF, it is possible to plot 
l/(Tr) (AE) against W, and the area under this curve is the 
integral required. 

When the air temperature is high (above 200°F.), the value 
of AH usually changes but little during the drying operation. In 
such a case one may use an arithmetic mean (AH)^^, of the values 
of AH at the terminals of the zone in which W falls from Wc to 
TTa, giving 


Wc_f(G){e2-9c)iAH).., 
" If 2 L 


(26) 


Illustration 2. — A drier is to be designed to dry a lump material, producing 
1400 lb. of product/hr. The wet feed will be loaded on trucks carrying 
trays made of large-mesh. wire screen. The drier will hold two parallel 
lines of these trucks, and will contain, propeller- type fans to recirculate air 
crosswise over the trays and over steam coils located within the drier. The 
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trucks will be 53^ ft. long overall, and wi 


«ve» traya, 5 ft. 


ied product. Tlie wet stock con tains 116 per cent wat©r 
d the final product is to contain 10 per cent water, dry biuiis, 
is to be designed to operate at 170°F. with air entering the 
70°F. with a relative humidity of 80 per cent. 

In order to obtain information on the drying characteristics of the mate- 
rial, a loaded tray of the wet stock was placed in a drier of the typ® 
as that which it is planned to construct. The weight was obtained at fre- 
quent intervals, and the following data were tabulated: 


Time, 

min. 

% water, 
dry basis 

Time, 

min. 

% water, 
dry basis 

Time, 

min- 

% 

dry 

0 : 

116.0 

211 

57.4 

415 


17 

111.7 

226 

53.6 

4^ 

».4 

36 

106.0 

242 

49.6 

465 

24.8 

58 

100.0 

255 

46.6 

506 

22. S 

80 

93.5 

277 

42.8 

541 

22.2 

97 

88.9 

287 

41.0 

601 

15.4 

125 

81.0 

302 

38.6 

615 

14.6 

144 

75.5 

313 

37.1 

635 

13.5 

160 

71.2 

345 

33.3 

785 

11.4 

176 

66.6 

362 

31.4 

822 

10.2 

194 

61.8 

390 

29.2 




This test was run at 95 ‘^F. at a relative humidity of 7 per cent. The air 
velocity over the tray was the same as that to be used in the proposed dryer. 

The following data are available on the equilibrium moisture M of the 
stock. 


% relative humidity 10 l20 |30 40 50 |60 |70 90 

E, % water, dry basis 3.0| 3.2| 4.1 4.8i 5.4l 7.2l8. 8|l0.7 

It will be assumed that the critical moisture, expressed as 100(Tc— F), is 
independent of the air temperature and humidity, and that at any free 
moisture content the rate of drying is proportional to the humidity differ- 
ence, II w — H. 

Calculate the required length of the drier, assuming that the air leaves 
at 170°F. with a relative humidity of 60 per cent, (a) for countercurrent 
movement of air and trucks, and (6) for parallel flow. 

S elution . — From the test data the values of — were calculated 

and are shown plotted vs. T in Fig. 220. 
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lOOT, 

% water 

1 1 R-KR 

lOOdT 
de ' 

%/iXLm.. 

0.279 

54 » 

0.237 

47 

0.202 

4fl 

0.153 

34. S 

0.115 

26 

0.084 

17.3 

0.0515 


The plots of air humidity and wet-bulb humidity vs. per cent water in. the 
solid (dry basis) are also given in Fig. 220 for both cases. These plots 
together with one of equilibrium water (per cent water, dry basis) are 
sufficient to calculate the data given in the two tables below. 


Rate at 

1 95°F., at| Rate at 

E "T-E this 170°F., 1/R,ate 

T-M, %/miii. 

%/niin. 


Countercurrent Flow 


10 

0.0125 

5 

1^1 

0.0190 

8.9 

0.027 

0. 0625 

16.0 

25 

0.0393 

15 

2.7 

0.0159 

22.3 

0.073 

0.142 

7.05 

40 

0.0665 

24 

3.6 

0.0133 

36.4 

0.139 

0.226 

4.42 

55 

0.0933 

32 

4.2 

0.0118 

50.8 

0.234 

0.335 

2.98 

70 

0.120 

40 

4.8 

0.0102 

65.2 

0.279 

0.346 

2.89 

85 

0.147 

47 

5.2 

0.0089 

79.8 

0.279 

0.302 

3.31 

100 

0.174 

53 

5.6 

0.0083 

94.4 

0.279 

0.282 

3.54 

115 

0.203 

60 

6.1 

0.0071 

109.9 

0.279 

0.241 

4. 15 


Parallel Flow 


10 

0.203 

60 

6.1 

0.0071 

3.9 

0.012 

0. 0104 

96. 1 

25 

0-175 

53 

5.6 

0.0081 

19.4 

0.062 

0.061 

16.4 

40 

0.148 

48 

5.2 

0.0090 

34.8 

0.131 

0. 144 

6. 95 

55 

0.121 

40 

4.8 

0.0100 

50.2 

0.228 

0.278 

S. 65 

70 

0.095 

• 33 

4.3 

0.0118 

65.7 

0.279 

0.400 

2. 5 

85 

0.068 

24 

3.6 

0.0133 

81.4 

0.279 

0.468 

2. 14 

100 

0.041 

16 

2.8 

0.0159 

97.2 

0.279 

0.529 

1.89 

116 

0.0125 

5 

1.1 

0.0190 

114.9 

0.279 

0.645 

1. 55 


The values in column 7 of the upper part of the table are read from the rate 
curve of Fig. 220, and are the rates of drying at 95°F., expressed in %/rain., 
at the values of T—E shown in column 6. Since in the laboratory run 
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Fig 221.— The areas under the curves determine the drying times for parts (a) 
and (5) of Illustration 2. 
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with 95®F. air the value of Hw —H was 0.0082, the rates at ITO^F. will be 
m proporfcioa to the values of Hw — H at 170®F., shown in column S. Hence 
the values in column 8 are obtained by multiplying the values in. column 7 
by those in column 5 and dividing by 0.0082. The values in the last column 

are — and are the reciprocals of the values in column 8. The total 

d€ 

•^me is Hien calculated by plotting — ^ ordinates vs. lOO T, as in Fig .221, 

and determining as the area under the curve. This gives 8.5 hr. for the 
counterflow drier and 18.7 hr. for the parallel-flow case. Since the rate of 
travel of stock through the drier is to be (1400)/(2 X7 X60/5.5) or 9.15 
ft. Ar., the length of the counterflow drier must be 8.5 X 0.15 or 78 ft.; simi- 
larly, the parallel-flow drier would be 171 ft. long. 

CGatrolled Humidity Driers. — ^^Crystals containing water of 
cr37Htalliz;ation must be dried without efflorescence because, once 
the crystal water is lost, even in part, the form of the crystal is 
destroyed and the water recovered very slowly. Certain mate- 
rials containing adsorbed water deteriorate permanently if that 
wat*er is removed beyond a certain point (e.p., soda lime for gas 
absorption). Finally certain materials must be dried to avoid 
injury {e.g.j paper, etc.). In all these cases there exist definite 
limits of humidity and temperature which must not be exceeded 
in the drying process, f.c., humidity must be controlled. The 
mechanisms for securing this control are described on page 637. 
The equations for the design of such driers are identical with 
those used for constant-temperature driers, the one difference 
being that one must use the temperature corresponding to each 
value of the humidity limitations of the particular material being 
dried. 

lUustratioii 3. Controlled Htimidity Trier (Cotinterflow Drying of 
Crystals). — The determination of the humidity limits that must be observed 
will be clear from the following illustration : 

Crystals of Na 2 HP 04 - 12 H 20 lose water of crystallization if subjected to 
conditions of temperature and humidity corresponding to any point below 
in Fig. 222. The same crystals will deliquesce, tc., dissolv'e to form a 
solution, at any condition above the line CB. Therefore, drying conditions 
must be so chosen that the drying air will at all times be represented by some 
point in the field ABC. In practice it will be necessary to design the drier to 
operate above AJ5, along some such line as DE, chosen to secure a satisfactory 
factor of safety against efflorescence, and below the line EF^ this latter being 
sufliciently low to maintain a reasonable evaporative rate. Furthermore, 

* For the construction of these curves see pp. 681 to 682. 
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the cTy'stals must he cooled and stored prior to packing, in air the Immiclity of 
which lies in the same field. It is obvious from the plot that the tempeiater® 
of the crystals leaving the drying zone theoretically must not momd W*F. 
and for safety should be below 86°r. This latter temperature gives, hsm^ 
ever, a humidity difference and hence a drying rate ao low that it k screed 
not to allow the air to rise above 85 per cent humidity. Therefore it must 
not rise above 7^°F. If, for example, air at 70“F. and of BO per eent humid- 
ity is to be used, design the drier to operate with a countercurrent stimm of 



50 50 70 80 

Terap.® F . 

“ Fig. 222. — Diagram for Illustration 3. 


air, entering at the point G, and rising in temperature as its humidity 
increases along the curve GE, the air being discharged at 7©®F- with a 
humidity of 85 per cent. In this way one will at all times maintain the 
highest drying temperature and evaporative rate consistent with safety. 

Assume that it is required to produce hourly 200 lb. of crystals of appar- 
ent specific gravity 0.9, containing not over 0.5 per cent moisture (wet basis) 
from wet crystals carrying 5 per cent of free water, wet basis. The critical 
water We exceeds 0.05, so there will be no constant- rate period. In the drier 
the crystals rest in a layer 1 in. deep in perforated trays set to give 1 in. 
clear space between, the trays. Between these trays air passes at a rate of 
25 lb./(sq. ft. of clear cross section) (min.). For the sake of illustration, 
assume that under these conditions experiments show that a drying coeffici- 
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ent, /(<?) /X, equal to 3.0,* caa be realized and that the material contains no 
* * equHibrinm moisture. ’ * 

jSaliiiion . — ^Two hundred pounds of product containing 0.5 per cent mois- 
ture corresponds to an hourly evaporation of 9.48 lb. of 'water. F equals 
3.32 lb. of dry stcK;k/min. The air enters the drier w'ith a humidity of 0.0125 
and leaves vith a humidity of 0.0188; hence each 100 lb. of air picks up 
0.63 lb. of water, requiring for the above amount 1505 lb. of air /hr., or 25.1 
lb- /min. The net cross section of the drier is therefore 1 sq. ft., and the 
gross cross section is 2 sq. ft., neglecting the thickness of the trays. 

The length of the drier depends upon the number of pounds of dry stock, 
Q, which must be in it at any time to produce 200 lb. of product This 
quantity is given by Eq. 26. Since 9c is zero, this becomes 

, Wo J(G)(AH)^y^Q 
^^W,~ LF 

provided AM varies only slightly throughout the drier. 

The water on the wet crystals exists as a saturated solution and during 
drying will not be at the wet-bulb tempei^tuTe, but, o'wing to vapor pressure 
lowering, at a somewhat higher temperature than this, with a percentage 
humidity of about 98. From the humidity chart it will be seen that air 
entering the drier at 70 ®F. and =0.0125 has a wet-bulh temperature of 
66®F. and a humidity at the wet-bulb temperature of 0.01345. By inter- 
polation on the cooling line the value of ff is 0.01335, giving AN or Fa— H 
equal to 0.00086. Similarly at 75°F. AH equals 0.00077, and at 80°F., 
0.00062. The change in value of AH with temperature is therefore not so 
great but that an average value (Aifav.) of 0.00075 may he employed in the 
above equation. 

By substitution Q (dry basis) is foundf to be 3465 lb., corresponding to 
about 3480 lb, product in the drier at any time. This product weighs 
56.1 lb. /cu. ft. and has a volume therefore of 52. 1 cu. ft. Since the net cross 
section of crystals is 1 sq. ft., the length of the drier must be 62.1 ft. 

Such a drier provides for sufficient air at the proper velocity flowing 
countercurrent to the stock; its dimensions are, however, impractical. The 
same conditions may be maintained by constructing the drier as shown in 
Fig. 223. If trucks 5 ft. high, 3 ft. wide and 2 ft. 8 in. long are used, each 
truck win contain thirty shelves. Each truck will then hold 

(30) (3) (2.57) (1/12) =20 cu. ft. of crystals; 

hence about three trucks are needed to hold 52 cu. ft. of crystals. In order to 
provide a suitable factor of safety, six trucks should be used. 

The enclosure AB is the tunnel with inside dimensions about 5 ft. high 
by 4 ft. wide by about 16 ft. long. Through this space are propelled six 
trucks, each supporting thirty shelves. The air has, in addition to its motion 

=3.0, when using time in minutes and AN as in this illustration. 

> ( (0.05/0.95) ^ _(3.0) (0.00075) (Q) 

\ (0.005/0.995)/ O ’ 
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cotmter to the trucks, a rapid transverse circulation mtma the tncka as 
indicated by arrows. This transverse movement is reversed in »i«ce*Te 
compartments to secure uniformity in drying. Short-circnihiig of tli© air 
is prevented by the horizontal partitions i>, leather flaps E being nsed m 
seals at the lines of contact. Heating elements must be providedl In the 



sides of the drier, so controlled as to maintain the required temperature- 
humidity relations at each point. 

Intermittent Adiabatic Driers. — Occasion may arise for the 
use of an intermittent adiabatic drier, i.e., the drier being filled 
with charge, and then run until the drying process is completed, 
when it is emptied to give wa.y to a new charge. Such an 
arrangement is always to be avoided, if possible, as it involves, 
/irs(, slow drying toward the end of the cycle, with consequent 
low drying efficiency, t.e., poor utilization of the heat content 
of the air, and, second, unequal drying due to the rapid drying 
of the stock at the point where the fresh, dry, hot air enters and 
slow evaporation at the other end where the cooled moisture- 
laden air leaves. 
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This second disadvantage can in a large degree be eliminated 
by using either a short rotary drier with provision for mixing 
the charge from end to end during the drying or a shelf or tray 
drier, in either case periodically reversing the direction of the air 
current. For such an apparatus calculations are simple in the 
constant-rate period. However, in the falling-rate period the 
rate of drying varies from point to point at any given time during 
the drying cycle, owing to the rise in humidity of the air as it 
traverses the apparatus, and decreases as the drying proceeds, 
owing to the influence of the continually decreasing moisture 
in the stock. In other words, the drying rate is a function of two 
independent variables, f.e., of the time in the drying cycle, and 
of the location of the stock in the drying apparatus with refer- 
ence to the points of entrance and exit of the air. These condi- 
tions, however, obtain in the small-scale experiments which are 
necessary to establish, for any given materials, the constants 
required for the design of a drier. The consideration involves 
the solution .of a partial differential equation. 

Derivation of Equation. — For such a case, t.e., where the charge is kept 
thoroughly mixed, let Z=tlie actual total water content in the drier at any 
time 0 from the begiiming of the run; c=the concentration, of water in the 
stock; a =the surface area of the stock, available for evaporation, per unit 
volume of the drying equipment; d=the cross section of the apparatus; 
j/ =the distance of any specific point in the apparatus from the end at which 
the air leaves; AZ*= the water content of the differential length of drier, 
Ay; H =the humidity of the drying air at the point y in the drier, and Hw = 
that corresponding to the wet-bnlh temperature; V) =the weight of dry air 
passing through, the drier per unit time. 

The differential equation expressing the drying mechanism is 

[^] [(c)(a)W(Ay)(i)][(H„-fi)l. 

Since all vater evaporated goes into the air, the right-hand side of this equa- 
tion, representing as it does the water carried out of the section under con- 
sideration per unit time, must equal that picked up by the air: 

wMI ^ -fiG)c{H^-H)aSAy. 

* The fact that H varies only with y is indicated by writing the differ- 
ential coefficients of these variables as AH and Ay] since the moisture Z 
varies only with 0, the differential coefficients of these variables are written 
as dZ and dd. It should be noted this meaning of AH is different from that 
used elsewhere. 



I>RY1JNG 


§7§ 


By integration, 

In. (H.-H) +conBtaot; 

or, if iTo^tlie huiaidity of the aii leaving the drier, at y “*6 

_ J{G)mSy ^ 

tiJ 


an equation which applies at any time 9 in the falling- irate perfed. 



t 

Fig, 224. — Relation between 4Z and V'* for intermittent adiabatic drieaa. 


It is obvious from a water Balance that throughout the drying period 
-dZ = (to)(go-H)d^. 

However, from the preceding integral, 

H„-So 

H~-n 

Siace c/c, = Z/Zo, when the subscripts 0 apply to the condition of the stock 
entering the drier at the time, ^==0, 

r — /(<?)c«>g'SyZ -i 

-d2=rr(H„-ff)Ll-« 

or, if /(Gr)coaiSr 3 //ujZo is designated by v, 

-dZ = 

or, by integration, 

‘ [In (l-e-'<’«)-ln (1 -e" 2 

Z <pZ 


(27) 
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If is ixsed to designate the functioB, 

^ and ^0 == 0 - — 

tliis equation may be written as, 

^+:^(1-^.)-1=(m)(H„-H)|. (27a) 

It is possible to simplify i^e term (f>—f{Gf)coZSay/wZo to fCG^Z/ii^Lf since 
Zn equals the term JSayLc,^ Equation 27a cannot be solved directly for 
w or Zf but can be solved for e, the quantity most frequently sought in 
drier design. Its main use is in calculating the results of experimental 
runs, in which case it is solved for* ^ by successive approximation, beeping 
in mind the facts, first, that ^ is in a definite function of <pZ (see Fig. 224), 
and, second, that and must correspond to a ratio of ipZ^fipZ = ZcfZ. 

In all these equations for driers which involve the basic equa- 
tion for drying rate under constant drying conditions, the term 
f(0) represents the same quantity. Its absolute value will vary 
from material to material, and, in the case of a given material, 
will be less in any type of drier offering inadequate ^surface 
exposure. It should be noted that/((r) is independent of the size 
of the drier or the scale of the drying operation. 

The capacity of a drier is proportional to its size, provided 
(1) that the air supply be kept strictly proportional to the 
water to he evajxorated, (2) that the mass velocity of the air 
past the material be unchanged, (3) that the wet material be 
dried from the same initial to the same final water content, (4) 
that the average thickness or dimension of the material be con- 
stant, (5) that the temperature and humidity of the initial air 
be kept the same, and finally (6) that the degree of exposure of 
the surface to the drying air be unchanged. If in experimenta- 
tion these conditions are fixed at the values it is desired to realize 
in practice, then the size of a drier of exactly the same type can 
be calculated by simple proportionality. When, however, any 
one of these conditions is to be different from those obtaining in 
the experiment, or when another type of flow is to be used, 
proportionality no longer holds, and resort must be had to the 
equations. 

As has already been emphasized, the constants for the design 
of drying apparatus must be determined by experimentation 
upon the material itself. In such experiments it is important 
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to haTe the nature of exposure of the, material to the drying air 
similar to that in the apparatus it is proposed to build. 

CONSTRUCTION OF CURVBS 

(Fig. 222, page 675) 

The bumidities determining curve AB are calculated from the decuoia- 
pcsitian pressures P* of Na 2 HP 04 * 12HaO at various teinperatiiFt»t and 
fronn the pressures Po of water at tke same temperaturwt as shown hy the 
relationship H = 18(P)/29(760— P). The results are given in Table I. 


t 

P 

Na,HPO4-12H,0 

ITa 

Per Cant 
Humidity 

jS 

Pa 

42.2 

4.61 

0.00378 

7.39 

0.00610 

m.Q 

51.5 

6.38 

0.00526 

9.69 

0.0(^ 

65.7 

59.0 

8.84 

0.00730 

12.73 1 

0.01066 

^.1 

53.1 

10.53 

0.00872 , 

14.70 

0.01228 

71.0 

58.3 

13.0^ 

0.01087 ! 

17.55 

0.01470 

7^.0 

73.4 

15.19 

0.01350 j 

21.0 ; 

0.01754 

75.5 

80.6 

21.58 

0.01814 1 

26.5 

0.02243 

a>.8 


For nomenclature, see page 582. 

In determining curve CB, the humidity of air in equilibrium with the 
saturated solution H, is calculated as before, and expressed in terms of 
that of air saturated at the same temperature. 

The vapor pressures of the saturated solutions at the temperatures of 
saturation, however, have not been determined, and must be obtained indi- 
rectly. The solubilities J, i.e., the composition of the saturated solution at 
any temperature, § and the pressures Preo of solutions of varying strength 
at 212°F.1I are available. Making use of the fact brought out in the dis- 
cussion of Evaporation (page 412) that the relative vapor-pressure lowering 
of any solution not too concentrated is independent of the temperature, 
one can calculate the relatb^e lowering from the data at 212 F. and then 
obtain the pressure at the saturation point from the pressure Po of pure 
water at the saturation temperature. These steps are indicated in Table II. 

All values of pressures are given in millimeters of mercury. 

t Froweust, Z. physik. Chem., 1, 1 (1887). 

X ScHEBL and Heuse, Ann. Physik, (4), 31, 715-730 (1910). 

§ Mudder, Bijdragen tot de geschiedenis van het sebeikundig gebonden 
water, Rotterdam (1854). 

'T, Mem. Acad. Petersburg^ 7,35 (1887). 
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Table II 




S 

pC 

1 

o 

qD 

l> 

"o 

(C 

1 

1 

8 


cC 

c 

1 

(C 

■cC 



Per Cent I 

Humidity ) 

30.4 

1.9 

3.23 

.425 

4.29 

.02 

4.27 

0 .00351 

0.00352 

99.6 

32 

2.5 

4.25 

.559 ' 

4.58 

.03 

4.55 

0.00374 

0.00376 

99.3 

50 

3.9 

6.62 

.871 

9.18 

.08 

9.10 

0.00752 

0.00758 

99.2 

68 

9.3 

15.78 

2.076 

17.41 

.36 

17.05 

0.01425 

0.01454 

98.0 

66 

24.1 

38.2 

5.03 

31.56 

1.59 

29.97 

0 .02547 

0.02690 

94.7 


760- 


100(760 

760 


=deg. F. 

=gia. of anhydrous salt/lOO gm. of water ia saturated 
solutioa, 

= vapor-pressure lowering at 4:2°F., num, of mercury. 

=per cent vapor-pressure lowering. 

Fo —pressure pure water, mm. of mercury 
P=pressure of solid duodecahydrate, mm. of mercury. 

Ho =* humidity of saturated air, lb. of water vapor /lb. of dry air. 
H — humidity of air in equilibrium with, duodecahydrate. 

P,e= pressure of saturated solution, mm. of mercury. 

if# == humidity of air in equilibrium with, saturated solution. 


nomenclature 

A, Aw— surface area, total exposed and wetted, respectively, 
a— surface per volume of drier. 

B, C= constants. 
h, constants. 

«, c«, Csc= concentration of liquid, weight per unit total original 
volume; c corresponds to the position a, Ca^. to 
the integrated average in the stock, Cm. to mid-, 
plane, c, to the surface and Csc to the surface at the 
critical point. 

D ~ diffusivity of liquid, 
d —prefix, indicating differential. 

F, — equilibrium water, weight per unit weight of bone-dry 

stock; E corresponds to the humidity and tem- 
perature of main body of air, and Eac to equilibrium 
with substantially saturated air at the surface 
temperature at the critical point. 

P = rate of feed to a continuous drier, expressed as weight 
of bone-dry stock per unit time. 
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= an empirically determined function of the ma« Telocity 
of the air. ^ 

G = mass velocity of air. 

H, Bv> = absolute humidity, weight per unit weight of bone-dry 

air; H corresponds to the mam body of the air. 
or to saturation at the surface temperature in 
the constant-rate period an-d H*,. to the wet-bulb 
temperature. 

Ac, K ~ coefficient of heat transfer from air to surface, by con- 
duction amd convection and by ra4iimtio®,, lespec- 
♦ tivety. 

K = drying coefficient, m units of the reciprocal time. 

K -evaporation coefficient, based on humidity differejace, 
weight per unit time per unit wetted surface. 

M, N = constants. 

m = weight of bone-dry air per unit of bone-dry stock. 

L = half -thickness before drying starts, 
p = partial pressure of water vapor. 

Q = total weight of ^ne-dry stock in drier. 
q = heat-transfer rate. 

I'i’, Tt — resistances to diffusion of liquid, from the inttsrior to 
the surface and resistance to evaporation at the 
surface, respectively. 

^ — cross section of drier. 

I'l, ^2, 7 c, T», Tac = total moisture content, weight per unit weight c»f bone- 
dry stock; T corr^ponds to d, to any time in 
the falling-rate period, to a later time, to 
the critical point, T, to the surface and to the 
critical value at the surface. 

^ = temperature of air and of surroundings, respesetively. 

U = overall coefficient of heat transfer based on the heat 
transferred to the stock and upon the temperature 
difference between air and mid-plane. 

V = volume of drying of apparatus. 

PF =free water, T—E. 

tv =rate of flow of bone-dry air through drier, weight per 
unit time. 

X =a dimensionless ratio, equal to i) 0 /X* = (To — DDp cd.. 
a: = distance from surface into solid. 

F* =a dimensionless ratio, equal to (Fo — Tx)pD'<itL. 

2/ = distance from air exit. 

-Z=\veight of water in. stock in drier. 

2= The term Dp/cxL, having units of I T. 

Greek Letters 

a = alpha, rate of evaporation, weight per unit time per unit 
wet surface, in constant-rate period. 
jS = beta, coefficient of surface evaporation. 
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At = temperature drop from air to stock. 

X— lambda, latent heat of vaporization, heat uaits per unit 
weight. 

Bf* S0==tlieta, drying time, length of. eonstant-rate period, a time in- 
terval in the falling-rate period, and total, respectively. 
p=rho, weight of bone-dry stock per unit original volume. 
^=phi, psi; terms defined on pages 679 and 680. 
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APPENDIX 

Viscosity of Gases 

Viscosity of Liquids ^7 

Conversion of Viscosity Units WQi 

Standard Dimensions for Standard-weiglit Wrought-iron and Bte«l 

I*ipe &m 

Standard Condenser-tube Data 

Average Value of k = Cj,/Cv, for Gases and Vapors 

TKermal Conductivities 6®4: 

Conversion Factors for Thermal Conductivities 

Values for Cpiijk for Gases at 60 to 80®F. and 1 Atinosplier© Absolute 




Viscosit7 of Gases — The absolate -viscosit j of m 
h/ applying a definite pressure difference at the two ends of • i»pilary ttilw 
of known, length and diameter and observing the rate of How, Wag ealcii'- 
lated from Eqs. 12c (page 81) 


and 8 (page 46). However, it is g 0,04; 
diJSicult to obtain a long capillary ,S q ; 
tube of nnifonn diameter. This .§• * | 

difficulty can be avoided by t ^ ! 

measuring relative viscosity. ^ 

Since the visoosity varies with *“0.0! 5 
temperature, the detenaination t: 
should be carried out at a con- § 0.01 
staat temperature. Figure 225 8.‘8o4 

shows the viscosity of certain ^ G007 
gases at various temperatures, o 
The viscosify of gases is approxi- 



mately proportional to a positive Absolo+e Tempemt^rt 


power function of absolute tem— piQ, 225, — V’iwcMwti^ of gaiw# aad mp<n 
perature. In plotting such data at atmoj^heric priwiw^, 

on. logarithmic paper, it is found 

to fall on very fiat curves in most cases, the average slopw varying 
from 0.5 to 1. According to kinetic theory, the vi8cx«ty of gww 
should be independent of pressure and directly proportional to the 
square root of the absolute temperature. Experimental data* Aow that 
the viscosity of carbon dioxide gas is practically independent of premies 
from bo 1 atmosphere, and even at 4D atmosphere presrore it has 
increased by only about 18 per cent. However, the exponent of the absolute 
temperature is nearer unity than the value of 0.5 called for by the kinetic 
theory. Additional data may he found in suitable physical-chemical tables, 
and it is customary to tabulate the absolute viscosity in e.g.s. units. The 
method of converting these to other units is given on page 690. 

Viscosity of liquids.—The absolute viscosity of liquids may be determined 
by the use of a capillary tube, by the use of the Mac Michael viscosimeter 


and in other ways. 

In commercial work, the viscosity of a liquid is generally determinwl by 
measuring the time of efflux of a definite volume through a short tube in an 
apparatus called a viscosimeter. Thus a liquid with a viscosity of 80 Say- 
bolt is one requiring 80 sec. to discharge a volume just sufficient to fill the 
chamber of the Saybolt viscosimeter through the nozzle of that instrument 
under the changing though definite head which that instrument gives. 


“‘Dynamical Theory of Gases, Cambridge University Press, 


1904. 
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The pre^ure drop through the tube itself is dependent upon the viscosity 
of the liquid, but the entrance and exit losses are piactically independent 
of the absolute viscosity; hence the absolute viscosity is not directly propor- 
tional to the time of efflux. 

The relation between the time of efflux 6 in seconds and the viscosity 
variess for different makes of viscosimeters, and sometimes even for the 
various instruments supplied by a given manufacturer. Such instruments ,, 
are calibrated against liquids of known viscosity- The instruments are 
designed to conform to the following relation: 



Saybolt Universal Yiscosimeter: A' =0.0022, B' =1.8 
Bed wood Yiscosimeter: A' —0.0026, JB' =1,72 
Bedwood Admiralty Yiscosimeter: A' =0.027, B'=20 
Engler Yiscosimeter: A' =0.00147, =3.74, ^ 

where ju' is the viscosity in poises and p' is the density in gm./c.c. The ratio 
fi/p is called Mnematic viscosity. An oil having viscosity of 100 Saybolt 
sec, and a specific gravity of 0.9 would have a kinematic viscosity of 0.202 sq, 
em./see. (or ’“Stokes''), and an absolute viscosity of 0.182 poise, or 18.2 
centipoises. This empirical equation is satisfactory for streamline flow 
.through the Saybolt nozzle. If liquids of low viscosity are used, turbulent 
flow ensues and the equation is inapplicable. For example, it would indicate 
a negative viscosity for a time of discharge less than 28.6 sec. 

In the case of liquids, the viscosity always decreases as the temperature 
rises. Where data pt a few temperatures only are available, it is often 
necessary to interpolate and sometimes to extrapolate on the curve of vis- 
tsosity vs. temperature, but there is no satisfactory simple equation that can 
be used to predict the viscosity of all liquids. As shown in Fig. 226, the 
curvature is great at some temperatures and little at others. It is well 
known that interpolation and extrapolation are most reliable when the data 
can be made to approximate a straigbt-line relationship. Thus by plotting 
the reciprocal of the viscosity against the temperature, or the logarithm of 
viscosity vs. the reciprocal of the absolute temperature, or the logarithm of 
viscosity vs. the logarithm of the absolute temperature, or- the logarithm 
of viscosity vs. the temperature, the curvature is greatly 'reduced, but none 
of these methods gives a straight-line relationship in all cases. If one is 
willing to employ three empirical constants, good results are often obtained 
with the relation log /i=log niA-nz log (i-hna); based on this relation, 
special coordinate paper, jj. vs. t, is available for plotting data for hydro- 
carbons. In some cases, ns is negligible with t in -deg. F.; in such cases log /x 
is linear in log t. Although the method* illustrated by Fig. 227 has not yet 
been given a thorough test, it is believed that it possesses interesting possi- 
bilities. Here the ordinates are the temperature of the liquid in question, 
while the abscissas are the temperatures at which some standard liquid has 
the same viscosity, and it will be noted that straight lines are obtained for 

* A. W. PoETER, Phil. Mag., 23 , 468 (1912). 
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most of the cases considered. In this connection it is necessary to have 
data, fox standard liquids covering various ranges of viscosity, and a group 
of such curves is shown by Fig. 226. It is suggested that the standard liquid 
chosen for a given ease be similar to the liquid with which it is being com- 
pared, e,g,, for aqueous solutions use an aqueous solution as the standard 
liquid, etc. 

As already stated, the viscosity of all liquids decreases with rise in tem- 
perature. This fact is of great importance in the pumping of oils. A 
certain crude oil at 120°F. has only one-sixteenth its viscosity at hO°F. 
If the flow is streamline, by pumping at 120®F. the friction loss will be reduced 
to one-sixteenth that at 60°F. If the flow is turbulent, since / varies only 
as approximately the fourth root of /t (see page 78), the friction at 120°F- 
will be one-half that at 60®F. Hence it is seen that the advantage of 



Fig. 227. — Porter’s method for prediction of changa of liquid viscosity -with 

temperature. 

pumping hot instead of cold is greater if the flow is streamline in character 
than if it is turbulent. 

Conversion of Viscosity Units. — In the c.g.s. system, the units for pu are 
gm./(sec.)(cin.). Similarly, in the English system, the units of absolute 
viscosity are lb./ (see.) (ft.). Thus, in order to convert absolute viscosity 
from the c.g.s. to the English system, it is necessary to convert gm./(sec.) 
(cm.) to lb. /(sec.) (ft.). The factor by which the c.g.s. value iSust he 
multiplied to convert it to lb./ (sec.) (ft.) is, therefore, 30.5/454, or 0.0672. 
For example, the absolute viscosity of water at 68°F. (20°C.) is 0.0101 c.g.s. 
units (sometimes called ‘‘poises’') or (0.0101) (0,0672) =0.000679 lb. /(sec.) 
(ft.). When the viscosity is expressed in centipoises, this value must he 
multiplied by 0.000672 to convert it to lb./ (see.) (ft.), and by 2.42 to convert 
it to lb./(hr.)(ft.). 

The method of converting Saybolt seconds to relative viscosity has been 
given on page 688. 
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Table I. — Viscosity op Wateh at Vakious 
{t — deg. F., aifcd #*" »»eeatipoi8i«) 


t 

fi' 

t 


1 


i 


i 

1*' 

32 

1.79 

74 

0.929 

116 

0.582 

158 

0.407 

mo 

0,3M 

34 

1.73 

76 

0.905 

118 

0.571 

150 

0.400 

m2 


36 

1.66 

78 

0.887 


0.560 

162 

0.394 1 

m4, 

0.2« 

38 

1.60 

80 

0.861 

122. 

0.549 

164 

0.^ ' 

m 

0.294 

40 

1.55 

82 

0.840 

124 

0.539 

166 

0.383 


0.291 

42 

1.49 

84 

0.820 

126 

0.530 

168 

0.377 

210 

0.^ 

44 

1.44 

86 

0.800 

128 

0.520 

170 

0.372 

212 

0.»4 

46 

1.40 

88 

0.782 

130 

0.511 

172 

0.367 


0.^ 

48 

1.35 

90 

0.764 

132 

0.502 

174 

0.362 

: 230 

0.2W 

50 

1.31 

92 

0.747 

134 

0.493 

176 

0.357 

240^ 

0 .'342 

52 

1.27 

94 

0.731 

136 

0-485 

178 

0.352 

'250 

0.22® 

54 

1.23 

96 

0.715 

138 

0.477 

180 

0.347 


0.218 

56 

1. 19 

98 

0.699 

Rol 

0.470 

182 

0.343 

270 

o.a« 

58 

1.16 

100 

0.684 

142 

0-461 

184 

0.338 


0.19® 

60 

1.12 

102 

0.670 

144 

0.454 

186 

0.333 


O.IM 

62 

1.09 

104 

0.654 

146 

0.446 

188 

0.329 

aoo 

0.185 

64 

1.06 

106 

0.643 

148 

0.439 

190 

0-325 

310 

0-17® 

66 

1.03 

108 

0.630 

150 

0.432 

192 

0.321 

zm 

0.174 

68 

1.01 

110 

0.617 

152 

0.425 

194 

0.317 

3M) 


7Q 

6.978 

112 

0.605 

154 

0.419 

196 


340 


72 

0.953 

114 

0,593 

156 

0.412 

198 


350 



♦ Condensed from “ Intematioaal Critical Table®,” Vcd. 5, p. 10, MeCw.-w-Hil Beok 
Company, Inc., 1929. 
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Tablk II. — Standard DiMEirsiONrs for Standard-weight 
Wrought—ibon- and Steel Pipe 
(Crane Co.) 


Lengtli of pipe 
per sq. ft. 


Actual diameters 


Nominal 
size, in. 


H 

M 

H 

H 

1 

IH 

IH 

2 

2H 

3 

3H 

4 

4H 

5 

6 

7 

8 
8 
9 
10 
10 
10 
11 
12 
12 


Ektemal, 

in. 


0.405 

0.540 

0.675 

0.840 

1.050 

1.315 

1.660 

1.000 

2.375 

2.875 

3.500 

4.000 

4.500 

5.000 
■ 5.563 

6.625 

7.625 

8.625 

8.625 

9.625 
10.750 
10.750 

10.750 

11.750 

12.750 
12.750 


Approxi- 

mate 

mtenial, 

in. 


0.269 

0.364 

0.493 

0,622 

0.824 

1.049 

1.380 

1.610 

2.067 
2.460 

3.068 
3.548 
4.026 
4.506 
5.047 
6.065 
7.023 
8.071 
7.981 
8.941 

10 , 192 
10. 136 
10.020 
11.000 
12.090 
12.000 


Trans- 
verse 
areas 
internal, 
sq. in. 


0.057 
0.104 
0.191 
0.304 
0.533 
0.864 
1.495 
2.036 
3.355 
4.788 
7.393 
9.886 
12.730 
15.947 
20.006 
28.891 
38.738 
51.161 
50.027 
62.786 
81 , 585 
80.691 
78.855 
95.033 
114.800 
113.097 


Nominal 
thickness, 1 
in. j 


0.068 

0-088 

0.091 

0.109 

0-113 

0.133 

0.140 

0.145 

0.154 

0.203 

0.216 

0.226 

0.237 

0.247 

0,258 

0.280 

0.301 

0.277 

0.322 

0.342 

0.279 

0.307 

0.365 

0.375 

0.330 

0.375 


External 

surface, 

ft. 


9.431 
7.073 
5.658 
4.547 
3.637 
2.004 
2.301 
2.010 
1 .608 
1 .328 
1 .091 
0.054 
0.848 
0.763 
0.686 
0.576 
0.500 
0.442 
0,442 
0.396 
0.355 
0.355 
0.355 
0.325 
0.299 
0.299 


Internal 

surface, 

ft. 


14.199 
10 .493 
7.747 
6,141 
4.635 
3.641 
2.767 
2.372 
1 .847 
1 .547 
1 .245 
1 .076 
0.948 
0.847 
0.756 
0.629 
0.543 
0.473 
0 .478 
0 .427 
0.374 
0.376 
0.381 
0.347 
0 .315 
0.318 
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Table III. — Standard Condenbeb-tdbb Data* 


Out- 

side 

di- 

ame- 

ter, 

in. 

Si»e 

num- 

ber, 

B.- 

•W.G. 

Weight 

per 

ft., 

Ib4 

Thick- 

ness, 

in. 

Inside 

di- 

ame- 

ter. 

in,. 

Surface, »q. ft. 
per ft, 
of len.|gth 

Inside 

sec- 
tional 
arm, 
aq. in. 

Ve- 
locity, 
(ft./ 
see.) 
for one 
<U. S. 
g»I./ 
min.) 

Cagmeity at 

1 it. /mm, 
reloeity 

Out- 

side 

In- 

side 

XT. 8. 
pd./ 
naltt. 

Db. 

vmimr/ 

Ear. 


12 

0.493 

0.109 

0.282 

6. 1309 

0.074S 

0.0624 

5. 142 

0. 1945 

97.25 


14 

0.403 

0.083 

0.334 

6. 1309 

0.0874 

0.0875 

3.652 

©.273@! 

IM.5 


16 

0.329 

0.065 

0.370 

6, 1309 

O.OQ-e® 

0. icr75 

2.981 

0.335* 

187.5 


18 

0,268 

0.049 

0.402 

6. 1369 

0. 1052 

0. 1269 

2.5» 

0.3952 

197.6 


20 

0.190 

0.035 

0.430 

0. 1309 

0.1125 

0. 1452 

2.209 

0.45» 

SW.4 

H 

12 

0,656 

0.109 

0.407 

0. 1636 

0.1066 

0. 1301 

2.468 

0.4053 

202.7 


14 

0.526 

0.083 

0.459 

0. 1636 

0.1^ 

0. 1655 

1.939 

0.5157' 

ism.m 


16 

0.424 

0.065 

0.495 

0. 1636 

0.1296 

0. 1925 

1.667 

0.5909 

300.0' 


18 

0.329 

0.049 

0.527 

0. 1636 

0.1380 

0.2181 

1.472 

0.679®. 

mm.7 


26 

0.241 

0.035 

0.555 

0. 1636 

0.1453 

0.2420 

1.326 

0.754* 

377.1 

H 

16 

0.962 

0.134 

0.482 

0. 1963 

0.1262 

0. 1825 

1.758 

0.5688 

^4.4 


12 

0.312 

0.109 

0.532 

0. 1963 

0.1393 

0.2223 

1.442 

0.6935 

340.8 


14 

0.644 

0.083 

0.584 

0.1963 

0.1528 

0.2678 

1.198 

0.S34T 

417.4 


16 

0.518 

0.065 

0.620 

0.1963 

0.1613 

0.3019 

1.063 

0.9407 

470.4 


18 

0.400 

0.049 

0.652 

0.1963 

0.1706 

0.3339 

0.9611 

1.041 

520.5 


16 

1 .16 

0.134 

0.667 

0.2291 

0.1589 

0.2893 

1.108 

0.9025 

451 3 


12 

0.992 

0.109 

0.657 

0.2291 

0.1720 

0.3390 

0.9465 

1.057 

528.5 


14 

0.769 

0.083 

0.769 

0.2291 

0.1856 

0.3949 

0.8126| 

1.2M) 

@15.0 


16 

0.613 

0.065 

0.745 

0.2291 

0.1951 

0.4360 

0.7360 

1.368 

670.0 


IS 

0.472 

0.049 

0.777 

0,2291 

0.2034 

0.4740 

0.6770 

1.477 

738.5 

1 

10 

1 .35 

0.134 

0.732 

0.2618 

! 0.1916 

0.4208 

0.7626 

1.311 

655.5 


12 

1 .14 

0.169 

0,782 

0.2618 

1 0.2048 

0.4803 

0.6681 

1.497 

748.5 


14 

0.887 

0.083 

0.834 

i 0.2618 

0.2183 

0.5463 

0.5874 

1.702 

851.0 


16 

0.708 

0.065 

0.870 

0.2618 

0.2277 

0.5946 

0.5398 

1.852 



18 

0.535 

0.049 

0.962 

0.2618 

0.2361 

0.6390 

0.5022 

1.991 

995.5 

IH 

10 

1 .74 

0.134 

0.982 

0.3271 

0.2572 

0.7576 

0.4236i 

2.362 

1181 


12 

1 .45 

0.109 

1 .032 

0.3271 

0.2701 

0.8369 

0,3834 

2.608 

1304 


14 

1 .13 

0.083 

1 .084 

0.3271 

0.2839 

0.9229 

0.3477 

2.877 

1439 


16 

0.898 

0.065 

1 .120 

0.3271 

0.2932! 

0.9852 

0.3257 

3.070 

1535 


18 

0.675 

0.049 

1 .152 

1 

0.3271 

0.3015 

1.043 

0.3075 

3.253 

1627 

IH 

10 

2 .12 

0.134 

1 .232 

0.39251 

0.3227 

1.193 

0.2688 

3 720 

1860 


12 

1 .76 

0.169 

1 .282 

0.3925 

0.3355 

1,292 

0.2482 

4 030 

2015 


14 

1 .36 

0.083 

1 .334 

0.3925 

0.3491 i 

1.398 

0.2292 

4.362 

2181 


16 ! 

1 .09 

0.065 

1 .370 

0.3925 

0.3586 

1 473 

0.2180' 

i 

4.587 

2294 

2 

lO 

2 .94 

0.134 

1 .732 

0 5233 

O 4534 

2.355 

O 1362 

7 342 

3671 


12 

2 .40 

0.169 

1 .782 

! 0.5233 

O 4665 

2.494 ' 

! 0,1287; 

7.770 

3885 


14 

1 .85 

0.083 

1 .834 

1 0 5233 

O 4803 

2 643 

I 0.1213: 

8.244 

4122 


16 

1 .47 

0 . 065 

1 ,870| 0.5233 

i 

O 4896 

2.747 

! O 1168 

8.562 

i 

4281 

i 


* Prepared by T. B . Drew, 
t In brasa, specific acravity - 8.56. 
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Table IT. — Avekagb Taltje of k (Ratio of Specific Heat op Gases 
A iri) Vapobs at Constant Pressure to Specific Heat at Constant 

Voidme) 


k 

Monatomic gases (A, He, Hg) 1.667 

Permanent diatomic gases (Air, O 2 , Ka, Ha, CO) 1.405 

Hydrochloric acid vapor (Hd) 1.40 

Chlorine vapor (Cla) 1.36 

Carhon dioxide (COs) 1.30 

Sulfur dioxide (^a) 1.26 

Steam (HaO vapor). 1.28 

Ammonia vapor (NH*) 1.30 

Methane (CHO 1.31 

Acetylene (CaH*) 1.26 

Ethylene (CaH 4 ) * 1.24 

Ethane (C»H«) 1.22 

Carhon bisnlMe (CS*) 1.20 

Benzol (CsHe) 1.10 

Ethyl ether (C 4 Hi 0 O) 1.08 


Table V. — Thermal Conductivities 
[Main body of table is ^ in B.t.u./(hr,) (sq. ft.) (deg. F./ft.)] 
A. Mestals 


Temperature, d^. F. 


Aluminum . 

Cast iron 

Copper 

I.read 

Mercury 

Nichel 

Nichel alloy (70 Ni, 28 Cr, 2 Be) . . 
Nichel alloy (62 Hi, 12 Cr, 26 Fe). 

Silver 

Steel (mild), cold rolled 

Tantalum 

Tin 

Mckel-chromium steel (18 Ni, 8 Cr). 

Wrought iron (Swedish) 

Zinc 


|212|392| 572 l762| 


117 

119 124|133 

11441 

56 

60 63| 66 

67 

29 

28 


224 

218|215|212 

I 2 IOI 

20 

20 191 


4.8 

36 

34 33| 


10.4 

7.8* 

242 

238 



26 26| 25 

23| 

32* 

36 


15t 

28 

59 



* At 68 “F. 
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Table V*. Theemal Coneijctivitiiis.. — 

B. Misceuuaneous Solim 



Appar- 

Tem- 




rent 




Substance 

den- 

pera- 

ture. 


Rrfer- 


sity, 
lb. /cm. 

deg. 

tr 


met 


ft. 




Astestos. 

36 

32 

9.<»7 

3 


36 

762 

€.13 

3 

Asbestos board 

120 

m 

€.43 

3 

Aluminum foil (7 air spaces per 2.5 in.) . 

0.2 

100 

€.<»5' 

S 

Bricks: 





Building brick 


68 

0,4 

3 

Chrome (32 % CiaOs hy weight) .... 

200 

892 

1.3 

3 

Diatomaceous, natural, across strata. 

27.7 

400 

O.OSl 

4 


27.7 

1600 

0.077 

A 

Bire clay (Missouri) 


392 

0.58 

6 



2552 

1.02 


Kaolin insulating brick 

27 

032 

0.15 



27 

2100 

0.25 


Magnesite (86.8 MgO by weight). 

153 

400 

2.2 

7 


158 

2200 

1.1 

7 

Silica (93 % SiOz by weight) 

105 

932 

0.76 

3 


105 


0.93 

3 

Silicon carbide brick, recrystallized , . 

129 

1112 

10.7 

5 


129 

2552 

6.3 

5 

Carbon, gas 


122 

2.0 

3 

Cement, Portland. 


186 

0.17 

3 

Coke, petroleum. . 


212 

3.4 

3 



932 

2.9 

3 

Concrete, stone. 



0.6 

3 

Cotton wool .... 

5 

86 

0.024 

3 

Cork board 

7 

86 

0.023 

8 


10.6 

86 

0.025 

8 

Biatomaceous powder, coarse. 

20 

lOO 

0 .036 

4 


20 

1600 

0.082 

4 

Moulded pipe cov^ering . 

26 

400 

0.051 

4 

With cement, fired 

61 .8 

400 

0 .16 

4 

Fiber, insulating board . . . 

14.8 

70 

0.028 

3 

Glass, window 



0,3-0. 6 

3 

Hair (cattle) felted 

12 1 

86 

0 .022 

8 


57.6 i 

32 

1 .3 

3 

Kapok 

0.88? 

86 

0.02 

3 

Lampblack . 

10 i 

104 

0.038 

3 
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Table V. — Thebmal CoNDucrrmTiES. — (Continued') 
B. Miscellaneous Solids. — (Continued) 


Substance 

Appar- 

ent 

den- 

sity, 

Ib./cu. 

ft. 

Tem- 

pera- 

ture, 

deg. 

F. 

k 

Refer- 

ence 

Ti<=«»,t.her'j sole 

62.4 


0.092 

3 

'M’n.gmftftin. 

100 

0.039 

3 



400 

0.046 

3 

wOOl . . - 

10 

86 

0.0225 

8 


18 

86 

0.024 

8 

T*ftjv<=(r 



0.075 

3 

PrimAljir.iTi 



0.6 

3 

Hubbery bard. 

74.8 

32 

0.092 

3 

Pftra 

70 

0.11 

3 

Sand, dry 

94.6 

68 

0.19 

3 

Sawdust 

12 

70 

0.03 

3 

Slate 

201 

0.86 

3 

Snow 

34.7 

0.27 

3 

Wood (across grain) : 

Balsa 

7.5 

86 

0.025-0.03 

3 

Oak 

51.5 

0.12 

3 

Maple 

44.7 

122 

0.11 

3 

Pine, white 

34.0 

59 

0.10 

3 

White fir 

28.1 

140 

0.062 

3 

Wood (parallel to grain): 

Pine 

34.4 

' 70 

0.2 





C- Gases 


Gas, at 1 atm. 

Air 

Carbon dioxide. . . 

Carbon monoxide. 

Hydrogen 

Methane 

H itrogen 

Oxygen 

Steam 


k at 

k at 

Refer- 

S2°F. 

212^F. 

ence 

6.0129 

0.0165 

3 

0.0079 

0.0110 

3 

0.0124 

0.0161 

3 

0.0917 

0.115 

3 

0.0170 

0.0242 

3 

0.0131 

0.0166 

3 

0.0134 

0.0172 

3 


0.0126 

3 
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Ta 3 LE V. — Thermal CoNDtjcriviriEs. — {C^mimmd) 

D. L 


Liquid 

k at 

k at 

Erfei> 

m^F. 

167 ”?. 

enc© 

Ammonia, at 5 to 86°F 

0.29 


11 

Amyl alcohol (iso) 

0.086 

o.m4 

9 

Butanol (n) 

0.097 

0.W4 

9 

Ethanol, 100% 

0.104 

. 0.100 i 

9 

Ethyl ether 

O.07& 

0.075 ! 

9 

Kerosene 

0.fB6 

O.Wl 1 

§ 

Mercury, at 32°F 

4.83 

i 

1 

Methanol 

0.122 

0.119 1 

9 

Pentane (n) 

0.078 

0.074 i 

i 

Petroleum ether 

0.076 

0.073 

9 

Petroleum oil 

0.08 


3 

Propanol (iso) 

0.089 

0.(^ 

9 

Water 

0.347 

0.372 

9 


Ileferencea far Table V 

1. “Intarnational Critical Tables,” McGraw-Hill Bock Company, lac.. Hew York, 
1929. 

2. Martin, K. "W., Maasachusetta lastitute of Tecknolocy Tfoeaiia, 1929. 

3. Miscellaneous sources. 

4. Tovnshknd and Williams, Chem, M'et. Ens.^ 39, 219 (1932). 

5- Noeton, F. H., “ Hefractories/’ McGraw-Hill Book Company, Inc., New Y^k, 19^1. 

6. Noeton, F. H., T. Amer. Ceram. S-oc., 10, 30 (1927). 

7. Wilkes, G- B., /. Amer. Ceram. Soc.» 16, 125 (1933). 

8. 27 . S. Bur. Standards Letter Circ. 227, Apr. 19, 1927. 

9. Brii>qman, P. W., Proe. Amer. Acad. Arts Sci., 69, 141 (1923). 

10- Smith, J. P. D.^rnd. JEng. Chem., 22, 1246 (1930). 

11- Kabdos, a . Z., 7cr. deut.Xng.^ 27, 1158 (1933). 

12- KAYKand Higgins, Ptoc. Roy. Soc. (London], A117, 459 (1928). 

13- Maetin, L. H., and K. C. Lang, Proc. Phys. Soc., 45 , 523 (1933). 


Conversion Factors for rhemxal Conductivities. — The values of k in 
Table Y are expressed in B.t.u.y(lir,) (sq. ft.)(deg. F./ft.). Conversion 
factors to other units are as follows: 

Multiply by 12 to obtain B.t.u./(hf.)(sq. ft.)(deg. F./in.). 

Multiply by 12 to obtain p.c.u,/(hr.)(sq. ft,)(deg. C./in.). 

Multiply by 0.00413 to obtain gra.-cal./(sec.) (sq. cm.) (deg. C. em.b 
Multiply by 173 to obtain kilo-ergs '(sec.) (sq. cm.) (deg. O., ern. ). 
Multiply by 0.0173 to obtain watts, (sq. ciu.)(deg. C. ciii.b 
Multiply by 1.49 to obtain kg.-cal.y (hx.)(sq. in.)Cdeg. C. , in.). 
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Table VI. — Values op C^ii/k fob Gases at 60 ro 80°F. 
AND 1 Atmosphere Absolute 
(Expressed in Consistent Units) 

H^ium... 0.695 

Argon 0.668 

Hydrogen 0.735 

Oxygen 0.736 

Nitrogen 0 . 733 

Air 0.733 

Nitric oxide 0.756 

Carbon monoxide 0 . 775 

Carbon dioxide 0 . 84r0 

Ethylene 0.800 

Methane 0.781 

Steam, at 300 ®P. and 1 atmosphere 1.20 



PROBLEMS 

STOICHIOMETRY 

1 . In an electrolytic plant tke moist chlorine gm in tlie pipe Ine at Sec- 
tion A is at a total absolute pressure of 750 mm. of merctiiry, anci at a 
temperature of 80°F,, the partial pressure of the water in the gw being’ 
10 mm. of mercury. In order to measure the steady rate df Sow of tke 
gas, 20 Ib.-mols of moist air /hr. are fed into the main at S«tion B. Thk air 
is at an absolute pressure of 7b0 mm. of mercury and at a iempemture of 
70°F., the partial pressure of water being mm, of mercury. -Alter tfewe 
two streams are thoroughly mixed at Section C, the absolute pnasum » 
740 mm. of mercury and the temperature is 70'®F. Oraat antly^' ahows 
11.11 mol per cent air (on the dry basis) in the gas at and 32.& mol per 
cent air (on the dry basis) in the mixed gas at C. 

Calculate the pounds of chlorine howing per hour, 

2. A 31 per cent solution of N’aaCJOs weighing 5000 Ih. m eooted 
slowly to 20°C. The crystals formed during the coding arc sal wia 
(Na 2 COs- 10 H 2 O). The solubility at 20'’C. is 21.5 parts anhydrous salt per 
IDO parts of water. Turing the cooling period the amount of water evapo- 
rated is 5 per cent of the weight of the original solution. What m the 
weight of sal soda crystallized out? 

3. A dry gaseous mixture containing 87 mol percent CHi and 13 per cent 
C 2 H 6 is burned with air. Orsat analysis of the combustion gas shows 
5.3 per cent CO 2 and no CO, The air enters at 32®F. and norniai barom- 
eter, and the partial pressure of water vapor in the air is 2 mm. of mercury. 

c. Calculate the per cent excess air. 

h. Calculate the cubic feet of flue gas, at 600°F. and normal barometer, 
per cubic foot of fuel gas measured at standard conditions. 

4 . In the operation of a dirigible, the exhaust gases from the gasoline 
engines pass through pipes exposed to cold atmospheric air at 45 °P. and 
are cooled to a temperature t such that the weight of water condensed is 
equal to the weight of gasoline burned. The motor fuel is a volatile gasoline 
consisting only of hydrocarbons, and is burned to form exhaust gases having 
the following Orsat analysis: 12.6 per cent CO 2 , 4.2 per cent CO and 83.2 per 
cent N 2 - The air enters the carbureting system at a total absolute pressure 
of 460 mm. of mercury, and the pressure of water v'apor in this air 6,4 iriiii. 
of mercur 3 \ 

a. Calculate the temperature i to which the exhaust gases are cooled, if 
at this temperature the residual exhaust gases are saturated with w'ater 
vapor and the total absolute pressure is 460 nun. of mercury. 

b. Calculate the pounds of dry air used per pound of iiiel burned. 

6. Pyrites fines are burnt in a Herreschoff burner to form SO 2 , the latter 
to be used for conversion to SO 3 in a sulfuric acid plant. The pyrites mu- 
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taiE 89.7 per cent FeSa by weight and 10.3 per cent of gangue. The average 
ajialysis ef the burner gas shows 9.32 per cent SO 2 , 6.93 per cent O 2 and 
83.75 per cent Ns, the results being on a volumetric basis. 

а. Of the sulfur in the pyrites, what percentage was oxidized to SO 3? 

h Analysis of the cinder shows 5.38 per cent SO 3 by weight. Of the 
sulfur fired, what percentage leaves the burner as SO 3 in the burner gas? 

б . In a test on an externally fired shaft type of lime kiln, the following 
averaged analyses are obtained: 


Coal fired 
(by weight,) % 

Limestone feed 
(by weight), % 

Stack gases 
(by volume), % 

72.0 0 

90 OaCOa 

32 CO 2 

5.5 H 

6 MgCOs 

4 Os 

8.5 ash 

4 inerts 

64 liTs 

2.0 N 



12.0 0 




Per ton of limestone fed, calculate: 

а. Pounds of coal consumed. 

&. Cubic feet of stack gases, at 740 mm. of mercury and 700 ®F. 

7* A boiler is fired with a low-grade coal containing 52 per cent O, 8 per 
cent S, 6 per cent N" and 19 per cent ash, under such conditions that the 
dry refuse contains 32 per cent combustible matter. This combustible 
matter is composed of 97 per cent C and 3 per cent H. The air enters at 
68°F. and has a partial pressure of H 2 O of 12 mm. of mercury. The barom- 
eter is 753 mm. Orsat analysis of stack gas gives 8.7 per cent CO 2 , 
0.9 per cent CO and 10.2 per cent O 2 . Assume that all the sulfur goes to 
SO 2 and is analyzed as CO 2 . The stack gases leave at 700 ®F. and 725 mm. 
absolute pressure. Calculate: 

c. Per cent excess air on basis of fuel burnt. 

б. Per cent excess air on basis of fuel fired. 

c. Complete analysis of fuel. 

d. Cubic feet of air per pound of fuel fired. 

e. Cubic feet of stack gases per pound of fuel fired. 

/. Sensible heat in stack gases above 300®P. per pound of fuel fired. 

8 . A power company operates one group of its boilers on natural gas and 
another group on oil. The analyses of the fuels show 96 per cent CH 4 , 
2 per cent CsHeand 2 per cent CO 2 for the natural gas, and CnHi.snfor the 
oil. The flue gases from both groups enter the same stack and an Orsat analy- 
sis of this combined flue gas, the sample being taken after nnixing is certainly 
complete, shows 10.9 per cent GO 2 , 0.63 per cent GO and 4.55 per cent O 2 . 
The barometer is 749 mm. of mercury and the air enters at 40°F., saturated 
with water vapor. The stack gases at the point of sampling are at 450°F. 
and under a draft of 2.8 in. of water. 

Assuming no loss of fuel to smoke, soot, cinders, etc., calculate: 

a. Per cent excess air based on total fuel burned. 
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b. Cubic feet of stack gases leaving furnace per pound mloca of totaJ 
carbon burned. 

c. Cubic feet of air entering per pound atom of total carton biim«l. 

d. What percentage of the totad carbon burned mmim imm the oil? 

9. The gases from a producer average 10 per cent CO®, 18 per cent OO, 
4 per cent CH 4 , 21 per cent Hj and 47 per cent Na. The ©oal eontaiii* 
65 per cent C, 6 per cent moisture, 10 per cent ash, 2 ,per cent Ms mad 1 |»r 
cent S. The tar produced amounts to 130 lb. per ton of fuel fired, mad 
consists of 88 per cent C and 12 per cent H. The coaJ has a Mgtor hating 
value of 12 ,M )0 B.t.u./lb. The air enters at with m hnoakiity of 

0.008 lb. of water yib. of bone-dry air. The producer gaa leaT« a* 575*C., 
with a partial pressure of water of 125 mm. of naercury. Tbe harometer » 
745 mm. All S is analyzed is CO* in the producer gas. Calcuiaie: 

а. Cubic feet of gas produced (dry, 8 . 0 .). per pound of coal fired. 

б . Pounds of HaO decomposed per pound of total H*C m|Ml. 

c. Per cent of the heating value of the fuel that appears ae wimibfc h«it 
in the producer gas. 

d. Per cent of the heating value of the fuel that is lost in the tar, awnmii^ 
the heating value of tar to be equal to that of its componemts, 

FLOW OF FLUIDS 

1 . Air is flowing at a steady rate of 0.0232? lb. /sec. through a straight tube 
having ^in inside diameter of 0,902 in. At the first section the air has a 
temperature of 70°F. and is under an absolute pressure of 0.2 atmoiiphere. 
The tube is electrically heated, and the net input of power, between the first 
and second sections, is 1 74 watts. The air at the second section is under an 
absolute pressure of 0.1 atmosphere. The average specific heat of the air 
is 0.24 B,t.u./(lb.)(deg. F.). 

Calculate the temperature of the air leaving the second section. 

2. In a certain chemical plant the carbonate solution used in the abeorp- 
tion tower is pumped continuously from the bottom of the lye storage tank 
through a standard 4-in. steel pipe and thence through the spray head at the 
top of the scrubber. The depth of solution in the storage tank is 5 ft. and 
the vertical distance from the bottom of this tank to the spray head is 
105 ft. 

In a test on this equipment the following data were obtained.: rate of flow, 
200 IT. S. gal. /niin. ; specific gravity of the solution, I.IO; friction drop from 
tank to spray head. 15 ft .-lb./ lb.; gauge pressure on spray head, 5 lb. sq. in. ; 
powder input to the pump, 14.0 hp. 

Calculate the efficiency of the pump. 

3 . A sharp-edged circular orifice is to be made to measure water flowing 
at a rate not to exceed 1200 cu. ft.,, hr., with a differential head of 10 ft. 
What orifice diameter is required if Di/ Da is made 5 ,T? 

4 . The W'ater output of a purification plant is measured by the use of a 
standard Venturi meter having a throat 12 in. in diameter. The differential 
head from the upstream section to the throat , measured on a vertical U-tube 
containing mercury and water, is foimd to be 3.0 in. 
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Calculate the rate of water flow expressed as U. S. gaL/24-hr. day. 

6. Petroleum oil is flowing iso thermally through a horizontal pipe line 
havuoLg an actual inside diameter of 4.03 in. A proper!^ made Pitot tube is 
inserted at the center line of the pipe, and its leads are filled with oil and 
attached to a vertical glass U-tube containing both water and oil. The 
dififerencse in water levels is found to be 3 ft. 

Based on the data given below, calculate the rate of oil flow expressed as 
cubic feet per minute. 

Bflfto. — ^The oil has a specific gravity of 0.900 and a viscosity of 200 Saybolt 
sec. 

6, A stwl pipe having an inside diameter of 13.25 in. is to be designed to 
carry 43,000 bbl. of oil/24-hr. day from a mid-continent field to a refinery 
located 678 miles from the source. The difference in elevation of the two 
ends of the line is negligible. 

a. Calculate the horsepower theoretically required to overcome friction 
in the pipe line. 

b. Since the maximum allowable pressure in any section of the line is 05D 
Ib/sq, in,, it will be necessary to insert additional pumping stations at suit- 
able intervals along the pipie line. "What is the smallest number of pumping 
stations required? 

DoUa and notes . — At the average temperature involved, the oil has an 
absolute viscosity of 50 centipoises and a specific gravity of 0.87. 

7 . A natural gas at 60°F. is flowing at steady mass rate through a steel 
main having an inside diameter of 12 in. The absolute pressure drops from 
40 to 20 atmospheres in a length of 500 miles of substantially horizontal pipe. 
The gas has an average molecular weight of 17.3 and a viscosity of 0.011 
centipoise. 

Calculate the hourly rate of flow expressed as cu. ft. measured at 60°F. 
and normal barometric pressure. 

FLOW OF HEAT 

1. A horizontal standard 4-in. steel pipe, carrying steam under pressure, 
is insulated with a 2-in. layer of magnesia pipe covering. The average 
temperatures on the inner and outer surfaces of the insulation are 350 and 
100°F., respectively. 

Estimate the B.t.u. per hour conducted through the covering per lOO ft. 
of pipe. 

2 . 45,000 lb. of air/hr. at and normal barometer is to be heated to 

180°F. in a tubular heater by means of saturated steam condensing at 
220°F. around the tubes. The air is to be blown through a number of 
horizontal cold-drawn steel tubes having an actual inside diameter of 2.00 in., 
arranged in parallel, the tubes being expanded into suitable tube sheets at 
the two ends of the apparatus. 

Assuming that the mass velocity of the air in the tubes is 7000 lb. /(hr.) 
(sq. ft.), calculate (a) the number of tubes in parallel and (5) the length 
of each tube. 

3. A properly designed steam-heated tubular preheater is heating 45,000 
lb. , hr. of air from 70 to 170°F., when using saturated steam at 5 lb. gauge 
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pressure. It is proposed to double the rate of air flow and, iia older to warm 
the air from 70 to 170*F., to increase the steaui prMure. 

a. What steam pressure would be required to meet the new eoaditioa*? 

b. Would the present heater, operating under the new conditions, 
sent a balanced design? Give reasons for your answer. 

Vapor- PRR ssxjRi: Data for 


Absolute pressure, Ib./sq. in. 

19.7 

25 

m 

50 

Saturation temperature, ®F . . 

227 

240 

2Sfi 

281 


4 . It is desired to heat 200 lb. /hr. of a mixture of py*e» makiwwn 
specific heat Cp, and thermal conductivity k from 10€ to ®0*F. while S 0 »wi^ 
through a, pipe having an inside diameter of 2.07 in., who* mmer watt w 
maintained at 300°F. by steam condensing in a Jukcket having a®, wM© 
diameter of S.07 in. 

Calculate the tube length required. 

Notes, — The viscosity m of the mixture of gas^ is a» 

0.03 lb. /(hr.) (ft.), and the Prandtl group Cpti/k is estimated as l.flL 

6. Consider an adiabatically operated counteriow liquid-to-liqiiki heat 
exchanger in which the specific heats of the hot and cold Mquldi are a»h- 
stantially constant and the overall coefficient of heat transfer m c^onstaiit. 

а. Plot the temperatures of each liquid versus the length of th© exchanger* 
for each of the three runs described below. In run 1, the overall temperature 
difference at the hot end is roughly five times that at the cold «*d. In run 2* 
the overall temperature difference at the cold end Ls approximately five time® 
that at the hot end. In run 3 the overall temperature difference® are tl» 
same at both ends. 

h. Give algebraic relations to justify the shapes of the curvcss for run 2. 

б. A. large surface condenser in a power plant was tested at three wat^w 
velocities, both when new (with clean tubes) and after considerahle service. 
The results are tabulated below, as overall coefficients of heat transfer, 
expressed as B.t.u./(hr.) (sq. ft. of outside surface) (deg. F. mean difference 
in temperature from steam to water). 

Using a suitable graphical method (based on the resistance concept), plot 
the data, and determine the following individual coefficients of heat transfer, 
expressed as B.t.u'./ (hr.) (sq. ft.) (deg. F. difference) : 

a. Value of h on the steam side of the clean condenser, expressed per sq. ft. 
of owisfde surface. 

b. Value of h = kJL for the scale and slime deposited in the dirty tube, 
expressed per sq. ft. of inside surface. 

c. Value of h on water side at a w’ater velocity at 4 ft. ,'sec. 

Data and [Notes 

Condition of tubes Clean Dirty 

2 . 0 | 4 . 0 ' 8 . 0 | 2 , 0 l -1 0 | 8.0 

357 550 795 ! 293 j 41€ i 534 


Water velocity, ft. /sec. 
Overall coefficieut 
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Tke water flows inside the tubes, which are made of a metal having a 
thermal conductivity of 63 B.t.u./(bi*-) (sq- ft.) (deg. F./ft.), and the tube 
has outside and inside diameters of 1.00 and 0.902 in., respectively. 

7 . In. a liquid-to-liquid heat exchanger the hot oil enters at 400 and 
leaves at 2(X)°F.; the cold oil enters at lOO^F. and leaves at 200°F- Heat 
loss is negligible. Assuming that U is independent of temperature, what 
will be the true mean overall temperature difference from hot to cold oil (a) 
in a counterdow apparatus and Q>) in the reversed-current apparatus of 
Fig. 44, page 123? What advantage does the latter apparatus have over 
the former? 

8 . Air is flowing steadily through a duct whose inner walls are at 000“F. 
A thermocouple, housed in a rusted steel well having an outside diameter of 
1 in., indicates a temperature of 400°F. The mass velocity past the pyrom- 
eter well is 3600 lh.y(hr.) (sq. ft.) 

Estimate the true temperature of the air. 

9. A flat slab of rubber, 1 in. thick, initially at 70“F., is to be placed 
between two heated steel plates maintained at 230 ®F. The heating is to be 
discontinued when the temperature at the mid-plane of the slab reaches 
270°F. The rubber has a thermal conductivity of 0.092 and a thermal 
diffusivity of 0.0029 ft.®/hr. The thermal resistance from metal to rubber 
may he neglected. 

Calculate (a) the length of the heating period; (6) the temperature of the 
rubber ^ in. from the metal, at the end of the run ; (c) the time required 
for the rubber to reach 270°F. at the plane specified in (6). 

10 . An experimental air cooler consists of a horizontal standard ^-in. 
steel pipe, surrounded by a standard 24n. steel pipe. Water flows through 
the H-in. pipe in one direction and hot air flows through the annular space 
in the opposite direction. The outside of the 2-in. pipe is so well insulated 
that heat loss to the room may be neglected. For the gas velocity used, the 
coefficient of heat transfer between gas and metal may be taken as 
3 B.t-u./(hr.) (sq. ft.) (deg. F temperature difference). 

At a point where the true temperature of the air is 400°F., and the tem- 
perature of the outside of the )^-in. pipe is 10O°F., calculate the instantane- 
ous rate of heat flow expressed as B.t.u.y(hr.) (sq. ft. of outside surface of the 
li-in. pipe). 


FILTRATIOH AND SEDIMENTATION 

1 . A slurry has been filtered in a leaf-filter press and gave the following 
representative results: 


Minutes — dr Cu. ft. filtrate = ^ 


Constant-rate period. ... 0 to 10 0 to 35.4 

Constant-pressure period 10 to 35 35.4 to 86.7 


A plot of Fj vs. dr gave a straight line over the range 10 to 35 min. 
After each filtration operation, the necessary period for dumping, cleaning 
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and reassembling is 15 min. In the above t^t tbe pump wm mmning a.t 
inaximum capacity. 

In order to obtain maximum daily capacity Tvitliout ckanging tbe maxi- 
mum capacity of the pump, how many minutes should be devoted to actual 
filtration in each cycle? How many complete cycl« sbould be rtin pm 
24 hr. , and what would be the total filtrate obtained per 24-hr* day? AMume 
that press resistance is negligible. 

2. At present a leaf filter is run according to the following Kjhediile: 

CumuliitiTe 
volume of fit* 


0 to 53.3 Ot© 
|53.3to68.3 80 to 100 


Constant-rate period 

Constant-pressure period. 


During the constant-pressure portion of the run the squiyre of the ctimm- 
lative volume of the filtrate is linear in time. 

It is proposed to increase the pump ca|>acity to permit douhliag the r»l« 
of filtration in the constant-rate period- It is desired to obt«» ifwtwiwiiiw 
daily capacity with the large pump, but it is agreed that at no time dmi^ 
the run shall the pressure exceed the maximum value now used. Time 
required for dumping, cleaning and reassembling will be 15 min. in both 
cases. 

• Hill in a table similar to the above so that the operator will know exactly 
what to do in order to obtain maximum daily capacity with the larger pump. 
Calculate (a) the expected daily capacity expressed as cubic feet of filtrate 
per 24 hr. and (b) the percentage increase in capacity obtained with the 
larger pump. 

3. A filtration department is being designed for an output of 50,000 cu. 
ft. of filtrate/24-hr- day, 300 days per year. For the present it is decided 
to confine the investigation to plate-and-frame type presses, with the under- 
standing that other types will he investigated before final decision is reached , 

For the frame thickness specified, calculate the optimum number of 
presses, the maximum capacity of the pump to be used with each press and 
the square feet of filtering surface per press. 

Lata and Notes, — An empty 3(>-in. by 30-in. press, without plates or 
frames, costs $370 and the additional cost of the plates and frames is at thc^ 
rate of $1.70 per sq. ft. of filtering area, regardless of the width of the 
distance frames. The nraxinnim number of plates and frames accom- 
modated by one empty press or holder depends on the frame thickness as 
shown in the table on page 706. 

Annual fixed charges will be taken as 30 per cent of the combined first 
cost of the holders, plates and frames, and pumps. It is estimated that 
2 hr. will be needed to dismantle, clean and reasseinV>le one press filled with 
plates and Idn. frames. This work will be done by two men wlio receive 
an hourly w^age of 60 cents each. Of this 2 hr., '2 bt*. will be reciuired for 
dismantling and reassembling and hr. will be required for cleaning the 
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Frame 

thickness, 

in. 

Maximum num- 
ber of plates 
per press 

Maximum num- 
ber of frames 
per press 

Maximum filter- 
ing area per press, 
sq. ft. 

2 

33 

32 

512 

m 

40 

39 

624 

1 

50 

49 

784 


60 

59 

945 

1 

66 

65 

; 1040 


49 frsunes. In general, it will be assumed that the time for dismantling and 
reassembling a press will be independent of the number of frames therein, 
and that the time for cleaning will be proportional to the number of frames. 
Sui>ervision costs will be assumed independent of the number and size of 
presses. It is proposed that each nm be conducted in three stages: firsts a 
constant-rate period in which the filtration rate remains constant until the 
gauge pressure reaches 50 lb. /per sq. in., but to a^oid the possibility of 
cloudy filtrate the rate should not exceed 1.5 cu. ft. of filtrate/ (hr.) (sq. ft. 
of filtering area); secondj a constant-pressure period in which the pressure 
remains constant at 50 Ib./sq. in., until the frames are full of cake; third, a 
washing period during which the cake is given a ^‘back-wash” with a volume 
of wash water one-fourth that of the total filtrate collected during the filtra- 
tion operation just described. The gauge pressure during washing is also 
to he 50 Ib./sq, in. During the constant-pressure portion of the run the. 
centrifugal pump is still running at constant speed, excess feed being by- 
pressed back to the suction side of the pump. A number of runs have been 
made on the material to be handled and it is found that the data are satis- 
factorily correlated in the constant-pressure portion of the run by the equa- 
tion du/d^ =k/2Uy where u represents cumulative volume of filtrate, in 
cubic feet per square foot of filtering area, 6 represents total hours elapsed 
since the beginning of the constant-rate period and k is 3.12. Upon 
filling 1-in. frames with cake, 4.5 cu. ft. of filtrate are obtained per square 
foot of filtering area. The coefficient of compressibility s may be taken as 
0.1. Filtration and washing are to be carried out at room temperature, 
which may be assumed constant. Filter cloth costs 10 cents /sq. ft. of filter- 
ing area and the average life of a cloth is 60 runs. Electric power costs 
1.5 cents /hp.-hr. at the switchboard and the overall efficiency of motor and 
pump will he assumed constant at 45 per cent. The first cost (in dollars) 
of each pump is roughly given by 35 4-0.270, where 0 represents the maxi- 
mum capacity of the pump expressed in gallons per minute. It will be 
assumed that motors cost $50 /hp. of electrical input . 

4, A laboratory test on a suspension of a solid in a liquid gave the follow- 
ing information: 

Original height of sludge before settling = 10 in. 

Free-settling rate =0.10 in. per min. 

Height of sludge at end of free-settling period =6.5 in. 
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Height of sludge at end of 120 min. «4.0 in. 

Height of sludge when settled completely -1.5 in. 

One thousand cubic feet of similar sludge is to be settled ia a vert.ir#I 
cylindrical tank, the diameter of which is to equal the depth of the liquid 
suspension in it. Calculate the time that it would take the solid to settle 
to a height of 20 per cent of the original height of the sludge. 

6. The following data were obtained on the settling of lime sludge. 

Weight of lime =225 gm. 

Total volume of 2.6'nornial sodium carbonate solutioii c.c. 

Settling tank is in. deep and 5}ii in. in diameter. 

Amouttt of settling in 

inches !0| 0 . 75T . 55|2 . 37|2 . 90 13 . 1 5|3 . a5|3 . dOlS . 45ia . 4t|3 . m 

Time in minutes 'c| S 12 14 

If the sludge were to be settled in a continuous thicken«', haviB^ an 
effective depth of 12 in., calculate the necessary diameter for the 
conditions. The thickener is to be constructed with its diamei«* ii»i 
sufficient to allow the smallest of the sludge particles to settle to the bottom, 
when flowing from the center of the tank at the surface to the circumfereac® 
with a water rate of lOCK) cti. ft. /min. The water velocity may bemwumrf 
to be the same at all depths at any given distance from the center of the 
tank. 


EVAPORATIDH 


1 . State the advantages of : 

a. Film-type evaporators over the submerged-tube type- 

b. Submerged- tube evaporators over film type- 

2. What are the methods used, in both design and operation of evapKH 
rators, to offset evils of: 

a. Entrainment? 

b. Frothing? 

3. a. Define boiling-point raising and state its disadvantages in 
evaporation, 

b. Name causes of boiling-point raising. 

4 :. State (a) the advantages of jet condensers over surface condensers, 
and (6) the advantages of surface condensers over jet condensers. 

5. Plot the data given below as suggested by Dtihriiig's rule and determine 
the boiling point of the solution at an absolute pressure of 739 omi. of 
mercury. 

The following table shows data for an aqrieous solution containing 50,3 
per cent by weight of CaCh. * 


Polling temp., 

Pressure, mm. mercury 


82.10 

90.28 

112.9 

162.4 


95 .45 \m lOfl 10; no ,51 
202.0 :253,D ISll.b 371 .3 


Baker and Waite, Met. Chem. Eng,, 26, No. 20 (Dec. 28, 1921). 
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6- An aqueous solution, is being continuously concentrated in a multiple- 
effect system, of four evaporators connected in. series, witk parallel flow of 
steam and liquor. The following conditions are normal: steam pressure 
in the coils of the first effect, concentration and temperature of the feed, 
vacuum in the vapor space of the last effect, and concentration of the 
product from the last effect. The condensate from each effect is withdrawn 
from the system. 

a. A^ume that the capacity is normal but that the steam consumption 
is abnormally high. State the nature of the trouble and list, in the proper 
order, the steps to be taken to remedy the trouble. 

b. Now assume that the steam consumed per lb. of total evaporation is 
normal, hut that the capacity is abnormally low. List, in the proper order, 
what steps should be taken to locate and remedy the trouble. 

7 , An aqueous solution of sodium salts of organic acids is to he con- 
centrated in a multiple-effect system of evaporators. The liquor is to 
enter the last effect at 170®F. containing 30 per cent solids by weight and the 
steam available for the heating surface in the last effect condenses at 165°^. 
The average production desired is 10,000 gal./24-hr. day of liquor contain- 
ing 40 per cent solids by weight. 

Calculate the necessary square feet of heating surface in this effect. 


Per cent 
solids 

Sp. gr. 

Sp. ht. 

^ 

Boiling 

temperature, ® F. 

Overall 
coefficient, U 

30 

1.32 

0.720 

110 

50 

40 

1.46 

0.01-5 

130 

30 


8. A two-effect multiple system of evaporators, with parallel flow of 
liquor and vapor, is to be designed to concentrate continuously 20,000 lb. /hr. 
of 5 per cent solution of a colloidal substance to a 25 per cent solution, the 
temperature of the feed being 170°F. It is planned to use saturated steam 
condensing at 220°P. in the coils of the first effect and a vacuum over the 
boiling solution in the second effect such that the solution will boil at 120'’F. 
The condensate from the coils of each effect is withdrawn from the system. 
Making use of the data and assumptions listed below, calculate the following. 

G. Pounds of steaDQ fed per hour to first effect. 

6. Degrees F. boiling temperature in the first effect. 

c. Square feet of heating surface in each effect, 

d. Pounds of water evaporated per hour in the first effect. 

Notes , — Area of heating surface is the same in each effect and heat losses 
to surroundings are negligible. Specific heat of feed liquor is 0.95. 
Neglect boiling-point raising in each effect and assume overall coefficients 
of heat transfer in the first and second effects of 400 and 200 B.t.u./(hr,) 
(sq. ft.) (deg- F.), respectively. 

9. It is desired to design a two-effect evaporator for the service and coiidi- 
t ions given below, (a) Assuming equal areas are used in each effect, deter- 
mine the total area required with (1) backward feed and (2) forward feed. 
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(5) Repeat part (o) assaiaing that in. each case the distribution, mrmiS i» 
such that the total area is a iniainaiiin. Tabulate the corrsea'pcjactiag area, 
ratios. What is the disadvantage of using unequal areas? 

Data and Notes. — Saturated steam at 250*“^. is supplied t« the co'il# 
of the high-pressure effect, and the vacuum in the other effect ia such tlmt 
the liquor hoils at 100°F , IBoiling-point raising is negligible. To simplify' 
the problem it is agreed to neglect changes in sensible he&t relative to latrat 
heat requirements and to neglect heat losses. The ovemll coefieient* of 
heat transfer are directly proportional to the 0.0 power of the owral tem- 
perature differences, and are in verily proportional to the Ywmxmthmi 
IT = fi. After passing through one effect, the solution has a v»eo«ty 

five times that of water at the same temperature, and thC' vibcaaty of tW 
product is 100 times the viscosity of water at the temperature of tlife pffodiict. 

ABSORPTIOir AND EXTRACTION 

1, HCl gas diffuses across a film of air 0. 1 in. thick at 250*0. The 
pressures of HCl on one side of the film is O.OS atmosphere and »eft) ®a the 
other. Estimate the rate of diffusion, as gm. mols of HCI/(toc.) {iw|. cm,), 
if the total pressure is (a) 10 atmospheres, (h) 1 atmosphere, («?) ©.1 atiao»- 
phexe. The difffiisivity of HCl in air at 2©*C. and 1 atmosphere » 0.145 
om.^/sec. 

2. A gas containing 8 mol per cent HCl is being serubl^ed with water at 
20°C. under such conditions that the effective gas-filrn thickncf* is 0.1 ci^. 

“a. If the concentration in the water is such that the partial pressure erf the 
HCl is negligible at the interface, estimate the rate of afc®orption of HCl, 
as gm, mols/ (sec.) (sq. cm.) (1) at 10 atmospheres and (2) at 0. 1 atmwphere. 

h, Repeat {a) for a partial pressure of HCl at the interface equal to 0.06 
atmosphere. 

3- Water was evaporated in a wetted-wall tower 2.67 cm, in diameter and 
117 cm. long. The water entered at the top with a temperature of 55.2*C., 
and left the bottom at a temperature of 48.5*0. The air entered at a rate 
of 120 gm./min. and its temperature was substantially constant at 60°C. ; 
the total pressure was 520 mm. Hg. absolute. The rate of evaporation was 
13.1 c.c./j^i^^* ^i^d the inlet humidity was 0.001 Ib./lh. of l>one-tlry air. 
The diffusivity of water vapor through air is 0.263 eiu.® /sec. at 1 atinospht'rt* 
and 30*C. 

a. Estimate the effective gas-film thickness under the alwve flow 
conditions. 

h. Compare this effective film thickness with that ealmlated from heat- 
transfer Eq. 11, page 111, under the same conditions of teniperatiLre, 
pressure and rate of air flow, but with no liquid flow. 

c. Estimate the effective film thickness from the equation for wet ted -wall 
towers, page 504. 

4. A wetted-wall column operating at 820 nun. of luereury absdute was 
supplied with air at a rate of lOO gm., min. Ihe liquid vuipori^ed wa> 
n-butyl alcohol, which was supplied at such a temperature that the mean 
driving force is 24.4 iniii. of mercury and the mean inert pressure was 
790 mnx. The specific gravity of the liquid was 0.807. Tiider tliese eondi- 
timis the rate of evaporation of n-but yl alcohol was 6.9 c.c. min. 
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The same apparatus was used to‘ evaporate water with an air rate of 
120 gm./Mim. at a total pressure of 518 mm. of mercury absolute. The 
mean driving force was 62.5 mm., and the calculated mean inert pressure 
was 449 mm. Estimate the rate of evaporation of water under these 
conditions. 

Not ^. — ^The diffusivity of water vapor through air may he taken as equal 
to three times the dijffusivity of ?i.-butyl alcohol vapor through air at the 
same temperature and total pressure. 

5. Air containing 20 mol per cent ammonia is being treated with water 
in a packed tower, and under plant conditions gives the following data: 
rate of water flow is 20 lb./ (min.) (sq. ft. of tower cross section) and of the 
inflowing gas is 4 lb. /(min.) (sq. ft. of tower cross section); the total pressure 
is 3 atmospheres and the temperature is maintained at 55®C. throughout 
the tower by means of cooling coils; under these conditions 96 per cent of the 
ammonia in the incoming gas is absorbed. Assuming that the average 
effective film thickness is unchanged and that the temperature, pressure 
and rates of water and incoming ga«, and wetted area per unit volume of 
tower are all constant, how much taller should the tower be made if it is 
desired to absorb 99 per cent of the ammonia in the incoming gas? Henryks 
law may be assumed to apply to the solutions involved. 

6 . A mixture of benzene vapor and flue gas contains 12.7 mol per cent 
benzene, and is to be scrubbed continuously in a packed tower operated at 
atmospheric pressure and at 43°C. The tower is to be designed to treat 
36,0CH) cu. ft- /hr. of entering gas, and the outlet gas is to contain 1.5 mol per 
cent benzene. The mineral oil entering at the top will contain 1.0 mol per 
cent benzene and will be supplied at the rate of 28 lb. mols per hour. The 
solution of benzene in oil may be assumed to follow Baoult's law, and the 
vapor pressure of pure benzene at 43 ®C. is 0.263 atm. It is agreed that the 
maximum allowable superficial velocity of the gas-vapor mixture is 1 ft./sec. 

Calculate the height of tower required, assuming that the height of one 
transfer unit is 2 ft. 

7 . The purge gases from a synthetic ammonia plant contain 4 per cent 
ammonia by volume and 96 per cent hydrogen, nitrogen, argon and other 
inerts. This gas is to be scrubbed at 5 atmospheres pressure with water in a 
bubble-plate toweo* maintained at CS'T. by cooling coils. With water and 
inert gas rates of 0.88 and 4.0 lb./ (min.) (sq. ft. of tower cross section), 
respectively, how many theoretical plates will be required to produce a 
solution containing 13 per cent ammonia by weight? The average molec- 
ular -weight of the inert gas is 21. 

Data. — The following table gives the equilibrium partial pressures of 
ammonia solutions at 68°F. 


Partial pressure NHs, mm. mercury. 12.0 18.2^31.7 50.0|69.6| 166 

Grams of NHa per lOO gin. of water. . 2 . 0 3 . 0 5 . 0 7. 5| 10 20 


8. It is desired to estimate the height of a packed tower necessary to 
carry out the same absorption as in Problem 7, All operating conditions 
will be the same and the tower packing is to be iM-in. broken quartz, (a) 
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Using the data of Table I, page 501, what m the nee^wwy iiciglii of 
tower? (6) Under these conditions wlmt is the average H.E-T.P, for this 
packing? (c) What is the average H.T.U.? 

9 . The gas from a Mannheim furnace eontaiiw 25 per cent H€l and 75 pf*r 
cent Os, Na, CO a, CO and other inerts. This gas is serahl^d, at atmcMipheric 
pressure and the temperature maintained at 20 ®O. The tower is prtKluririg 
an acid containing 3'6 per cent HCl by weight, with an HCl recovery <if 
99 per cent. Estimate the number of theoretical plat« to which the tower 
is equivalent. 

Dola.—At 20®C.: 

Partial pressure HCl, mm. Hg 5 13 22 46 72 100 WO 

Per cent HCl by-weight 26 30 323435 36».2l40 

10. Fifty parts of copperas and lime per million parti of dly«-l«M» 
effluent removes 50 per cent of the color. How much will he recittined to 
reduce the color to 5 per cent, if m“8.5? 

11 . Cotton is piled loosely in a steel chamber which ia gradually ©-vaeimted 
to 29 mm. of mercury absolute ' pressure. The 'Cntton chared at 24 *C. 
contains 4.77 per cent of moisture (wet basis) and as piled contains 0.3 ifo. 
of water-free cotton /cu. ft. The barometer is 760' mm., the spocifie gra-rity 
of the dry cotton is 1.48 and the heat capacity of the cotton m sufficient to 
prevent appreciable change in temperature during evacuation. 

Calculate the ultimate moisture content of the cotton (-wet b«sia) after 
evacuation. 

Data . — At 24® G. cotton containing 5.00 per cent of moisture (dry ba«w} 
is in equilibrium with air containing 8.3 mm. of water vapor, and cotton 
containing 2.00 per cent of water (dry basis) is in equilibrium with air con- 
taining 1.65 mm. of water vapor. 


1 . For mixtures of heptane and octane, construct the following plots, 
all on one sheet. Assume that the laws of R-aoult and Dalton apply. 

a. Equilibrium diagram, for constant pressure of 1 atmosphere, plottetl 
with I/*", mol fraction of heptane in the vapor, sts ordinates versus j, mol 
fraction of heptane in the liquid, as abscissas. 

b. The boiling point as ordinates versus r. 

c. Relative volatility a versus jc. 

d. Curve of y*^ versus x computed from the equation on page 526, using 
the average value of oe. 

e. Plot weight fraction of heptane in the vapor C* as ordinates versus the 
W’eight fraction of heptane in the liquid c, assuming: t he riioleeiiUir weight of 
each component is the same in bot h t he liquid and vaj-w^r. 

Data: 


Vapor Pkessitres im Miulimeters of Mercury 


Temp ®C 

80 

90 

1(X) 

110 

120 i 

130 

TT ig-’ 

427 

589 

795 

1047 

1367 : 




175 i 

254 

i 354 ! 

482 

646 1 

859 




i : 

i 
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2« An equiinolal mixture of benzene and toluene is subjected to a simple 
batch, distillation at atmospheric pressure. For the purpose of this problem 
assume a = 2,55- 

a. If the distillation is discontinued when the mols of distillate amount to 
60 per cent of the mols charged, calculate: 

1. The concentration of the distillate. 

2. The concentration of the liquid left in the still. 

3. The amount of benzene in the distillate, expressed as a percentage 
of the amount of benzene in the charge. 

h. If the distillation be discontinued when 60 per cent of the original ben- 
zene is in the distillate, calculate: 

1. Repeat (a-1). 

2- Repeat (a-2)- 

3. The mols of distillate, expressed as a percentage of the mols of the 
charge. 

3 . A liquid under pressure containing 50 mol per cent benzene and 50 mol 
per cent toluene is continuously throttled to a pressure of 1 atmosphere. 
The temperature after throttling is found to be 96.5®C. 

a. What per cent of the mixture is vapor after the throttle valve? 

b. If the pressure before throttling was sufficiently high so that no vapor 
was present, what was the temperature of this hquid before throttling? 

Data: 


Yapoh Pressures in' MiuiiiMETERS op Merctjrt 


Temperature, ®C 

90 

94.6 

96.5 

99.2 

Vapor pressure of benzene 

1008 

1148 

1211 

1308 

Vapor pressure of toluene. 

404 

469 

499 

543 


The average molal heat capacity of the liquid is 36 gm. cal./(gin. mol) 
(deg. C.) and the latent heat of vaporization of the liquid at 96-5°C. may 
be taken as 7100 gm. cal./gm. mol. Assume adiabatic operation of the 
throttling valve, and that no heat is conducted across the valve. Neglect 
kinetic energy changes. 

4 . Stearic acid is to be steam distilled at 200^0. in a direct-fired still, 
heat-jacketed to prevent condensation. Steam is introduced into the 
molten acid in small bubbles and the vapor leaving the still has a partial 
pressure of acid equal to 70 per cent of the vapor pressure of pure stearic 
acid at 200°C- 

Plot the pounds of acid distilled per pound of steam added as a function 
of the total pressure for pressures ranging from 760 down to 25 mm. of 
mercury absolute. 

Notes, — At 200®C. the vapor pressure of stearic acid is 3 mm. of mercury, 

6. It is proposed to distill continuously a solution containing 10 mol per 
cent ammonia and 90 mol per cent water to produce a distillate containing 
28 mol per cent ammonia. Per 100 mols of feed, calculate the mols of 
distillate obtainable by each of the two processes described below. 

a. Continuous simple distillation without reflux. 
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h. Contintious distillation, in a stripping column containing on® perfect 
bubble-cap plate and a still. 

Data and Notes . — In each case th© feed enters m liquid at the boiling pointy 
the still is heated, by steam condensing in a closed steam coil, and rwidue k 
continuously withdrawn from the still. At equilibrium tb« mol fractiem of 
ammonia in the vapor is 6.3 times that in, the liquid; ««6.3r. 

6 . A liquid mixture contain ing equal mols of bensene and water w 
to 110°C. Calculate the total pressure and comp<wit»ii < 
vapor. 

Data: 

PeBSSURES IN’ Milltmetkes of 


Temperature, ^C. 60 70 80 90 1«> IIU 

Benzene 540 756 lOOS 13SS 1740 2^15 

Toluene 139 206 287 404 557 ' 741 mQ 

Water 149 234 526 1075 M« 


7. A vapmr containing 80 mol per cent benzene and 20 mol per eent water 
at 120®O. is cooled slowly at a total pressure of 1 atmoephere, 

o. What is the composition of the Erst condensate? 

h. Hot the temperature and the compositions of the uncondenaed w%p&r 
and condensate as a function of the per cent of the original mbcture that m 
condensed. 

Note. — See Problem 6 for data- 

8- Repeat Problem 7 for a vapor containing 20 mol per cefkt toluene, 
60 mol per cent benzene and 20 mol per cent water. See Problem € for data. 

9. A continuous rectifying column is operating with a total condenser and 
a still heated by indirect steam (no live steam is blown into the column) ; 
the feed -enters as liquid pi*operly preheated. Make the usual simplifying 
assumptions leading to the constancy of molal overflow except as affected 
by the introduction of the feed itself. 

a. Derive the equation of the enrichdng line. 

h. Derive the equation of the stripping line. 

c. Prove that these tw’o operating lines intersect at x =* x/. 

d. Prove that the enriching line intersects the diagonal at 

e. Prove that the stripping line intersects the diagonal at x^, 

/. Prove that the iniiiirnum ratio of reflux to vapor in the enriching sec- 
tion, 0„4.i /F» equals (Xc —y/)/{Xe —x/). 

g. Explain why an infiriite number of plates is required when using tfik 
minimum ratio of reflux to v’^apor. 

h. When, in the enriching section, the ratio of ri'fliix to vapor is unity, 
show that the operating line coincides with, the diagonal. 

16 . It is desired to design a plate type of rectifying column to prodiiee 
continuously a distillate containing 95 inol per cent benzene and a rt-sidue 
containing 5 mol per cent of benzene. The feed contains 50 mol per cent 
benzene and 50 mol p>er cent toluene, and will be introduced, as liipiid at t he 
boiling point, on the proper plate. The h'ed rate is to be I 7.5t> lb. luois 24 hr . 
Fapors will be generated in a stemii-heated still attaelied to the base of the 
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column, and residue is to be "withdrawn continuously from the still. The 
column is to be operated at normal atmospheric pressure with a total con- 
denser^ hot reflux returning to the top plate. 

Referring to the data and notes gi'ven below, calculate : 

n. Minimum reflux ratio in the enriching section. 

i>w Minimum number of theoretical plates corresponding to infinite reflux 
ratio, O/F. 

c. For a reflux ratio (0/P) 1.25 times the minimum, estimate: 

1. Inside diameter of the rectifying column, expressed in feet. 

2. Number of actual plates required. 

3. Location of the feed plate. 

HuUi and Nates, — It is agreed that the superficial velocity of the vapor 
at the top of the column should not exceed 2 ft. /sec. The overall plate 
eflSciency may be taken as bO per cent. Haoult’s and Dalton’s laws may be 
assumed to apply to all mixtures under consideration. See Problem 6 for 
vapor-pressure data. 

11 . Repeat Problem 10 for the ease where the feed enters as an equilibrium 
mixture containing 50 mol per cent vapor and 50 mol per cent liquid. 

12 . Oxygen Column. — ^Liquid air is fed to the top of a bubble-plate strip- 
ping column operated at substantially atmospheric pressure. Sixty per 
cent of the oxygen, in the feed is to be drawn off in the vapor from the still, 
and this vapor is to contain 0.2 mol per cent of nitrogen. Based on the 
assumption and data given below, calculate: 

a. The mol per cent of nitrogen in the crude nitrogen vapor leaving the 
top plate. 

5. The mols of vapor generated in the still per lOO mols of feed. 

c. The number of theoretical plates required. 

Notes. — To simplify the problem, assume that the molal overflow is 
constant throughout the column, and is equal to the mols of feed. Liquid 
air contains 20.9 mol per cent of oxygen and 79.1 mol per cent of nitrogen. 
The equilibrium data* for atmospheric pressure are shown below. 


Temperature, 

“Kelvin 

Mol per cent N 2 
in liquid 

Mol per cent N 2 
in vapor 

77,35 

100.00 

100 .00 

77.98 

90.00 

97.17 

78.73 

79.00 

93.62 

79.44 

70.00 

90.31 

80.33 

60.00 

85.91 

81.35 

50.00 

80.46 

82.54 

40.00 

73.50 

83.94 

30.00 

64,05 

85.62 

20.00 

50.81 

87.67 

10.00 

31 .00 

90.17 

0.00 

0.00 


* Dodge, Chem. Met. Eng., 36 , 622 (1928). 
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13. Nitrogen Column. — ^Liquid air i« fe‘<i at an intermc^&te point lnetwwa 

the top and twttom plates of a bubble-plate enlunnri at inibetaii- 

tially atmospheric pressure. The vapor leaving the top of tbe eiiriclbfcEig 
section is to contain 99.8 mol per cent of nitrogen. In this ewe mo 'ra|M:>r m 
drawn oflf from the still, but liquid is drawn off from tbe it ill attached to Itse 
bottom of the stripping s^eotion. This liquid is evapomted in the Jacket trf 
a reflux condenser just above the top of the enriching section. 

With, an infinite number of perfect plates available, what would be tli« 
concentration of oxygen in the liquid drawn off from the ttillf Under tli«» 
conditions, what is the corresponding percentage recovery of ait-rogml 

14. A rectifying column containing the isquivalent of tw© perfect Itebble 
plates is to be supplied continuously with a feed containiiig 0. 1 laol per c«it 
of ammonia and. 99.9 mol per cent of steam. Before enteiiisg tb« column 
the feed is converted wholly into vapor and enters between tlic tw© perfect 
plates. The vapors_ from the top plate (2) enter the top of a to'hifl wmdmmtr. 
Part of the hot condensate is fed to the top plate as refluj:, and the iwi » 
continuously withdrawn aus overhead distillate. The liquid from t.lie bottom 
plate (I ) overflows to a direct-fired still, the vapor generated rising t© the 
base of the column and the liquid residue being withdimwa eontinuoiwly 
from the still. Per mol of external feed, 0.60 m©l of vapor is generated in 
the still and 1.3 mols of reflux return to the top plate. Over the ©ntir© 
range of concentrations involved, the equilibrium mol fraction of ammomta 
in the vapor is 12.6 times the mol fraction of ammonia im the liquid, 

= 12.6a;. Calculate the mol fraction of ammonia m; 

c. The residue, or bottoms from the still. 

b. The overhead distillate, or product. 

c. The liquid overflowing from plate 1, 

d. The liquid overflowing from, plate 2. 

15. A plant has a batch of lOO mols of a mixture containing JM) mol per 
cent of benzene and 80 mol per cent of chlorbenzene, and it i» dMired to 
rectify this mixture at atmospheric pressure to obtain bottoms containing 
only 0.1 mol per cent of benzene. It is agreed to assume that the relative 
volatility is constant at 4.13, There is available a suitable still and column, 
the latter containing the equivalent of four j>erfect plates. The run is to he; 
made at total reflux. While the steady state is being approached, a finite 
amount of distillate is held in the reflux trap. When the st€»dy state is 
reached and the bottoms contain 0.1 mol per cent of benzene, the contents 
of the trap are drawn off and the desired fraction is removed from the still. 

What yield of bottoms of the specified purity can be obtained by the 
above procedure with the available equipment? For these preliiniraary 
calculations it is agreed to neglect the hold-up of the column compared to 
that of the still and reflux trap. 

16. An extraction plant for tbe solvent treating of luV.>rieatiiig oil is 
operating with anhydrous phenol as a solvent. The' phenol is recove^reti 
from the extract and raflinate by steam stripping, and the phenol-water 
distillate is cooled to 20°C. and separates into two layers. It is desired to 
recover the phenol from the two layers in an essentially anhydrous condi- 
tion. Ifc is proposed to carry out the separation in a two-tower stripping 
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system^ The water layer from the separator is preheated and fed to the top 
plate of tower 1 and this tower strips phenol from the water. The phenol 
layer from the separator is preheated and fed to the top plate of tower 2 and 
this tower strips water from phenol. The top -vapors from both towers 
are sent to a common condenser and cooled at 20°C. ; the aqueous layer of 
the condensed distillate is preheated and added to the feed of tower 1 and the 
phenol layer of the condensed distillate is preheated and added to the feed 
of the second column. Column 1 is to be opterated so that not over 0.5 per 
cent of the phenol entering this tower* is lost in the residue, and the phenol 
residue from column 2 is to be 99.9 weight per cent phenol. Both columns 
will be operated at atmospheric pressure, and the usual simplifying assump- 
tions will he made. The stills will be heated by closed steam coils. 

a. Estimate the number of theoretical plates that should be used in 
column 1 if 25 per cent more vapor than the minimum vapor for infinite 
plates is "used. 

h. If 25 per cent more vapor than the minimum vapor for infinite plates 
is used in column 2, estimate the number of theoretical plates that should 
he employed. 

Data. — At 20°C. water saturated with phenol contains 1.6S mol per cent 
phenol and the phenol layer contains S3.1 mol per cent phenol. The 
critical solution temperature for the mixture is 66,5 ®C. 


Pheno3>watee Eqtjii-ibritjm Data* 

Mol fraction of phenol at atmospheric pressure 


x in liquid 

p"* in vapor 

X in liquid 

y* in vapor 

0 

0 

0.10 

0.029 

0.001 

0.002 

0.20 

0.032 

0.002 

0.004 

0.30 

0.038 

0.004 

0.0072 

0.40 

0.048 

0 006 

0.0098 

0.50 

0.065 

0.008 

0.012 

0.60 

0.090 

0.010 

0.0138 

0.70 

0.15 

0.015 

0.0172 

0.80 

0.27 

0 017 

0.0182 

0.85 

0.37 

0.018 

0.0186 

0.90 

0.55 

0.019 

0.0191 

0.95 

0.77 

0.020 

0.0195 

1.00 

1.0 


’•‘Data from H. D. Sims, Sc. D. Thesis, Massachusetts Institute of Technology, 1933. 


17. A mixture of benzene, toluene and xylene is being continuously 
rectified at normal atmospheric pressure in a bubble-plate column, attached 
to a direct-fired still. In the lower part of the stripping section there are 
1.092 mols of overflow per mol of vapor. The analysis of the bottoms shows 
* With the exception of its own reflux. 
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1.76 mol per cent of hemene, 62.14 mol per cent of toluene md M.W mmt 
per cent of xylene. Vapor pr«gnres are given below, 

a. Temperature of the liquid in the still. 

b. Analysis of the liquid on the first plate above the stffl. 

Data: 

VaPOB PUBSStTRl IN MlLE4MUT®ag OF 


Temperature, ®C 

120 

US 

117 

115 

im 

Benzene 

2215 

2138 




Toluene 

990 

920 

$m 


S0& 

Xylene 

450 

420 

4m 




AIR CONDrXiamHG AMB DHYIlfO 

1 - Using vapor-pressure data from stemm tables and ■ 

barometer, calculate 

а. “Humidity*' of air saturated at 

б. “Saturated volume'^ of air saturated at agwumkig the p^ect 

gas law. 

c. Factor necessary to convert (by multiplication) ^'per c«skt rdiative 
humidity'' to ^‘per cent absolute humidity/’ for air having 60 per o««i 
“relative humidity" at 130^F. 

d. The adiabatic saturation temperature and the wet-bulb tempemtmre 
for air having a dew point of and a diry-bulb tempxeratur© of 130*F. 

Tabulate with the figures just calculated, the valu« imd from Fig, 1S3. 

2. Air of 50 per cent relative humidity at 70®F. is preheated in a hot 
heater to 160 ®F. Tabulate the wet-bulb temperature luid per cent relative 
humidity before and after preheating. 

3 . A drier is to be designed to reduce the water content of a certain 
material from ISO to 10 per cent (dry basis). The available air is at 70®F. 
and has an absolute humidity of 0,010. In order to produce the desired 
drying conditions, the air entering the drier is to have a temperature of 
120°F. and a humidity of 0.010 lb. of water /lb. of dry air, and the exit air 
will leave at 110°F. with 70 per cent relative humidity. On the basis of 
lOOO lb. of product/hr., and neglecting the heat capacity of the bone-dry 
stock, calculate: 

а, Air entering preheater, a.scu. ft. /min. 

б. Air entering the drier, as cu. ft. /min. 

c. B.t.u. per hour to be supplied by the preheater. 

d. B.t.u. per hour to be supplied by the heating surface within the drier. 

e. Total B.t.u. consumed per pound of evaporation. 

/. Tabulate temperature of the “dry bulb," “wet bulb" and ^'dew point " 
for the air entering the preheater, the air entering the drier and the air 
leaving the drier. 

4 . Twenty thousand cubic feet of air per minute are to be cooltid from 
90 to 72®F. by the use of a horizontal-spray -type hiimiditier, employing 
counterflow of air and water. The air has an initial humidity of 0.011 lb. 
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of water wapor/lb. of dry air. The unevaporated water collects inside the 
apparatus, to be recirculated to the spray nozzles, and ‘‘maJke-up" water at 
70°F. is fed to the pump. 

Based on data given below, calculate; 

а. Cross section of spray chamber, in sq. ft. 

h. Pounds of water sprayed per hour. 

c. Pounds of make-up water required per hour. 

d. Xiength of spray chamber, in ft. 

e. Humidity of air leaving the chamber, as lb. of water vapor /lb. of dry 
air. 

D(xta and Notes. — ^The spray chamber will operate substantially adia- 
batically, and normal barometric pressure prevails within the apparatus. 
When spraying 1200 lb. of water/ (hr.) (sq. ft. of cross section of the spray 
chamber), and employing an air rate of 2400 lb. of dry air /(hr.) (sq. ft. of 
cross section), test data show that the overall coefficient of heat transfer, 
Ua, is 00 B.t.u./(hr.) (deg. F. mean difference) (cu. ft. of spray chamber). 

5, It is desired to design a coke-packed dehumidifier to cool 2000 cu. ft. 
of saturated air /min, from 130 to 65°F. The operation is to be conducted 
at normal barometric pressure. Cooling water is available at 55®F., and 
will be permitted to rise to 110®F. It is agreed to use a gas velocity of 
1200 lb. of dry air/ (hr.) (sq. ft. of total cross section). Since it is desired 
to use the data of page 610, the water velocity must be at least 1150 lb. /(hr.) 
(sq, ft- of total cross section), ^ ^ 

Calculate the height and diameter of tower required, and the weight of 
cooEng water per hour. 

б. A cooling tower 2200 eu. ft. in volume gave on test the following data: 

Temperature of water enterihg the top = 105 °F. 

Temperature of water leaving the bottom =84. 7 °F. 

Temperature of air entering the bottom = 71 °F. 

Temperature of air leaving; the top = 90°F. 

Humidity of the air entering the bottom =0.0062. 

Humidity of the air leaving the top =0.0295, 

Yolume of air entering the tower =55,000 cu. ft. /min. 

Volume of water entering = 707 gal. /min. 

If the temperature of the entering air were to rise to lOO^F. with its abso- 
lute humidity remaining unchanged, which might happen between morning 
and noon of a summer day, the weight of air and water remaining the same 
as before, to what temperature would the water be cooled? 

7 . A wet solid is dried from 36 to 8 per cent moisture in 5 hr., under 
constant drying conditions. The critical moisture^ is 14 per cent and the 
equilibrium moisture is 4 per cent. All moisture contents are reported as 
per cent on the dry basis, i.e., parts by weight of water per 106 parts by 
weight of bone-dry’’ solid. 

Calculate how much longer would be required, under the same drying 
conditions, to dry from 8 to 5.5 per cent water on a dry basis. 

8. A continuous, countercurrent, adiabatic rotary drier is being designed 
for the production of 500 lb. /hr. of a product containing 2 per cent moisture 
from wet crystals containing 30 per cent moisture, wet basis. The air 
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enttering the drier ■will hawe a dry-bulb temperature of 230*F. and a w«t-buli> 
temperature of 102'’F., and tbe air leaving the drier will b© at a 'teiapermluf^ 
of 1 15®F. Because of the small size of the erystak, the highest aflowabk 
air velocity is 10 lb./ (min. of bone-dry air)(»<j- ft. of ero« nwjtioa). 

a. Calculate the pounds of bone-dry air reqiuired pwr mknito, 

b. Calculate the cross-sectional area of the drier, in 9q. ft. 

9. In order to 'dry continuously a sheet material from 100 to 50 p« mat 
water on the “dry basis,’' it is proposed to employ an adiabatie drier of the 
tunnel type. The critical moisture is 40 per cent on the dry white the 
equilibrium moisture is 5 per cent on the dry bask. The sheets 
6 ft. by 2 ft. by H thick, and are to be dried from Ixxth aldtei, 'll® wet 
sheets weigh 15 lb- each. The air, with a wet-bulb of 

is to enter at 133®F. and leave at 90®F. The air is to flow pKaraltel to th® 
faces of the sheets, at an average velocity of 3-600 lb, /(hr.) («q|. ft. frf free 
area betweesn sheets), giving & coefiteient of heat traaafer oi 4 B«t-m*/(hr.]l 
(sq. ft.) (deg. F,). 

а. Calculate the required drying time, exprewed in hours. 

б. Assuming that the free area for air flow between meli pair df parallel 
sheets is 5 ft. by K 2 ft., calculate the pounds per hour of dry air requifed, 
and the number of sheets over which the air flows in serikiL 



Cu.Ft. per Lb. Bone Dry Air 
f5 w ? <n ^ =3 S 

B.T. U- per Lb. Wa+er 



Humid Heaf < B.f.U.^er Deg. F. per Lb. Bone-Dry Air) 
'A 0.25 0.26 ‘ 0.27 0.28 0.29 0-30 
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Absolute piessiire, 6 
Absolute temperatuie, ceutigiade, 9 
Pakrealieit, 5 

Absorption, allowable velocity in, 
492 

apparatus for, 462-463 
{£ee aho Towers) 
bibliograpliy, 513 
both Mias controlling, 452, 484- 
487 

capacity coefficients, correlation 
of, with heat transfer, 6C^ 
diameter of tower, effect on, 504 
gas velocity, effect on, 490-506 
individual, 464-456, 409-6G5 
liquor velocity, effect on, 400- 
605 

mass velocity, effect on, 500- 
505 

molecular weight as affecting, 
446, 460, 504-505 
overall, 451-454, 499-505 
temperature, effect on, 430, 455 
viscosity, effect on, 499-505 
diagrams, 452-454, 475-490 
diffusivity, 444-460 
drying by, 615 
effect of solubility, 451, 454 
equations, for point conditions, 
442-454 

for variable conditions, 472-509 
equilibria, 428, 431—442 

approach from both sides, 432 
classification of, 432 
Pick’s law in, 432 
film theory of, 449-456 
gas film controlling, 452, 482-484 
graphical solution of problems in, 
474-49) 


Ab9Grpth>n, ii«t rferls In, 491 
Henry's law in, 4S3„ 451, ^^5-487 
liquid film contrclii^, 4^ 481 
l^^rithmie nckCMn, ki, 4^ 
msm velocity in, 
mechaaism of, 449-451 
multic5oinpon«it, 4^^ 
norn^elaiuie, for point c^wiifiwa^ 
458 - 4 ^ 

for variable wnditfoiw, 511-41S 
of air by water, 433 
of ammonia by wat«r, 452, 4S^ 
493, 591, 594 

of benaene by oil, 435, 4f6, 991, 
598 

of carbon dioxide, 433» 449,, 441, 
592 

of .compte mixtures, 446, 49S-4W 
of gas^ by solMs (me Adsorption) 
of hydrocarbons in oil, 495-499 
of hydroehloiic acid by water, 39, 
454 

of moderately soluble gas«, 462, 
484 

of oxyg;en by water, 433, 453, 455 
of slightly soluble gases, 455, 481 
of sulfur dioxide by water, 428 
of sulfur trioxide, 39, 375 
of very soluble gases, 452, 482 
of water vapor by sulfuric acid. 

441, 475, 480^84 
pressure in, 478 
problems in, 482-499 
process, 425, 462 
Eaoult’s law in, 434, 496, 508 
rate, of fluids and solids, 456-458- 
506-512 

of gases by liquids, 429, 442- 
456, 472-505 

ratio of liquid to gas in, 474 
recovery of treating agent, 431 
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Absorption, separation of gases by, 
317, 424 

temperatnre for, 430, 433, 455, 476 
temperatnre control in, 430 
towers {see Towers) 
two-film theory of, 449-456 
Acetylene, combustion, of, 174 
drying of, 615 
Adiabatic (def.)j 66, 581 
cooling curves, 581 
Adsorption, charcoal in (see Char- 
coal) 

diagrams, 475, 480—484, 508-510 
drying by, 615 
effect of, in drying, 620 
equilibria, 436-442 

Freundlich equation, 437-438 
temperature effect on, 438 
of benzene by charcoal, 436, 508 
of carbon dioxide by charcoal, 
436-437 

of gas by solid, 456, 506 
apparatus for, 463-472 
gas films in, 456 
gas velocity as affecting, 456 
graphical solution of problems 
in, 508-512 
mechanism, 456-458 
process, 425 

rate of, 456-458, 506-512 
of hydrocarbons by charcoal, 439 
, of nitrogen by charcoal, 436 
of sulfur dioxide by silica gel, 438 
of water vapor by sulfuric acid, 
441, 475, 480-484 
selective, 439 

separation of gases by, 317 
silica gel in, 426, 438 
volatility in, 438 

(#8ee also Adsorption filtra- 
tion; Charcoal) 

Adsorption filtration, filters, agita- 
tion in, 469 
apparatus, 465—469 
batch vs. countercurrent process, 
466, 508-510 

bone char in, 427, 440, 467, 508- 
512 


Adsorption filtration, filters, bone 
char in, revivification of, 468 
charcoal in {see Charcoal) 
charging of, 466 
channeling in, 466 
. choking of capillaries in, 467 
clarifying, of oils by, 427, 440, 457, 
467 

of syrups by, 508-512 
diagrams for, 508—512 
equilibria, 436-441 
false, 457 

Freundlich equilibrium equation, 
437-440, 508-512 
Fuller’s earth in, 427, 440, 457, 467 
grain size in, 457, 466-468 
graphical solution of probfepas in, 
508-512 ' ' ■ 

liquor travel, direction of, 466 
liquor velocity in, 466 
mechanism of, 456-458 
molecular weight as affecting, 457 
of oils, 427, 440, 457, 467 
of syrups, 427, 467, 508-512 
operation of, 465-457 
process, 457—458, 465—469 
rate of, 456-458, 506-512 ' 
rotary filters for, 468 
selective, 439 
silica gel in, 426, 438 
washing of, 467-468 
(See also Adsorption) 

Agitation by air, 376 
Air, absorption of, by water, 433 
analysis of, 4 

average molecular weight of, 4 
circulation of, in drying, 626, 638 
conditioning of, 595—612 
cooling of, by humidification, 595- 
612 

dehumidification of, 595-612 
dew point of, 578 
diffusional velocity of, 370 
drying by {see Trying by air) 
excess, in combustion, 26, 192, 
194, 221 

film, thickness of, 37, 116, 443 
flow of, in ducts, 78 
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Air, flow of, friction factors for, 78 
through orifices, 5fl~68 
-gas mixtures, W2 

explosive limits of, 185-1S6 
heat capacity of, 10 
heaters, 142 
humid heat of, 681 
humid volume of, 580 
humidification, of, 595-612 
humidity chart for, 579 
humidity of, 579 

in steam, effect of, on heat trans- 
mission, 139 

measurement of (see Plow of 
Fluids) 

meters for, 51—74 
moisture in, 577—611 
necessary for combustion, 26, 194;'^ 
211 

preheating of, for furnaces, 214, 
219 

pumps for condensers, 384 
recirculation in drying, 636 
saturated wolume of, 580 
solubility of, in water, 433 
specific heat of, 10 
specific volume of, 580 
washing of, 595-612 
Air driers, design of, 689-684 
-drying, mechanism of, 61 7 
{tSee also Drying; Driers) 
under variable conditions, 658 
{See also Drying; Driers) 
Alcohol, distillation, of, 526, 531, 565 
Alcohol-water mixtures, properties 
of, 526 

Ammonia, absorption of, hy water, 
452, 486, 493, SOI, 504 
Amyl alcohol, distillation of, 531 
Analysis of gases of coal, proximate, 
169 

ultimate, 168, 205 
(See also Orsat analysis) 
Anemometer, measurement of gas 
by, 73 

Angle, of nip, 270 
of repose, 293 


Aniline, distillation of, i 
vapor prewure of, 413 
-water mixtures, distiHatkm ©f, 

523 

Annular space, fluid flow in, 90—96 
heat transfer in, 1 15 
Area of heating surface, arithaoetlc 
mean, 164 
{Set aim Flow of 
logarithmic mmn, 104 
Ash, combustible in, 190 
fusion point of, effect em 
of gas producer, 227 
removal of, from furnaces, 1911 
from gas piodueers, SI 
Atmosphere, nO'imal pre^wre of, 
6, 49 

Atom <def .)^ 3 

Atomic heat capacities, 1 1 

Dulong and Petit’s rule for, 11 
Attrition, grinding by, 259, 272 
Avogadro’s law, 4 
Azeotropic mixtures, 529 

B 

Bag filters, for dust, 314 
for liquids, 3^ 

Ball mills, 273-280 
Band drier, 627 
Barometric condenser, 384 
Barometric pressure, 6, 49 
Bar tlett-Hay ward washer, 453 
Batch vs. continuous pror^ess, 15—16, 
465, 508-512, 621 

Benzene, absorption of, by oil, 
435, 496, 501, 508 
adsorption of, by charcoal, 436, 
508-512 

vapor pressure of, 14 
Benzene-toluene mixtures, boiling 
point-composition diagram for, 
525 

rectification of, 551—553, 567 
Bernoulli’s theorem, 46—48 
Binary mixtures of liquids, distilla- 
tion of, 532-542, 553-576 
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Binary' mixtures of liquids, vajmr 
liquid composition of, 524— 
531 

vapor pressure of, 519-524 
Black IxKiy, radiation from, 146 
Blake crusher, 262 
Blast, dry, 614 

Blast furnace, use of oxygen in, 219 
Blast-furnace stoves, heat transfer 
in, 216-219 

Boilers, combustion rates in furnaces 
for, 190-191 
Ihitch oven for, 191 
grate surface in, 191 
heat radiation in, 191 
heat transfer in, 191 
stokers for, 189-190 

{Se€ aho Combustion; Jhir- 
naces) 

Boiling point (def.), 370, 617 
of aqueous solutions, 414 
of constant boiling mixtures, 529 
of pure liquids, 14, 413 
Boiling-point-composition curves, 
524 

of alcohol-water mixtures, 526 
of bensene-toluene mixtures, 525 
Boiling point raising of solutions, 
due to dissolved solute, 391— 
411 

due to hydrostatic head, 411 
effect of, on capacity of evapora- 
tor, 390, 411 

Bone char {see Adsorption filtra- 
tion) 

Bourdon pressure gauge, 49 
Box filters, 325 
equations for, 348 
Bradley mill, 284 
British thermal unit, 7 
Bubble caps, 548—549, 567 
Bubble plate columns, 548 
Buflovak evaporator, 398 
Burr mill, 284 


Cabinet driers, 623-625 
Calcination in spray form, 212 


Calculation, basis of, 23-25 
general methods of, 21-22 
general procedure of, 25 
Calorie, gram, 7 
pmund, 7 

Calorific power of fuels {see Heating 
value) 

Capillary tubes, flow of fluids in 
{see Flow of fluids) 

Caps, bubble, 548-549, 567 
Carbon, combustion of, 173—186 
Carbon dioxide, absorption of, by 
carbonate solution, 441-442 
by lime, 440-442 
by water, 433 

adsorption of, by charcoal, 436— 
437 

dissociation of, 173-175 
in water gas, 182 
recorders, 205 
solubility of, in water, 433 
{See also Orsat analysis) 

Carbon monoxide, dissociation of, 
173-175 

in water gas, 182 

{See also Orsat analysis) 

Cascade flow, in concentrating 
liquids, 377 

Catalysis of combustion reactions, 
176, 185, 193, 292 

Caustic soda solutions, boiling points 
of, 414 

Duhring’s rule applied to, 414 
concentration of, 409, 414 
Ceco spray washer, 463 
Cement kiln, 199, 211-213 
Centigrade heat unit, 7 
Centipoise, 98 

Centrifugal force, applied to crush- 
ing, 267, 280 
drying, 336, 616 

separation, of liquids from gases, 
386- 

liquids from liquids, 316 
solids from gases, 314 
solids from liquids, 336 
Centrifugal roll mill, 280 
Centrifuge, 336 
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Chamber drier, 623-625 
Char filters Adsorption filtra- 

tion.) 

Charcoal, adsorption, of carbon 
dioxide by, 436-437 
of hydrocarbons by, 439 
of nitrogen by, 436 
capillaries in, 456-458 
grain size, 457—458 
recovery of benzene by, 436, 508 
vs. oil, in benzene recovery, 508 
Charts, air heater, optimum velocity 
in, 143 

boiling-poin.t-composition, 525 
526 

combustion of coke, 179 
contraction loss coelSicient, 89 
Cox, 14 

dissociation, constants for gas reac- 
tions, 175 

drying data, 646-661 
Diihring’s rule, 414 
equilibrium moisture, 629, 642 
film coefficients of heat transfer 
for liquids in pipes, 1 12 
friction factors, 78, 96, 298 
heat capacities, of gases, 19 
of liquids, 11 
of metals, 12 

heat transfer coefficients, in evap- 
orators, 381 
in pipes, 112 
Hildebrand function, 13 
humidity chart, 579, 588 
humidity equilibrium curve for 
hydrated crystals, 675 
latent heat of vaporization, 1 3 
McCabe and Thiele, 559, 563 
optimum velocity in heaters, 143 
orifice, loss of bead in, 61 
porter, 690 
radiation, 161 

and convection losses, 162 
rectification, 559 

vapor vs. liquid composition, 
522-529 

vapor pressures of liquids, 14 


Charts, velocity, in pipes, ratio of 
mean to maximum, 54 
optimum, m beaters, 143 
viscosity, effect of tempieiature 
on, 687 
of ga^, 687 
of liquids, 687, 6S9, ^0 
water-gas formation, 182 
Chaser, 272 

Checkers, regenerative, 214-218 
Chemical precipitation, dryiag by, 

615 

Chilean mill, 272 

Choke feeding m. free cmstiing, 2 e 59 
Cider, concentrating, 614 
press, 339 

Clarification by adsorption 
Adsorption filtratbn) 
Classification, hydraulic, 307 
Classifier, Dorr, 310 
Spitzkasten,^9 

Clinkers, formation of, in gm pro- 
ducers, 190 
Coal, 168 
ash in, 169 
coking of, 189, 195 
drying of, 630-634 
firing of, 188-199 
fixed carbon, in, 169 
heating value of, 169 
hydrogen content of, calculatioii 
of, from gas analysis, 22 
moisture in, 168 
net hydrogen in, 168, 295 
nitrogen content of, effect of, on 
calculations, 26, 169 
powdered, 195-201,211-213 
producer gas from, 224-256 
proximate analysis of, 168 
ultimate analysis of, 168-169 
volatile combustible matter in, 
169 

Coefficient (sec name of process) 
Coke, combustion of, 178, 197 

ovens, distribution of beat in, 199 
producer gas from, 226 
Coking, in furnaces, 177, 189 
Colloid mills, 258, 285, 286 
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Colmmajs, iwtifying, 547-571 
.stripping, 426, 464, 558 
Combining w^ghte, 2 
Combwtion, 175-186 

mlcnimtions, 2-5, 22, 26, 264-207 , 
219-223, 235-250 
mtalsrsis, effect upon, 176, 185, 
193 , im 
«iglne, 176, 171 
equilibria, 173-175 
beat effects of, 173 
long-flame, 195-199, 224 
modified primary, 195—199 
of ga«>8, 175, 180, 185-186, 192- 
193, 201-^ 
of liquids, 185 
of TOlids, 178-181, 224 
primary, 178—181, 188—192 
rates, 175, 190-191 
reactioiis, 173 
se<x>ndary, 181, 192—199 
surface, 176, 202 
temperature, effect upon, 176 
{See aha Pumaces ; Gas 
producers; Kilns) 
Compartment driers, 623-625 
Condensation, by dilution with cool 
gas, 544 
differential, 534 
partial, 533-534 
Condensers, 383-385, 551 
barometric, 384 
for distillation, 551 
Jet, 384 

partial, 533-534 
surface, 384 

coefficient of heat transfer in, 
133-139 

surface required (calculation), 
138 

Conditioning of air, 595-612 
Conduction, by series flow, 105 
from solid to solid, 105 
heat transfer by, 106-106 
of heat (def.), 101 
of heat through solids, of circular 
cross-section, 103 


Conduction, of heat through solids, 
of constant cross-section, 163 
through fluid films, 109-145 
(See oho Flow of heat) 
Conductivity, conversion factors for, 
697 

tables of, 694-697 
thermal (def.), 101 
Cone crusher, 266 
Conical ball mill, 274r-278 
Conservation, of elements, law of, 2 
of energy, law of, 2, 41-48 
Constant boiling mixtures, 529 
Constant pressure distillation, 524 
Constant temperature distillation, 
519-524 

Contact catalysis, 176, 202 
Continuous distillation, 533, 547—576 
Continuous driers, 626, 636 
Continuous evaporation, 373-423 
Continuous processes, 15—16 
Continuous rotary filters, 334 
Contraction loss, in flow of fluids, 
88-93 

Convection (def.), 100 

film concept as related to, 36, 109 
of heat, through condensing 
■ vapors, 133-140 
through gases, 106—133 
through liquids, boiling, 140 
through liquids, not boiling, 
106-133 

Conversion factors, for heat units, 7 
radiation constant, 149 
thermal conductivity, 694—697 
viscosity, 690 

Coolers, spray type, 597-612 
(/See aha Flow of heat) 

Cooling towers, ponds, 598 
Copper, effect on heat transmission 
upon substituting for steel, 379 
evaporating pans of, 382 
Corrosive liquids, evaporators for, 
377, 382 

vapors, condensers for, 384 
Cotton, moisture content vs. humid- 
ity of air, 620 
Cottrell separator, 315 
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Counterciirrent, 208, 430 
iB absorption, 472-512 

m adsorption filtration, 465 
in blast-furnace stoves, 215-219 
in decantation, 472 
in dehumidification, 597, 604-640 
in desorption, 430, 470 
in distillation, 546-547, 663-575 
in drying, 530-634, 652—684 
in extraction, 430, 465, 470—472 
in evaporation, 373, 374, 407 
in gas producers, 228 
in beat transfer, 121, 198, 208-219, 
374, 407, 663 

in bnmi^fication, 596, 502-603 
in kilns, 198, 208-219 
in lixiviation, 430, 470-472 
in mecbanical separation, 310, 
315, 321 

in percolation filtration, 430, 465 
in rectification, 546—547, 663-675 
in ring furnace, 209 
in scrubbing, 315, 430-431, 472— 
512 

in sedimentation, 472 
in stripping, 430-431, 472-512, 
553-675 

in washing of gases, 430—431, 472— 
512, 553-575 

in washing of solids, 430, 470-472 
in water cooling, 605-606 
principle of, 208, 430 
Shanks system of, 470 
stepwise, 470, 51 1 
vs. batch process, 15—16, 465, 
508-512 

vs. parallel flow, 631 
vs. re versed current, 632 
Covering, pipe, heat loss decreased 
by, 160 

heat loss increased by, 162 
Creeping film, 35 

Critical velocity of fluids in pipes, 82 
effect on beat transfer, 128—129 
effect on pressure drop, 82 
Crusher, cone, 256 
fine, 273-285 
gyratory, 264 


Crtialier, jaw-type, MO-264 
rotary, 271 
Synrondfi 'disk, M7 
Cmshing and grinding, by 

inedmnical structure, 256 
by mdtsture, 257 
by open and clo^d circuits, 259 
classification of mmhmm lor, 2^ 
energy ccfisuined in, 254 
effect of phydcal p'roperiiiw on, 
265 

madiinery, sefeetkm of, 356— 258v 

287 

object of, 251-^2 
rolls, MS 

B 

Dalton's law for gas mixtures, 3 
Data, choice of, 19 
missdng, 25 

De-adaorption (aee Adsorp-tikm; Ad- 
■sorptkwi. filtration) 

Decantation, 315-321 
advisability of, prior to filtration, 
348 

Decolorising (me Adsorption filtra- 
tion) 

Debuniidifiers, coefficients for, WT 
design of, 604-605 
equations for, 602 
spray-type, 598 
surface-condensation type, 598 
Dehydration, 366, 375, 472, 524, 614 
Denuding [see Stripping) 

Design [me iiariie of process) 
Desorption (see Absorption) 
Destructive distillation, 177, 365, 
514 

Dew point (def.), 578 
plot of, t’«, hiiniidity of air, 579 
Diagrams (see Charts) 

Dialysis, 338-339 
Dietzsch kiln, 209 
Differential gauge, 50 
head, 58 
manometers, 50 
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of in eorabustion 

reafCiiona, 18S 
oC {ijicJ'. }, 8<5 

Fwiriar’s law for, 101, 16i4 
of matter, 44S~684 

m app'lied, to absorption of 
g»»s, 424-513 
to air eoaditioniag, 595—612 
to distillation, 566 
to drying, 618, 642-682 
to perooiation. filters, 427, 
456-458, 5€y6-512 
to Ikiviation, 427, 456-458, 
566-512 

to water coolers, 598-602, 

through porous membrane, 317 
Diffirsiorml procsesses, clarification 
of, 424-428 

general principles of, 424-461 
Difiusivity, of gases, 429, 460 
of heat, 164 
erf liquids, 461 

Dimensional analysis, 27-31, 75, 110 
Dimensional models, 32 
Discharge coefficient, for standard 
orijSto, 61, 63 
for Yenturi meter, 70 
Disintegrator, hammer-type, 267 
squirrel-cage-type, 268 
Disk crusher, 267 
Dissociation of gases, 173 
Distillation, 514—576 
apparatus for, 516, 548-553 
at constant pressure, 524 
at constant temperature, 522 
basic principles of, 365, 372, 545- 
547 

columns for, 548—551 
condensers for, 533, 551 
continuous, 553 

vs. intermittent, 553 
design of apparatus for, 537-542, 
553-576 

destructive, 177, 365, 514 
distribution of reflux in, 550 
Duhein-Margiiles equation for, 
522, 524 

effect of, heat losses on, 540—542 


Distillation, effect of, pressure in, 529 
estimation of latent heat of vapori- 
sation, 12, 411 

equilibrium data for, 519-532, 
565, 567 

feesd-plate location, 562 
fractional, 531, 552 
fractional condensation in, 518 
heat recovery in, 553 
heat required for, 11, 13, 540, 553, 
575 

Henry's law of (see Henry’s law) 
intermittent, 531, 551 
introduction to, 365-372. 514 
methods of calculation, 532, 553 
of acetone-methyl alcohol mix- 
tures, 575 

of alcohol, 526, 565 
of aniline-water mixtures, 523, 538 
of benzene- toluene mixtures, 525, 
567 

of complex mixtures, 531 
of immiscible liquids, 537 
of methanol and water, 525 
of miscible liquids (binary), 532- 
542, 553-576 

of multicomponent mixtures, 571 
of nitric acid, 550 
of packed towers, 490 
of partly miscible liquids, 522 
of petroleum, 516, 531 
of propanol and water, 528 
of water, 336 
optimum reflux in, 569 
overflow in rectifying column, 550, 
553-575 

partial condensation, 633-534 
plate columns for, 548 
plate efficiency in a column, 566 
Raoult’s {see Raoult’s law) 
Raydeigh equation for, 532 
reflux ill rectifying column, 550, 
553-575 
simple, 516, 532 
steam, 537-543 
towers for, 548-551 
use of inert gas in, 544 
use of injected steam in, 537 
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Distillation, uS€ of superheated 
steam in, 540 

use of vacuum in, 529, 539, 551 
vapor velocity in, 402, 573 
volatility, 521, 526 

{See also Rectification; Rectify- 
ing columns) 

Dodge jaw crusher, 263 
.Doherty- Eldred kiln, 19S 
Dorr classifier, 310, 472* 

Dorr thickener, 321, 472 
Draft gauge, 50 
Dressier tunnel kiln, 213—215 
Driers, 613-684 

auxfiiary operations and equip- 
ment for, 636-639 
band, 627 
cabinet, 623-625 
chamber, 623-625 
circulation of air in, 638 
classification of, 622 
compartment, 623—625 
continuous, 626-634 
control, of air temperature in, 636 
of humidity in, 637 
counterflow, 631 
design of, 639-684 

(See cdso Driers, design of) 
drum, 629 

equations for, 644—681 
intermittent, 621-626 
loft, 623 

parallel fl.ow, 631 
recirculation of air in, 636, 639 
recuperation of heat in, 636 
reversed current, 632 
rotary, 629-634 
spray, 634-635 

steam-heated drum and tray, 659, 
662 

superheated vapor, 635 
tray, 624 
tunnel, 626-628 
vacuum, 625 
wood, 624—625 

{See also Drying; Drying by 
air) 


Driers, design of, 639-684 
direct-fired rotary, 662-666 
drum, 659 

for sensitive materials, 666-681 
adiabatic, 668-669 
constant temperature, 669-674 
controlled ” humidity , 674-677 
intermittent, 677 

steam-h^ted drum and tray, 669 
{See also Driers; Drying; Dry- 
ing by air) 

Drum driers, 626, 669 
Dry blast, 614 
Dry m. wet basis, 642 
Drying, 613-684 

air- (see Drying by Air) 
apparatus, 622-fi36 
classification of (based on 
method of supplying heat), 
640 

(descriptive), 622 
basic principles of, 365-372 
by absorption, 441, 475, 489, 615 
by absorption, 472—565, 615 
by air {see Drying by air) 
by centrifugal force, 336, 616 
by chemical precipitation, 615 
by decomposition of water, 614 
by distillation, 524 
by freezing, 614 
by pressure, 615 
by radiant heat, 375 
by vaporization, 616-684 
case hardening in, 618, 622 
conditions, 642 
equations for, 644—681 
introduction to, 365—372 
methods of, 614 
nomenclature for, 682-684 
of gases, 472-505, 614-615 
of liquids, 524, 614-615 
rate of, 642, 684 
skin effect, 618, 622 
vacuum, 625 

{See also Driers) 

Drying by air, 616, 684 
adsorption, effect of, 620 
coefficients, 651-680 
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I>r 3 riiig by air, equatioas for, 64 ‘2, 
684 

factors 'fjontrolliag surface evap- 
oratloa, 618, 652 
mecbamMii of, 617-619 

capillarity Emiting factor, 648 
cEffusioe limiting factor, 618 
mirface evaporation limiting fac- 
tor, 618 

vapor pressure lowering, effect of, 
619 

{Sm €dm EWers; Drying) 
BuEem-Margul^ equation, 522, 524 
IMErimg’s rule, 412, 417 
Dulong and Petit, law of, 11 
Ihist, collector (Howard), 314 
lemoval of, from producer gas, 232 
sepaxation from ga«es, by elec- 
trical precipitation, 315 
by filters, 814 
by settling, 318 
by water sprays, 315 
Dutch oven, 191, 198 
Dynamics of fluids (see Flow of 
fliuids) 

Dyne (del), 28 

E 

Economisers, 208 

Elconomy ps. capacity, in evapora- 
tion, 390 

Ekldy resistance of a solid in a 
fluid, 296 
Ekige runners, 272 
Efficiency, heat and material, 18 
vs. capacity, 390 

Elbows, equivalent frictional length 
of, 86 

Eldred- Doherty lime kiln, 198 
Electrical conduetivityj separation 
by, 312 

Elect rornagnetie separation of solids, 
3)2 

E]e<*t rostatie precipitation of solids 
from gases, 315 

Electrostatic separation of solids, 
312-313 


Emissivity constants, 146, 149 
Enameled apparatus, heat transfer 
in, 382 

Energy, balances, 41-48 
conservation of, 2, 41-48 
consumed in crushing, 254 
cost of, 171 
internal, 41 

required for evapK) ration, 887. 
392, 422 

reversible, for separation of liquids, 
575-576 

for separation of water from 
. solutions, 422 
sources of, 170 
transformation of, 168 
Engines, internal combustion, 170, 
172 

steam, 170, 172 

Enlargement loss, in flow of fluids, 
86-93 

Enrichment of vapor, 517 
Entrainment (def.), 385-386 
detection of, 402 
factors affecting, 386 
in rectifying columns, 492, 573 
Entrance loss in flow of fluids, 86—93 
Entropy, molal, of vaporization, 13 
Equations. Bernoulli, 46 
Duhem-Margules, 522, 624 
Engler, 688 

Fanning, 77, 95, 96, 297 
Fliegner, €8 
Fourier, 101 
Francis, 71 
Kick, 254 
Kapier. 68 

Kewton, for flow of heat, 371 
Poiseuille, 81 
Kayleigh, 532 
Kedwood, 688 
Fittinger, 254 
Sayholt, 688 
St € fan- Bolt zmsnn, 149 
Stefan- Maxwell, 443-446 
(fSee also name of process) 
Equilibrium, constants of combus- 
tion reactions, 173 
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Equilibrium, diagrams (see Chart 
name of process) 
in diffusianal processes, 428, 431 
moisture, 620, 642 
water (def.), 642 

EqxuTalent frictional lengths of pipe 
fittings, 86 

Errors in Orsat analysis, effect in 
combustion calculations, 205 
Evaporating dishes, for corrosive 
. liquids, 377, 382 
Evaporation, 373-423 
apparatus for, 374r-39'9 
basic principle of, 365-372 
boiling point raising in, 391, 411, 
415 

by direct fire, 377 
condensers for, 383-385 
economy vs, capacity of, 3M 
economy vs. efficiency of, 391 
energy required for, 387, 392, 
422 

entrainment in, 385—386, 4G2 
frothing in, 385, 402 
heat transfer in, 140, 379, 416, 
419 

introduction to, 365-372 
mechanism of surface, 618 
methods of, 373 

multiple effect {see Multiple-effect 
evaporation) 
of blach liquor, 375 
of corrosive liquids, 377 
open pan, 382 

processes, classification of, 373 
terminal conditions for, 391, 408 
vacuum, 382 

vapor-compression system of, 392 
{^ee also Evaporators) 
Evaporativ-e capacity, economy, etc. 

{see Evaporators) 

Evaporators, basket, 397 
bodies, types of, 394, 399 
capacity of, 371, 379-382 
design of, 409-423 
direct-fired, 377 
film type, 395-399 
for corrosive liquids, 377 


Evaporator, for sensitive inateimlg, 

399 

forced circulation, 140, 380 
gas-heated, 373-376 
heating elements for, 385, 394, 399 
jacketed, 3^ 

multiple effect (me Multiple-effect 
evapomtion) 

natural circulation, 140, 380 
note on single-effect, 399-403 
oil-heated, 378 
oi>eration of, 399-^11 

air leakage, effect on, 4€)S 
air removal, 404 
condensate removal, 401 
counterflow, 424 
forward fibw, 404 
heat recovery from condms&te, 
404 

inadequate condenser capacity, 
effect on, 406 

liquid feed and removal, 402 
parallel ffow, 404 
reversed flow, 407 
starting, 405 

steam leakage, effect on, 407 
steam supply, 401 
vapor removal, 401, 403 
salting-out, 397—399 
single effcict, notes on, 399-403 
steam heated, 378^-423 
classification of, 393 
strike pans, 397 
submerged-tube type, 394-397 
terminal conditions in, 408 
vacuum, 382-385, 399-403 
{See also Evaporation) 

Excess air in combustion, 26, 192, 
194, 221 

Explosion limits of air-gas mixtures, 
185 

Extraction, of gas, from gas by liquid 
(see Absorption) 
from gas by solid {see Adsorp- 
tion ) 

from liquid by gas {see Steaiu 
distillation. Stripping) 
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Esetraction, of gas, from solid by gas 
(me AdM>rption; Stripping) 
of liquid, by liquid, 426, 465 
by solid (see Adsorptiori filtra- 
tion) 

of solid from solid by liquid 
{$ee Uxiviation) 


Factor of safety, in drying, fi66, 674 
Fallmg films, 113-114 
Fanning equation, 77, 95, 96, 297 
Films, thickness of, S^39, 109 
cooflSeient of beat transfer (def.), 
107 

for boiling liquids, 140-142 
for condensing vapors, 133—140 
for gases, 109-115, 132-133 
for liquids, not boiling, 109, 115, 
123-132 

concept, application of, in absorp- 
tion, 424-513 
in drying, 619 
in flow of heat, 109 
in humidification, etc., 595—612 
diffusion through, 38 
effect of, convection on, 36 
on condensation, 133-140 
j)n. radiation, 160 
fluid, 34-39 
partial pressurers in, 37 
type evap>orators, 395-398 
Filters, 323-365 
bag, 314, 336 
l>ox, 324, 348 

cake, thickness of, 328-329, 331, 
333 

uniformity of, 340 
calculations, 342-364 
centrifugal, 330-338 
choice of, 341-342 
classification of, 324 
cloths, 340 
tlesign of, 350-364 
distance frames, optimum thiclc- 
ness of, 358-364 
leaf, 330-333, 358-364 


Filter, notes on operation of, 339 
Oliver, 334-336 
press, chamber, 326-330 
development of, 326—327 
frames, 327-330 
Kelly, 331 
leaf, 330-333 
Moore, 330 
plates, 327-336 
resistance, 345 
Sweetland, 333 . 
rotary, 334-335 

xvith rigid porous membrane, 338 
with semipermeable membrane, 
338 

{See also Filtration) 

Fdter aids, 324, 340-341, 347-348 
effect of, on rate of filtration, 347, 
348 

Filtration, calculations, 342-350, 
356-364 
data, 353 
equations, 342-350 
general principles of, 323 
mechanism of, 342-346 
nomenclature for, 364 
summary of data, 353-355 
washing, 329, 331, 335, 358 
Firing, by long-flame, 195-199, 224 
of furnaces, 188, 199 
of gaseous fuels, 201 
of liquid fuels, 201 
of solid fuels, 188, 199 

{See also Combustion; Fur- 
naces; Gas producers) 
Fittings, equivalent frictional lengths 
of, 86 

Flame, oxyacetylene, 174 
Flange taps, 62 
Fliegner’s equation, 68 
Float, use of, in decantation, 315 
valve controlled by, 403 
Flotation, of solids from liquids, 322 
process of separation by, 311 
Flow of fluids, 40-49 

Bernoulli’s theorem for, 45-47 
contraction loss in, ; 
critical velocity of, 82 
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Flow of fluids, dimensional analysis 
applied to, 75-77 
enlargement loss in, 86-93 
in capillary tubes, 78-82 
losses in, due to enlargement and 
contraction, 86-93 
measurement of gases, 51-74 
by addition, of energy, 72 
of foreign material, 72 
by anemometer, 73 
by flowmeters, 68 
by gasometers, 71 
by mecbanical gas meters, 73 
by orifices, 56-68 
by Pitot tube, 52-56 
by receivers, 71 
by Thomas flowmeter, 72 
by Venturi meter, 68-76 
measurement of liquids, 51-74 
by mechanical meters, 7 1 
by orifices, 56-68 
by Pitot tube, 52-56 
by protameter, 74 
by use of tanks, 71 
by Venturi meter, 68-76 
by weir, 70, 574 
model experiments, 32-33 
nomenclature for, 97—98 
power, required in, 47 
Reynolds number, 60, 82, 94, 96 
through pipes and conduits, 74-75 
critical velocity in, 82 
friction factors for, 78 
in streamline motion, 78, 82 
in turbulent motion, 78—86 
Flow of heat, 190—172 

by conduction, 1CX)-106, 164 
throxigh fluids, 131 
through furnace w'alls, 100-106, 
187-188 

through homogeneous solids, 
101-104 

by convection, 106-145 

through condensing vapors, 133 
through gases, 109-115, 132— 
133 

through liquids, 109-115, 123— 
132 


Flow of heat, by radiation, 145-166' 
counterflow of fluids, 118-121 
cross flow, 124 

dimensional analysis applied to, 

109-111 

film coefficients for {me Films, 
coefficient of heat transfer) 
film concept for, 109 
in air heaters, 112 
in condensers, 133^140 
in dehumidiflers, 604-606 
in evai>oratoi:B, 140—142, 379-^2 
in falling films, 113-114 
in heat exchangers, 112 
in humidifiers, 602-604, 607 
in preheaters, 112 
in spray coolers, W2-604, 607 
in superheaters, 112 
in surface coolers, 112 
in water coolers, 665, 607 
inside tube®, 10^113 
logarithmic mean temperature dif- 
ference, 118-121 
mechanism of, 100 
nomenclature for, 143, 165 
outside tubes, 112, 114 
overall coefficients for, 1 15, 607- 
608 

parallel flow of fluids, 1 18-121 
jKDtential concept, 104 
resistance concept in, 104 
resistances, in series, 105 
in parallel, 160 
reversed flow, 121-124 
thermal conductivities in (tables), 
694-697 

vs. diffusion, 60S 
{tSee aim Heat) 

Flowmeters, 68 

Fluegas, analysis of, 21-22, 26 
errors in, 205—207 
heat lost in, 194, 204, 207, 219- 
223 

recirculation of, 189, 200 
Fluids, -dynamics, problems of, 40 
film eoeffieieiit s of heat transfer for 
{see Film coeffieients of heat 
transfer) 
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Fluids, filnosjcliarmcteristicsof, 34-39 
€3cfeteiic5e of, 34 
flow of (see Plow of fluids) 
fawwd 48 

laesfiureiaeBt of (see Flow of 
fluids) 

<»nduetivity of, 694-697 
Fc«m forimation, 385, 402 
Faimtilm (see Equation) 

Frmctioiial condensation, distillation 
(®ee Distillation) 

Frmneis equation for sharp-crested 
weirs, 71 

ppee crushing m, choke feeding, 259 
Free energy, of evaporation, 387, 
422 

of separation of binary mixtures, 
576 

Free settling, separation by, 296- 
319 

Freundlicb equation, 437-438 
Friction, charts, 78, 96, 298 
loas in pipe lines, 78-86, 89—95 
across tube banks, 96-97 
in other shapes, 93-96 
in packed towers, 95-96 
Frothing, in evaporators, 385, 402 
Frue-vanner, 307 
Fuels, 168-169 

composition of, 168 
gaseous, 201 
liquid, 199 
low grade, 193 
natural, 168 
-oil, 26-27, 168, 201 
powdered, 201 
primary, 168 
Fuel bed, 190 
reactions in, 178-181 
Fuller-Ijehigh mill, 281, 302 
Fume, recover^’ of, 315 
Furnaces, 187-223 
calculations, 217-223 
coking in, 189 
firing of, 189-190, 199-201 
gas-tired, 201-204 
muffle, 194-195 
open hearth, 216 


Furnaces, reverberatory, 196 
smoke formation in, 189 
temperature control in, 194-199, 
204 

types of, 188 
using solid fuel, 188 
(See aha Kilns) 


Galena, separation from quartz, 302— 
307 

Gases, absorption of (see -Absorp- 
tion) 

adsorption of (see Adsorption) 
analysis, 204-207 
errors in, 205-207 
cleaning (see Separation) 
constant, 8 

effect upon heat radiation, 164 
film, influence, of on heat flow, 
132-133 

on absorption,. 442-456 
flow of (see Flow of fluids) 
laws, in English units, 5 
in metric units, 5 
in ratio form, 5 
limitations of, 7 
measurement of, 71-73 
meters, mechanical, 71-73 
Thomas, 72 

molal heat capacity of, 9, 10 
natural, 168 

perfect, equations for (see Gas 
law^s) 

producers, 224-260 
ash removal from, 231 
calculations for, 235-250 
capacity of, 225, 235, 243-250 
Chapman, 233-234 
containers, 229 
efficiency of, 226 
fuel, supply of, 229-230 
gas production in (see Gas pro- 
ducers, capacity of) 

Hughes, 234 
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Gas, producers, Morgan, 232-233 
reactions in, 181-185, 224, 226- 
250 

reaction rates in, 184-135, 238- 
250 

removal of, dust and tar from, 
232 

gas from, 232; 

Smith, 233 

steam consumption in, 237-250 
supply of air and steam to, 230 
tests on, 235-250 
reactions in combustion, 175, 181, 
185-186, 192-193 
scrubbers, 425, 462, 548-551 
equations for size of, 428-456, 
472-612 

viscosity of, 687 

washing of, deformation of bub- 
bles necessary, 314 
Gas washers, (see Absorption; 
Towers) 

Gaseous fuels, 201 
Gasometers, 71 

Gates gyratory crusher, 264—265 
Gauge, 47—50 
Bourdon, 47, 51 
necessity for calibration of, 49 
differential, 47 
draft, 50 
inclined, 50 
multiplying, 50 
pressure,' 49 
U-tuhe, 50 

Gilchrist concentration system, 375 
Globe valves, equivalent frictional 
length of, 86 
Glover tower, 375 
Glycerin, distillation of, 540 
Graham's law of diffusion, 317 
Grainers, evaporation in, 377 
Gram, atom, 2-3 
calorie, 7 
mol (def.), 2-3 
molecular-volurne, 4 
Grate, grates, chain, 188-190 
hand-fired, 199 
inclined, 188-190 


Gravity, acceleration of, 29 
stamps, 272 
Griffin mill, 284 
Grinders, 251,272-285 
bail mills, 273-278 
burstone, 284 

centrifugal roll mills, 280-^4 
Chilean mill, 2T2 
gravity stamps, 272 
tube mills, 278-279 
Grinding, 251-288 

(See also CnisJber; CruAii^and 
grinding) 
ai ds , 260 
Griiszly, 291 

Gyratory crusher, 264-^5 
Gyro-Sifter, 295 

H 

Hammer-bar mill, 268 
Hardinge, conical ball mill, 274-275 
tube mill, 278 
Hardness, scale of, 266 
Head, fluid (def.)» 16 

gravity {me Head, potential) 
impact (see Head, velocity) 
potential (def.)) 
pr^ure (def.), 48 
static (def-), 48 
velocity (def,), 49 
Heat, balance, 17 

in rectification, 556-557 
on a multiple effect evaporator, 
418-422 

on a preheating furnace, 219— 
222 

on a rotary drier, 61^—666 
capacity, of gases, 8-10 
of liquids, 1 1 
of solids, 11-12 

conductivity, coefficient of, 101, 
694-697 

effects, in absorption, 491 
flow of (6'et' Flow of heat ) 
insulation, conductivity of, 694- 
697 
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Heat^ interchang^r, 121-123, 129-130 
latent (see Heat of vaporization) 
lo^«, from covered pipe, 160-162 
from bare pipe, 159-162 
of combustion, 173 
of reaction, 173 
of vaporimtion, 12-15 
'estimation of, 13-15 
recovery, counterflow system of, 
121-123, 129-130, 208, 663- 
6 ^ 

in dmMlation, 653 
in furnaces, 207-223 
recuperative system of, 214 
regenerative system of, 215-219 
recuperation of, in drying, 636 
specific (see Heat capacity) 
cx>nductivity, 694r^97 
transfer of (see Mow of heat) 
transmission (see Flow of heat) 
units, 7 

gas constant expressed in, 8 
waste, recovery of, 207, 553, 663 
(<8ee also Flow of heat) 

Heating coils used with stills, 516 
elements for evaporator bodies, 
385, 393-399 

surface (see Flow of heat) 
value of fuels, 1 69 
value of producer gas, 228 
Heelboard, drier for, 627 
Height equivalent to theoretical 
plate (H.E.T.P.), 489 
Height of transfer unit (H.T.U.), 490 
Helium recovery from natural gas, 
318 

Henry's law, 433, 435, 451, 476, 485, 
515, 520 

Hildebrand’s rule (function), 13 
Hindered settling, 304 
Hoffman ring furnace, 209-213 
Howard dust collector, 314 
Huff electrostatic separator, 312 
Hu mid heat (def.), 578 
Humid volume (def.), 578 
Huiuidificatioii, equations for, 601- 
604 


Humidifiers, 595—612 
coefficients for, 607-668 
design of, 601—604, 608—609 
equations for, 601-604 
nomenclature for, 600 
types of 596—597 
Humidity (def.), 577 
automatic control of, 637 
chart for air, 579, 588 
construction of, 578-579 
for high temperatures, 588 
use of, 582-590 

derivation of equations for, 590- 
592 

determination of, 582 
nomenclature, 592 
percentage, 577 
relative, 577 
units, 577 

Huntington mill, 284 
Hydraulic, classification, 307—310 
jig, 305-307 
press, 339 
radius (def.), 94 

of annular space, 95 
of circular pipe, 94 
separation, 307-310 
Hydraulics (see Flow of fluids) 
Hydrocarbons, absorption by min- 
eral oil, 425, 434, 462, 478, 
496, 508 

adsorption of, by charcoal, 425, 
439, 463, 469, 508 

Hydrochloric acid, absorption of, 
454 

Hydroextractor, 336—337 
Hydrogen, free (del), 169 
net (def.), 169 

calculation of, 206 
Hydrometers, use of, in distillation, 
551 

Hydrostatic head, effect of, in dis- 
tillation, 543-551 
in evaporation, 400-401, 411 
Hygrometers, 583-586 
errors in, 584 

technique of, 585 
(See also Humidity) 
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Illuminating gas, measurement of, 
70, 71, 73 

Immiscible liquids, distillation of, 
522-524, 537 
Impact, crushing by, 258 
in ball mills, 273-278 
in disintegrators, 267 
in stamps, 272 
in tube mills, 278-270 
head, 49 
screen, 294 

Impeded settling, 396, 319-320 
Industrial stoicbiometry, 1—33 
Insulating materials, 69dr-697 
Insulation of pipes, 160 

heat loss, decreased by, 161-162 
increased by, 162 
most economical thickness of, 161 
Intermittent driers, 621—626, 667- 
681 

design of, 661, 667—631 
Intermittent distillation of binary 
mixtures, equation for, 532 
Intermittent evaporators, 399-493 
Intermittent operation of stills, 552 
Intermittent vs. continuous opera- 
tion, 16, 621 

Internal combustion engines, effi- 
ciency of, 170 
load, fluctuation of, 172 
vs. steam engines, 172 
Iron pipe [see Pipe, steel) 


Jacketed e^^aporators and stills, 
enameled, 382 
oil-heated, 37S 
steam-heated, 382 
substitution of copper for cast- 
iron or steel in, 379 
used for sublimation, 543 
Jaw crushers, 260—264 
Blake, 261-262 
Dodge, 263 
roll, 264 


Jeffrey hammer-bar mill, M7-MS 
Jet condenser, 3^-334 
Jig, 305-307 
hydraulic, i 

K 

Kelly filter prew, 331-332 
Kestner evaporator, 3'^ 

Kettles and pans for evapoimtion, 
382 

Kick’s law, 254 

Ki^^elguhr, use of, as jSlter aid, 
324, 347-348 
Kilns, 187-223 
Dietssch, 208-209 
Boherty-Mdred, 19S 
Dressier, 213-214 
for drying of lumber, 624-6^ 
rotary, 211-213 
TTiemann, 624-626 
tunnel, 213-215 
(See als^ Furnaces) 

Kinematic viscosity, 688 
Kopp, law of, 1 1-1 2 


Lactic acid, concentration of, 376 
Latent heat of vaporixation, 12— 
15 

Law (see name of) 

Leaching (see Lixiviation) 

Leaf filters, 339-333 
Kelly press, 331-332 
Moore, 332 
Sweetland, 333-334 
Leather board {sir Heelboard) 

Le Chatelier, principle of, 173 
Lillie evaporator, 395 
Liquefaction of gases, 424 
Liquids, Imiling points of Boiling 
point ) 

cooling of, 109-133 
distillation of isee Distillation) 
drying of, 524, 614-615 
ev’'aporatioii of (.sre Evaporation) 
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Liquid, film {me name of process) 
flow of (see Flow of fluids ) 
flow of heat through (see Flow of 
h»i) 

fuels, firing of, 201 
float cajmcitiOT of, 1 1 
fl«at flow through (see Flow of 
heat) 

heating of, 109-133 
measurement of (see Flow of 
* fluids) 

mechanical separation of, 315-316 
thermal conductivities of, 697 
-vapor cx)mposition curves, 524- 
530 

vapor pressures of (see Vapor 
pressure) 

viscosity of, 687-690 
in evaporation, 380-381 
lixiviation, apparatus, 470-472 
channeling in, 466 
charging in, 466, 471 
conveyors in, 472 
Dorr classifier, 310, 472 
Dorr thickener, 320-321 
equilibria, 436-440, 457 
grain size, 471 
mechanism, 457 
process, 458 
rate of, 456-4^58 
sedimentation in, 472 
Shank ^s system, 470 
sliming in, 471 
stepwise countercurrent, 470 
{See aho Adsorption filtration) 
Loads, on boilers, 172 

internal combustion engines, 172 
steam engines, 172 
Ix)ft driers, 623 

Tx)garithmic mean in absorption, 
485-486 

Ivogarithiiiie mean area, 102-104 
Ixigarithniic mean temperature dif- 
ference, 1 19 

derivation of equation for, 1 19 
IvOgarithinie scale, use of, 15 
Ijong flame combustion, 195— 196 
Loss of pressure {see Plow of fluids) 


Lubricating oils, viscosity of, 687- 
690 

Lumber, drying of, 624-626 
M 

Machinery {see name of process) 
Magnesia, most economical thick- 
ness of, for pipe covering, 161 
Magnetic separation of solids, 312 
Manometers, 49-51 
Mass velocity (def.), 41, 94, 110, 
114 

Material balance, use of, 17-20 
Maximum boiling point, mixtures 
with, 529 

Mean, arithmetic, 102—104 
area of heating surface, 104 
logarithmic, 102—104 
logarithmic, in absorption, 485- 
486 

temperature difference, 118-120 
Mechanical meters, 71-74 
Mechanical separation, 289-322 
of gases from gases, 317-318 
of liquids from gases, 316-317 
of liquids, from liquids, 315- 
316 

of solids, from gases, 313-31-5 
from liquids, 318—322 
from solids, 289-313 
vrork in evaporation, 392 

{See also Extraction; Filtra- 
tion; Separation) 

Mechanism {see name of process) 
Membranes {see Permeable mem- 
branes) 

Metals, heat capacities of, 11-12 
thermal conductivities of, 694 
Meters for gases, 71—73 
for liquids, 52—71, 73 
integrating, 73 
mechanical, for gases, 71—73 
Thomas flow-, 72 
Venturi-, 68-70 
water, 52-71 , 74 

{See also Flow of fluids) 
Methods of calculation, 23-25 



Metric i;s. English units, 1 
Meyer Impact Pulverizer, 286 
Micronizer, 285 
Mikra-Pulverizer, 284 
Mineral oils, critical velocity of, in 
pipes, 82-84 

thermal conductivity of, 697 
viscosity of, 687-690 
Minimum boiling point, mixtures 
with, 529 

Mi^ibility, limits of, 522-524 
effect on vapor pressure, 522-524 
Miscible liquids, distillation of, 
524-576 

Mixtures of gases and vapors, den- 
sity of, 4 

explosive limits of, 185 
humidity of, 557-579 
Models, experiments on, 31-33 
Moisture, effect of, on cnushing, 257 
equilibrium (def.), 620, 642 
free, 642 
in air, 557-593 
calculation of, 579 
charts for, 679, 588 
determination of, 582—589 
total, 642 
Mol (def.), 2-3 
per cent of gases, 3 
Molal heat capacities, 8-12 
heat of vaporization, 12—15 
unit (def.)t 2-3 
utility of, 2-8 
volume, 4 

Molecular diffusion in. gases, 443— 
447 

Molecular velocity, 370 
Molecular weight, 4 
of air, 4 

Moore leaf filter, 332 
Motion, Bernoulli’s theorem for 
fluids, 46 

eddy (see Motion, turbulent) 
sinuous (see Motion, turbulent) 
steady, 75 

straight line {see Motion, viscous), 
streamline (see Motion, viscous), 
turbulent, 79, 429, 447 
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Motion, turbulent, friction factors 

for, 78 

viscous, 79, 429, 447 
Muflae fum.acm, 1^-195 
Multicomponent distillatbii, 571- 
575 

absorption, 495 

Multiple-effect evaporation (del), 

388 

apparatus for, 388, 3^3—399 
boiling point raising in, 411-415 
characteristics of, 4C0-41 1 
effect of feed temperature on 
steam constmaption in, 419 
equations for design of, 418 
heat balance in, 418 
illustrative problems in, 469, 416- 
417, 419-4M 

number of effects for, 4<®-4W 
principles of, 388-^3 
self-evaporation in, 419 
steam economy in, 390-392, 4CB. 
(8e€ also Evaporation; Evap- 
orators) 

Multiple use of steam through me- 
chanical work, 392 

N 

NapierV equation for steam floir 
through an orifice, 68 
Nip, angle of, 270 
Nitric acid, concentration of, 550 
Nitrogen, as basis in flue gas calcu- 
lations, 26, 238 
content, of air, 4 
of coal, 169 

of j)rodiicer gas, 182, 236 
Nomenclature table, for absorption, 
512 

dehuTiiidification, 600 
drying, 682 
evaporation, 417 
filtration, 364 
flow, of fluids, 07 
of heal, 143, 165 
humidification, 600 
humidity and wet-and-dry bulb 
thermometry, 592 
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Nomenclature table, rectification, 
555 

water cooling, 600 
Normal temi>erature and pressure, 4 


Oils, al)«)rptioii of hydrocarbons 
by* 425, 434, 462, 478, 496, 508 
combustion of, 26-27, 185 
wudensation of, 134, 551 
cooling of, 120-130 
critical velocity of, in pipes, 82—83 
distillation of, 524-532 
film coefficient of heat transfer of 
{me Film) 

flow of, in pipes, 77-86 
fuel, 

comhnstion of, 26-27, 185 
fusel, 531 

beat intercbanger for, design of, 
120-136 

heating of, 120-130 
light, 496-499 

separation of, from water by cen- 
trifugal force, 316 
cbarcoal, in benzene recov-ery, 
507-508 

viscosity of, 687-690 
{See aUo Petroleum) 

Oliver rotary filter, 334-335 
Open-hearth furnace, 216 
Optimum velocity in heat ex- 
changers, 142-143 
Ores, crushing of, 251—273 
grinding of, 273-287 
sampling of, 20 

separation of mineral from gangne, 
302-313 

(See also Separation) 

Orifices, chambers for, 60-63 

derivations of equations for, 58—68 
discharge coefficients for, 60-63 
flow of air through, 65-68 
of gas through, 65-68 
of oil through, 57-65 
of steam through, 68 
of water through, 57-65 


Orifices, head lost in, 63—64 
high pressure, 66 
in thick plate, 57 
in thin plate, 57 
low pressure, drop, 65 
rounded, 57 
sharp-edged, 57 
types of, 57 

vs, Venturi meter, 63—64 
Orsat analysis, 204-207 
effect of water vapor in, 22, 2p5 
errors in, 205-2D7 
Ovens, by product coke-, 199 
drying, 624 
Dutch, 191, 193 
{See also Furnaces) 

Overall coefficient of heat transfer 
(del), 115 

vs. film coefficients, 115-117 
{See also Flow of heat) 

Overflow (in rectification), 553-575 
equations for, constant molal, 
553-569 

unequal molal, 569-570 
minimum, 564-566 
pipes for, 648 

Overload capacity of steam vs. 

internal-combustion engine, 172 
Oxyacetylene flame, combustion in, 
174 

Oxygen, absorption of, by water, 
433, 453 

excess of, in flue gases, 26 
in blast furnaces, 219 
solubility of, in water, 433 


Pans, evaporating, 382 
strike, 397, 400 
vacuum, 382, 400 

{See also Evaporation) 

Paper, drying of, 623, 628 
Parallel plates, critical velocity of 
flow between, 93-94 
flow of fluids between, 94 
friction factors for, 78 
hydraulic radius of, 94 
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Partial condensation (def.), 518 
differential, 533~6S4 
equations for, 534 
errors in vapor analysis due to, 527 
objects of, 518, 551 
simple (equilibrium), 533-534 
Partial condensers, 551 

(^See also Partial condensation) 
Partial pressure, 27, 367 
gradient in a fluid film, 37-38, 445 
in binary liquid mixtures, 519—524 
{See also Vapor pressure) 
rate of drying controlled by, 619 
Partly miscible liquids, distillation 
of, 522-524, 537 

mechanical separation of, 315—316 
Peak loads, 172, 201, 410 
Percolation filtmtion {see Adsorp- 
tion filtration) 

Permanent diatomic gases, molal 
heat capacities of, 9, 10 
Permeable membranes, diffusion of 
gases through, 317 
filtration through, 324-338 
granular, 324 
rigid, 333 
woven, 325 

Petroleum, condenser for, 551 

critical velocity of, in pipes, 82-83 
distillation of, 524—532 
heat of vaporization of, 12-15 
heat transmission, condensing, 134 
cooling, 120-130 
warming, 120-130 
pumping of, 77-86 
viscosity of, 687—690 
{See also Oil) 

Phenol-vTater, equilibrium data for, 
522 

Physical units, system of, 27 
Piezometer ring, 49 
Pipes, bends, equivalent frictional 
length of, 85-86 

carrying capacity {see Flow of 
duids) 

copper, heat transfer through, 379 
covering, flow of heat through, 
161-162 


Pipe, critical velocity of fluids in, 
82-83 

fittings, equivalent frictional 

lengths of, 85-86 
flow of fluids through {see Flow of 
fluids) 

friction factors for, 78 
heat transmimion through (#ee 
Flow of heat) 

loss of head in {me Flow of fluMi) 
steel, actual m. nominal diaiaetew, 
692 

thermal conductivities of, €94 
valves, equivaimt frictkmal 
length of, 86 
weight of, 693 

wrought-iron, diameters, 692 
Pitot tube, 52-56 

construction of, 52-53 
equation for, 52 
for measuring gas«, 55 
for measuring oil, 52—55 
for measuring water, 52-56 
use of, 53-55 
Plates, bubbling, 548-549 
columns, 548-561 
capacity of, 573-575 
design of, 553-576 
vapor velocity in, 573-575 
efficiency in rei^tification, 566 
filter-press, 327-330 
flush, 327 
recessed, 327-330 
perforated, 546 
Plots {see Charts) 

Poise, 688 
Poiseuille’s law, 8 1 
Porion evaporator, 374 
Porter’' s method for interpolation of 
curv’-es v’iscosity vs, temperature, 
688 

Potential head (def.l, 104 
concept of flow of heat, 104 
application of, 105 
Pound atom, 3 
calorie, 7 

centigrade unit (P.C.U.)i 7" 
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Pound, mol, 3, 4 
molecular volume, 4 
Power, 163-172 
cost of, 171 
^riiecfiniCal, 171 
generation of, 170 
mechanical, 170 
imdm©ss to serve, 171 
Powdered coal, 190-201, 211-213 
Preheaters (see Flow of heat) 
Prehesating air for furnaces, 215-219 
Preli6»ting furnace, heat balance on, 
219-223 

PTe«, jfilter (se« Filter press) 
Prefigure, absolute, 6 
barometric, 6 
decomposition, 681 
drop, relation to rate of flow, 51 
fluid, 4S 
gauges, 49 
head (<ief.)» 48 
impact, 49 

partial (see Partial pressure) 
saturation, 367 
static; 48 
taps, 62 

vapor (see Vapor pressure) 
velocity, 49 

(See alec Plow of fluids) 

Proctor drier, 627 
Proctor and Schwartz drier, 628 
Producer gas, 181-185 
heating value of, 228 
(See also Gas producers) 
Pseudo-azeotrope, 529 
Psychrometers, 583 
chart for, 570-588 
equations for, 586-687, 590 
sling, 585, 
use of, 585 

Psychrometry, technique of, 585 
errors in, 586 
Pulverizers, 273-285 
luill mills, 273-278 
centrifugal, roll mills, 280 
Burr mills, 284 
Fuller-ljehigh mill, 281 
Rayinoud mill, 281-283 


Piilveriz€?rs, centrifugal, Sturtevant 
ring-roll mill, 280 
tube mills, 278-281 
Pumping, power required for, 45, 47, 
84, 91-93 

Pumps, choice of, for filter presses, 
340 

in evaporation, 383-384, 403 
Pyrometers, errors of, due to radia- 
tion, 163 

thermoelectric, for skin tempera- 
tures, 659 

Q 

Quadruple-effect evaporator, 409 
calculations for, 419—422 

It 

Radiation of heat (def.), 145 
black body (def.), 146 
black body coefficients (table), 149 
constants, 149 
effect of gas upon, 164 
errors in pyrometry, 163 
general equation for, 150-1 53 
in furnaces and kilns, 153-159, 
191, 196,203, 212 
net, equation for, 153-159 
simplified equations for, 159—160 
Stefan-Boltzmann, law of, 149 
Radius, mean hydraulic (see Hy- 
draulic radius) 

Rankine temperature unit, 5 
Raoult's law, 412, 434, 476, 515, 
619-520, 521, 527, 533 
Rapid circulation evaporator, 398 
Rate, of combustion reactions, 175- 
177, 180-181, 183-185 
of flow of fluids (see Flow of 
fluids) 

of heat transfer (see Flow of heat) 
Ratio, of mean to maximum velocity 
in circular pipes, 54—55 
of specific heat of gases at con- 
stant pressure and at con- 
stant volume (table), 694 
Rayleigh equation, 532-533 
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Raymond mill, 281-283 
Raymond Bopaxator, 283 
Reactions, velocities of gas-, 175- 
177, ISO-181, 183-1S5 
Recorders, for gas analysis, 205 
Recovery of waste keat from fur- 
naces, 207—219 
Rectification (def.), 547-548 
calculations for, 553-576 
columns for, 643-551 

{See clso Rectifying columns) 
equations for, 556, 561, 563, 569- 
570 

intersection of operating lines, 563 
minimutm overfiow in, 564-565, 
567 

of multicompK>nent mixtures, 571- 
576 

plate efficiency in, 566 
principles of, 545-547 
under pressure, 629 
under vacuum, 551 
vajKjr velocity in, 673-575 
{See <xlso Distillation) 
Rectifying columns, 548-551 
admission of feed to, 562 
capacity of, 573—575 
underpressure, 573-574 
design of, 553—576 
feed-plate location, 562 
packed, 489, 490, 553-576 
plate, 548-549 

bubbling, 548—549 
perforated, 546 
tower, 550 

distribution of reflux in, 550- 
551 

use of, under vacuum, 551 
vapor velocity in, 573-575 
{See clso Rectification) 
Recuperative system of heat recov- 
ery, 214 

Reflux, distribution of, 550 
in rectifying columns, 550-551 
pipes for, 548 

vs. number of plates, 564-566, 
567-568 

{See also Overflow) 


Refrigeration, dr 3 ring by, 614 
in dehuniidifiers, 5^ 

Regain, 629, 642 
of textiles, 620 

{Sem edso' Equilibrium water) 
Regenerative system of hmt recov- 
ery, 215-219 
construction of, 216-217 
design of ckeekorwork for, 217- 
219 

in the iron-blast furnace, 216 
in the open-hearth fumaee, 216 
Relative volatility (del), 521 
Repose, angle of, 291 -2W 
Ressistance to flow, concept, in 
absorption, 447 
in filtration, 343 
in hmt transfer, 109 
press-, 343 

{See cUbc Flour of fiuids; Fkwr erf 
heat) 

Retorts, 193, 195, 199 
Reverbemtory furnaces, 196 
Revolving screens, 292 
Revolving filters, 334-335 
Reynolds number, 66-97, 112—136, 
297-300, 504, 697 
Ricks, 374 
Riffles, 397 

Ring furnace, 209-213 
Rittinger’s law, 254 
Rock, breakers, 260 
crushers, 261—273 
screening of, 289-296 
Rolls, crushing, 268-271 
Fuller-Lehigh, 281 
jaw'-c rusher, 264 
mills, 289-284 
pan, *272 

Raymond, 281-283 
Sturtevant ring, 280 
Rotameter, 74 
Rotary, (‘riislu^rs, 264 
driers, 630—634 

oak'iilations for, 662-666 
counterflow, 631 
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Rotary, driers, design of, 662-666 
paraEel flo'w, 631 
reversed current, 632 
Ruggl^Coles, 632 
filters, 334—335 

funmee for evaporating waste 
liquor, 375 

kiln, 199—200, 211—213 
ore cooler, 663-666 
screens, 292 
Eotating (see Botary) 

Rotex vibrating screen, 295 
Ruggles-Coles drier, 632 

S 

Safety, factor of (see Factor of 
saiety) 

Salt catch, 399 
Salt evaporators, 398 
Salt grainers, 377 

Salt solutions, concentration of, 374— 
375, 377 

Salting-out evaporator, 399 
Salts, applied to distillation, 575 
boiling-point raising, due to dis- 
solved, 391, 411 

vapor-pressure lowering, due to 
dissolved, 367—368, 575 
Sampling, 20-21 

Sand, drying of, 630-634, 662- 
666 

Saturated vapor, properties of (see 
Heat of vaporization; Heat 
capacity; Vapor pressure) 

volume of air (def.), 578-580 
Saturation pressure, 367 
Scale, effect of, on heat transmission, 
138, 415-416 

removal of, from evaporators, 
397-398 
S<*alper, 293 

Screening, separation by, 289-296 
Scretuis, grizzly, 291 
rntating, 292 
standard, 290 
vibrating, 293-295 


Screw press, 339, 616 
feed, to grinders, 281 
Scrubbers (see Towers) 

Secondary combustion, 180-181, 
192-199 

Sedimentation, of mixed precipitates 
during filtration, 347 
separation by, 318—322 
Selective absorption, 318, 424-513, 
615 

Selective adsorption, 318, 424-513, 
615 

Selective condensation, 318 
Selective diffusion, 317 
Selective vaporization, 318 
Semicontinuous operation, 15 
Sensible heat content of gases, 8-11 
Sensitive materials, distillation of, 
538-540, 551 

drying of, 613—614, 623, 629, 635, 
666-681 

evaporation of, 376, 382, 399, 460 
sublimation of, 543 
Separation, 289-322 

of gases from, gases, 317—318, 424- 
513 

by absorption, 318, 424-513, 
613 

by adsorption, 318, 424-513 
by chemical means, 615 
by dehumidification, 597-598 
by diffusion, 317 
by fractional condensation, 318 
by liquefaction and rectifica- 
tion, 424 

of liquids from, gases, 316—317 
by chemical means, 317, 615 
of liquids from liquids, 315-316, 
426, 465 

by centrifugal force, 316 
by decantation, 315, 426 
by distillation {see Distillation) 
of solids from gases, 313-315 
by centrifugal force, 314 
by electrical precipitation, 315 
by impact oil water, 314 
in bag filters, 3 14 
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Separation, of solids from, liquids, 
SI 8-322 

{See also Drying; Evapora- 
tion; Piltration) 
by sedimentation, 318—322 
of solids from solids, 289—313 
by flotation, 310, 322 
by screening, 289—296 
by settling, 296-302 
by sublimation, 543 
due to difference in si>ecific 
gravity, 302-307 
dne to ma^etism, 312 
electrostatic, 312 
principles of, 289 

Separators, in evapiorators, 386, 394r- 
399 

Raymond, 283 

Series flow, in heat transmission, 
104, 116 

Settling chambers, 313 
Settling free, 296-304, 319 
Settling hindered, 304 
Settling separation by, 296-310, 313, 
315, 318-322 

Shear, grinding by, 254, 259, 272, 
280, 284 

Sieves and screens, 289—295 
grizzly, 291 
rotating, 292 
Tyler, standard, 290 
vibrating, 293—295 
Silical gel, 438 

Simple distillation (def.)> 516 
equation for, 532-534 
Single-effect evaporators, 399-403 
continuous, operation of, 401-403 
intermittent, 399 

Sinuous motion {see Turbulent mo- 
tion) 

Sling psychrometer, 585 
Slip, angle of, 293 
Smoke, prevention of, 177, 189 
production of, 177, 189 
Sodium hydroxide solution, boiling 
points of, 414 
Solar evaporation, 374 


Solids, heat capacity of, 11—12 
separation of {$ee Separation) 
thermal conductivity of, 695—696 
Soot, in flue gas, formation of, 177 
Sorei, 553 

Specific gravity, separation due to 
difference in, SK)2 
temporary change of, in 
310 

Specific heats, 8-12 
Specific volume, of dry air, 579, 
of gases, 4-5 

(See aim Heat capaotiM) 
Spitakasten, 309 
Spray driers, 634-635 
evaporators, 212, 375, 635 
to-wers, 503 

Stacks, as latent heat, 222 
as potential heat, 222 
as sensible heat, 195, 204, 207, 222 
due to unburned gaa^, 195, 222 
heat loss from, 222—223 
Stamp mill, 272 
Standard conditions, 4 
Standard sieves, 290 
Static pressure, 48 ^ 

Steam, condensation, 133-140 
dropwise, 138 
effect of air on, 139 
film, 133 

distillation, 472-505, 537-544 
calculations for, 472—505, 540- 
542 

in vacuum, 539 
of aniline, 539 
of glycerin, 540 
of stearic acid, 540—542 
principles of, 537-544 
superheated steam, use of, in, 
540 

driers heated by, 623-630, 634, 640 
design of, 659 
drum, 629 
loft, 623 
rotary, 633 
tray, 623-624 

economy in distillation, 539, 568, 
574 
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St^m, economy in drying, 621, B30, 
637 

in emporation, 390, 391, 403- 
411, 422 

films (condenaed), effwt of air on, 
1S9 

best iranafer through, 133-140 
heal capacity of, 9—10 
latent heat of, 579, 588 
pipes, heat loss from, 160-162 
lag^ng for, 160-162 
power, 171 

electrical and water, 170—171 
separators, 386—387 
thermal conductivity of, 696 
Steaxie aeid, distillation of, 540-542 
Steel pipe (me Pii>e, steel) 
Stefan-Boltamann law (radiation), 
149 

Stills, 537-553 

for simple distillation, 516 
stripping, 538 

{Seecdm Distillation; Rectifica- 
tion) 

Btoichiometry, 1—33 
Stokers, mechanical, 189—191 
Stoves, \)last furnace, 216-219 
Streamline :tow (def.)j 79 
average velocity in, 80 
equation for, 81 
vs. turbulent flow, 79 
Stripping of liquids, apparatus for, 
462-465, 500-501, 547-551 
equations for, 472—505 
lutechanism of, 442-456 
process of, 426 
rate of, 429, 442-456 

{See also Steam distillation; 
Towers) 

Stripp:)iiig of solids, apparatus for, 
469-470 

lut'rhaiiism of, 456-458 
process of, 427—428 
r;tfc of, 506-512 

{See also Adsorption) 
Sturtevniit, ring roll mill, 280 
rotary crusher, 271 
urtevant crushing rolls, 267 
iblimatioD, 543 


wSugar, crystallisation of, 391—401 
evaiioratioii of solutions of, 397- 
401 

Sulfate liquor concentrating, 375 
incinerating, 375, 634 
Sulfur gases, absorption of, 428, 500, 
503 

adsori^tion of, 438 
Sulfuric acid, concentration of, 377 
removal of water vapor by, 441, 
474-484 

Superheated steam, distillation wuth, 
540 

vapor, drying hy, 635 
Surface, increase of, due to crushing, 
253-255 

Surface combustion, 176, 185-186 
furnace, 203 

Surface condensers, 383—384 
calculations for, 133-140 
disadvantages of, in sublimation, 
543-544 

Surface evaporation {see Drying by 
air) 

Sweetland filter press, 333, 334 
Swenson evaporator, 394, 397 
Swinging screens, 295 
Symbols, meaning of (see Nomen- 
clature) 

Symons cone crusher, 266 
Symons disk crusher, 267 

Table, Wilfley, 307 

humidity-temperature equilibria 
of N'a2HPa4.12H20, 681 
of equivalent frictional lengths, 86 
of pipe diameters and weights, 
692, 693 

ratio of specific heats of gases, at 
constant pressure and con- 
stant volume, 694 
thermal coiidiielivity, coefficients 
of, 694-697 

Tanks, decantation, 315—316 
for separating liquids, 315-316 
settling, 315, 318-322 
Tar, removal of, from producer gas 
232 
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Tar, removal of, from pyroligneous 
acid, 325 

Tees, equivalent frictional lengths 
of, 86 

Temperature, absolute (def.), 5 
automatic control of, in drying, 
636-637 

control of, in furnaces, 195-199, 
204 

difference, arithmetic mean, 120 
logarithmic mean, 118-129, 121, 
122 

effect of, on coefficient of heat 
transfer, 106-108, 111, 117, 
119, 126, 141, 380-381 
on diffusion of matter, 379, 430— 
431, 446, 455, 502, 653 
on equilibrium constants of gas 
reactions, 173—175 
on gas-producer capacity, 227— 
250 

on rate of heat trsuisfer, 196— 
142, 694-697 

on vapor presssure, 14, 15 
on vapor-liquid composition dia- 
grams, 522, 526—530 
on viscosity, 688 
units, centigrade, 7 
Fahrenheit absolute, 5 
Kelvin, 8, 9 
Kankine, 5 

Terminal conditions in evaporation, 
391, 408 

Tests data, choice of, 19—21 
period, duration of, 18-29 
Thermal conductivity (def.), 101 
conversion factors for, 27—33 
of gases (table), 696 
of heating surface, effect of, on 
evaporation, 379 
of liquids (table), 697 
of solids (table), 695 
variation of, with temperature, 695 
Thermometer errors due to radia- 
tion, 163-164, 584-585 
wet-and-dry bulb, 582-592 
Thermostat, in drying, 637 
Thomas flowmeter, 72 
Throat taps, 56, 61-62 


Throttling, in condenror, 461 
Tiemann dry Min, 624, 62S 
Timber, drying of, 624, BW 
Towers, Barttett-Hayward, 463 
bubble-plata, 462, 648-549 
Ceoo-spray, 463 
centiifugalHspray, 463 
coke-pacfce<% 591 
cooling, 598—599 
Fels, 463 

fillings, 462, 661, 502, 556-551 
Glover, 376 
rectifying, 548-551 
slat-packed, 462, 500 
wetted-wall, ^>4-505 
Transfer coefficients, for diffi»aa, 
447 

overall, 451 
Transfer unit, 499 
Transmi^ion of heat (ai» Flow of 
heat) 

Tray driers, 624 
Trommels, 292 
Trouton^s rule, 14 

Tubes, arrangement of, in evapor- 
ators, 393r~399 
Sow of fluids in capillary, 89 
mills, 278 

(iSee oho Pipes) 

Tunnel driers, 626, 674—677 
kiln, 213-215 
Turbulent motion, 79 
friction factors for, 78 
Tyler standard screen, 290 

U 

Units, English metric, 2-8 
heat, 7-8 
viscosity, 98, 145 

Unsteady state conduction of heat, 
164 

U-tiibe, differential, 49—51 
gauge, 50 
multiplying, 50—51 

Y 

Vacuum, air removal from vacuum 
evaporators, 383, 384 
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Taciium, 538- 

540, 55%. 551 
drying, ®I5-®2S 

elteet oC, on boilmg temperature, 
888-390 

'eraporatioa, 3S3-333, ^3§9— M)0 
mmintenABce <#, 3S3, 408-409 
steitia distillatioa in, 538-540 
Valvm, equivalent frietional length, 
•of, 85-86 
redncii^, 401 
safety, 401 
’Vaamer, M)7 

"Vapor, vapors, oompositkm, 524-532 
c^eulatioii of, 519-528 
<i©t«mnatioii of, 527 
diagrams of, 510, 521, 522, 525; 
528, 529 

PS. liqiiidl composition (see 
VapoivcoQopositioii diagrams) 
oompressiom system, of evapora- 
tion, 892-398 

of, 35-39, 443-449 
rate of, -^2 
eaaricliment, 517-518 

{Sm also BectifikmtS^n) 
flow of (me Flow of fluids) 
pr^tire (def.), 360-368 

diagrams, 14, 519, 521, 522, 525, 
526 

estimation of, by IXihring's 
rule, 412-415 
-lowering, 368-369 
of liquids, 15 
relative, 412 

removal, from evaporators, 373, 
403 

superheated, drying by, 635 
velocity in distillation, 573—575 
in humidifiers, 598 
water (see Steam) 

(See also Gas) 

Vaporization, 

drying by, 616-681 
equili})riuiii temperature of (see 
Boiling point; Wet-bulb tem- 
perature) 

factors controlling, 370—372 


Vaporization, latent heat of, 369-370 
estimation of, 12—15, 415 
mechanism of, 366-370 
processes, basic principles of, 365- 
372 

terminology of, 365-356 
rate of, 370-372 

Velocity, allowable in paclced towers, 
492 

average, in straight line flow, 80 
in turbulent flow, 54-55, 82 
maximum velocity in circular 
pipes, 54-55 

distribution, 34-37, 79—82 
head (def.), 52-53 
mass (def.), 41, 94, 110, 114 
measureinwits of, by antecnom- 
eter, 73 

by flowmeter, 68—74 
by oriflce, 56—68 
by Pitot tube, 52-56 
by Rotometer, 74 
by Venturi meter, 68-70 
by Weirs, 70—71 
of gas reactions, 175-176 
vapor, in rectifying columns, 573— 
575 

"Venturi meter, 68—70 
equations for, 70 
loss of head in, 69 
vs. orifice, 68—69 
Vibrating screens, 293-295 
Viscosimeters, 687 
Saybolt, 688 
Viscosity, absolute, 687 

effect of, on evaporator capacity, 
380-381 

on critical velocity in pipes, 82 
kinematic, 688 
of gases, 687 
of liquids, 687 

(See also Fluidity) 

Porter’s method of estimating 
change of, with temperature, 
688 

relative, 688 
Saybolt, 687 ” ' 
units of, 690’ ; 
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V'iscosity, units of^ conversion of, 
690 

Viscous motion, resistance in set- 
tling, 296-299 

(See also Motion, straight Line) 
Volatility (drf.)) 521 
relative, 521-522 

Volume, m&asurement of, per cent in 
gas analysis, 3 
{See also Flow oFfluids) 

W 

Washers (see Towers) 

Washing, of gases (see Absorptioii) 
of filters (see FUtrationy 
W&ste 'feeat, recovery,. 2#^— 219 

in heat exchangers, 109-113, 121- 
130, 561 

in recuperators, 214 
in regenerator®, 214—219 
Water, coolers for, 

coefMeats for, 606”@0® 
design of, 61()-611 
equations for, 605-696 
flow of (see Flow of fluids) 
gas, 182 — 185 

heat transfer (see Flow of heat) 
latent heat of, 579, 588 
measurement of (see Flow of 
fluids) 

power steam, 170—171 
thermal conductivity of, 697 
vapor (see Steam) 
vapwr pressure of, vs, temperature, 
14 

viscosity of, vs. temperature, 691 
Water-alcohol mixtures, properties 
of, 526 


Weber equation for tJierinal con- 
ductivity of liquids, 1 SO 
Weight, atomic, 3 
combining, 3 
molecular, 3 

Weight per cent, solids, 3 
Weir, equalioii for flow over, 711-71 
Wet-and-dry bulh thernM).«ietry, 
577-594 

(See also Bsychrometry) 
Wet-bulb temperature, m ©quilih- 
lium temperature of adiabatic 
coolintg, 536—592 

Wet-bulb thermometers, 582-592 
Wetted-wall towere,, for absorption, 
593* 

WMey table, 

Wiress, cooling by Insulating 
(»«cli wires), 1S2 
heat loss from,. 112, 115, 162 
Wood, checldmg of, 618 
chips, crushing of, WB- 
cx^mbiiastion of, 191, 196-197 
drying of, S2S-B^ 
schedule for, 626 
shrinkage o>f, 618 
Wrought-iron pipe (me Pip«) 

X 

X vs. Y curves, 475, 526-629 
Y 

Yaryan evaporator, 395-396 
Z 

Zones, in gas producer, 179, 246-248 



